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Notice 


Users of the Monthly Catalog who are also members of OCLC, Inc. will be interested in a systems 
enhancement which is planned for September 1980. A new search pattern founded upon the 
Superintendent of Documents classification number will be made available for retrieving Federal 
publications from the data base. The new search key promises to be a useful tool in avoiding 
extended computer searches and improving the retrievability of records from the data base. 


The computer will search on the 086 field; the machine address of the Superintendent of Documents 
classification number in the MARC formats. It will incorporate the first 2 alpha (letter) characters 
of the agency designation and up to 10 numeric characters which follow. All marks of punctuation 
and spacing will be ignored by the computer. A user need not be concerned about a misplaced colon 
() or slash (/). The following examples will illustrate the functioning of the search pattern: 


SuDocs class. no. Y 4.G 74/9:Sp 1 
searches as Y47491 

SuDocs class. no. HE 20.3002:B 52/4/980 
searches as HE 2030025249 

SuDocs class. no. SBA 1.2:M 31/13/976 
searches as SB 123113976 


As the above examples demonstrate, letters do not form a part of the search design unless they 
appear in the first 2 positions of the classification number stem. 


More information on the search key will be made available by OCLC as we approach the scheduled 
date of implementation. 





Preface 


In response to requests by the library community and the Depository Library Council to 
the Public Printer, the Assistant Public Printer (Superintendent of Documents) in the summer of 
1974 directed the Library Division to join the Ohio College Library Center’s on-line cataloging 


network, convert to the MARC format, and catalog according to Anglo-American cataloging 
rules (AACR). 


The Monthly Catalog utilizes AACR and Library of Congress main entries. Subjects are 
derived from Library of Congress Subject Headings 8th edition and its supplements. The catalog 
consists of text and four indexes—author, title, subject, and series/report number. 

The Government Printing Office considers the Monthly Catalog to be an evolving publica- 
tion. Its scope and timeliness will continue to be of prime importance. 
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Users’ Guide 


ABBREVIATIONS 


addition. addendum, addenda. number. numbers. 
. amendment. amendments. eae, ee . . Page. pages. 
. appendix. appendixes. _.... . Plate. plates. 
book. books. portrait. portraits. 
. chapter. chapters. . Part. parts. 
.. Congress. .. Feport. 


. Department. . Senate. Senate bill. 
. document. . Senate concurrent resolution. 
facsimile, facsimiles. . Senate document. 


fiscal year. . Senate executive document. 
Greenwich hour angle. . Senate executive report. 
.. Senate joint resolution. 

. Senate resolution. 


. Senate report. 
House executive document. section, sections. 


House joint resolution. .. S€SSION. sessions. 

House of Representatives, Se ae 
House bill. 

House resolution. 


House concurrent resolution. 
House document 


volume, volumes. 


illustration, illustrations. 





Common abbreviations for the names of States. months. etc., are also used. 


LIST OF GOVERNMENT AUTHORS 


The alphabetical list in the preliminary pages locates the catalog sequence of documents issued by a 
specific agency. This list is compiled each month and includes only Government authors of documents 
received and cataloged during that time span. 


INDEXES 


Entries in the Monthly Catalog are indexed for access by author, title, subject, and series/report: 

Author index: An alphabetical list of personal authors, editors, co-authors, corporate authors, and 
conferences. 

Title index: An alphabetical list of titles, series titles, and sub- or alternate titles. 

Subject index: An alphabetical list of subjects derived from Library of Congress Subject Headings. 

Series/report index: An alphabetical list of report numbers and series statements. 

Stock number index: A numerical list of Superintendent of Documents stock numbers. 


A margin index on the back cover locates the four listings. Cumulative indexes are published semi- 


annually and annually. Titles in all indexes are followed by the text entry number where more detailed 
information is available. 
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General Information 


The Superintendent of Documents. U.S. Government Printing Office. Washington. D.C., 20402, is 
authorized by law to sell copies of Government publications. A 25 percent discount is allowed to purcha- 
sers of 100 or more copies of a single publication mailed to one address. Bookdealers, buying for the purpose 
of resale. may receive the same discount regardless of quantity if the publications are mailed to their place 
of business. No discount is allowed when the publications are mailed to a third party unless in quantities 
of 100 or more, or on several periodicals or groups of publications which fall into a special pricing category. 


PRICES 


The prices of all U.S. Government publications sold by the Superintendent of Documents are estab- 
lished by the Public Printer in accordance with Title 44 of the United States Code. 

Prices are subject to change and the prices charged on your order will be those in effect at the time 
your order is processed. As it is not feasible to manually correct the prices in the publications affected by 
price changes. the prices charged on your order may differ from those printed in the publications. 

Although the issuing agencies generally know about price changes, some agencies inadvertently con- 
tinue to publish announcements, order forms, and catalogs which contain erroneous prices. Frequently, the 


news media publish articles with erroneous or outdated prices. 


PRICE LIST 


There is no general price list of public documents. but numerous bibliographies have been prepared on 
special subjects and these will be furnished. on application. by subject or subjects concerning which infor- 
mation is desired. It will also be noted that current publications which are for sale are listed in this catalog. 


LIST OF SELECTED PUBLICATIONS 


In addition to the subject bibliographies, the Office of the Superintendent of Documents issues a 
monthly list of Selected United States Government Publications for sale by the Superintendent of Docu- 


ments. Each list contains annotations and prices, and may be obtained free upon application to the Super- 
intendent of Documents. 


CONGRESSIONAL PUBLICATIONS 


Subscription service has been implemented for the following groups of Congressional publications: 
House and Senate Documents; House and Senate Hearings; House and Senate Reports on Public Bills; 
House and Senate Reports on Private Bills; Public Bills; Private Bills; Public Laws; and Private Laws. 
In most cases, single copies of publications in these groups of Congressional publications are not sold. 
Sales copies of a few of the more important ones are printed, and you will find the sales prices listed in the 
individual entries. The current subscription prices may be obtained from the Superintendent of Documents. 





How To Order Publications 


Publications entered in this catalog that are for sale by the Superintendent of Documents are indicated 
by a “for sale’ statement in the text entries. Those Congressional publications which are not for sale may 
be obtained from the responsible Committee. or from the House or Senate Documents Room. Entries for 
publications sold by National Technical Information Services include a statement to that effect. Unless 
otherwise indicated. publications are distributed by the issuing office which appears immediately. before the 
publication date in each entry. Additional information necessary for procuring documents appears above 
or within text entries. Requests to issuing offices should contain titles and dates of publications. 

Do not use the L.C. card number in ordering publications. 


HOW TO REMIT 


Remittances for Government Printing Office sales documents should be made to the Superintendent of 
Documents, U.S. Government Printing Office. Washington, DC 20402, by check or money order. Publica- 
tions cannot be mailed in advance of receipt of remittance. Foreign remittances should be made by 
International Postal Money Order, by draft on a United States or Canadian bank, or by UNESCO Coupons. 
All remittances should be made payable to the Superintendent of Documents. 

Orders received with postage stamps, International Response Coupons, or foreign money will be 
returned. 

Persons who make frequent purchases from the Superintendent of Documents may find a deposit 
account convenient. Deposits of $50.00 or more are accepted against which orders may be placed without 
making individual remittances or first obtaining quotations. Order blanks are furnished for this purpose. 
After the handling of the order has been completed, it will be returned showing the publications supplied, 
explanations regarding those not sent, and the amount of charge. 

No charge is made for postage on documents forwarded to points in United States and its possessions. 
There is a special handling charge on all orders mailed to other countries. The charge is one-fourth of the 
current selling price of publications and subscription services ordered. This is to cover the special handling 
required to comply with the customs and international mailing regulations. 


USE STOCK NUMBERS FOR BETTER SERVICE 


Because we now warehouse, store, and pick publications by their stock numbers (S/N), we can process 
your orders more quickly and accurately if you order by stock number and title. If you don’t know the stock 
number, then order by title and the classification number which appears above each entry. Congressional 


documents and reports should be ordered by title together with the document or report number and the 
Congress, e.g., 94-1:H.doc. 1. 


LIBRARY CLASSIFICATION OF GOVERNMENT DOCUMENTS 


The classification given above entries for departmental publication is that used in the Library Division 
of the Office of the Superintendent of Documents. The shilling mark (/) separates what ordinarily would 


be superior or inferior numbers or letters. It is not practicable to print these numbers or letters as superiors 
or inferiors in the Monthly Catalog. 





Notice 


The Superintendent of Documents is accepting orders to be charged to your Master Charge or Visa 
account. Customers wishing to use one of these services should furnish their credit card number and 
date of expiration. Master Charge customers must also furnish their Interbank number. Credit card 
purchases will be accepted in all GPO bookstores and on mail orders to our central office in 
Washington, D.C. Telephone orders may also be placed at any bookstore or by calling the order 
desk in Washington (8:00 a.m.-4:30 p.m. Eastern time, Monday-Friday except holidays) at area code 
202, 783-3238. Please also give an area code and telephone number where you may be reached 
during the day. 
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A 105.12/7:date 


A 105.20/6:date 
A 105.23/8:date 


A 106.34:v.no.&nos 
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C 3.261:nos 
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D 102.82:date 





E 1.67/2:nos 





E 1.68:nos 





E 3.26/6:nos 





E 3.31:nos 





EP 1.81/2:date 





FEM 1.9:nos 





FEM 1.108:CT 





New Classification Numbers 


Agriculture Department. 
Telephone directory, alphabetical listing (semiannual). @lItem 80-E 
NoTE.—-See, for earlier publications, A 1.89:(date). 
Fact sheets, AFS (series). @Item 90-B 
Note.—See, for earlier class, A 107.14:(nos.). 
Northeastern Forest Experiment Station. 
Trees for reclamation (series). @lItem 84 
Forest Service. 
Cultural resources overview (series). @lItem 84-C 
Foreign Agricultural Service. 
U.S. exports of reported agricultural commodities for marketing years (annual). @Item 
76-K 
Economics, Statistics, and Cooperatives Service. 
Layers & egg production (annual). @lItem 21-F-2 
Norte.—See, for earlier class A 92.9/13:(date). Designated as Pou 2-4. 
Small grains, annual summary and crop winter whea’ and rye seedings. @lItem 122-A-6 
Sheep and goats. 
Nore.—See, for earlier class A 92.18/8:(date). Designated Lv“n 1. 
Science and Education Administration. 
Dairy herd improvement letter (irregular). @lItem 25-A-2 
Nore.—See, for earlier class A77.608:(v.no.&nos.). 
Census Bureau. 
Summary tape processing centers and State data centers, address list. @lItem 148-C 
Norte.—See, for earlier publication C 3.2:T 16. 
Special demographic analyses CDS (series). 
National Oceanic and Atmospheric Administration. 
Office of Coastal Zone Management: management plans. @lItem 250-E-22 
Environmental Research Laboratories. 
Environmental assessment of the Alaskan continental shelf: [various publications]. 
Industry and Trade Administration. 
Export administration report (semiannual). @lItem 130 
NoTe.—See, for earlier class, C 57.411:(date). 
Defense Department. 


Engineered performance standards for real property maintenance activities, [hand- 
books]. @Item 418-A 
Note.—Formerly published by Naval Facilities Engineering Command and classed D 209.14:(CT). 
Adjutant General’s Office (Army). 
Army club system, annual report. @lItem 332-G 
Energy Department. 
DOE feature, NF (series). @Item 435-E-7 
Nuclear energy, DOE/NF (series). 
Energy Information Administration. 
Model documentation reports. 
NoTE.—Designated DOE/EIA-0194/(nos.). 
Short-term energy outlook (quarterly). 
NoTE.—Designated DOE/EIA-0202/nos 
Environmental Protection Agency. 
Research outlook (annual). 
Federal Emergency Management Agency, 
Disaster information (irregular). @lItem 216-A-4 
NoTe.—See, for earlier class, HH 12.9:(date). 
United States Fire Administration. 
Handbooks, manual, guides. @lItem 216-A-3 
Norte.—See, for earlier class, C58.8:(CT). 





Health, Education, and Welfare Department. 
HE 1.57:(region nos./date) Financial assistance by geographic area (fiscal year). @Item 444-M-(region no.) 
Health Resources Administration. 
HE 20.6023:date National Health Service Corps Scholarship program, applicant information bulletin. 
@ltem 507-H-14 
NoTe.—See for earlier publication, HE 20.6602:Sch 6. 
Center for Disease Control. 
HE 20.7011/27:nos Rickettsial disease surveillance (annual). 
HE 20.7019:CT Bibliographies and lists of publications. @lItem 483-L-5 
Health Education Bureau. 
HE 20.7212:date Focal points (monthly). @Item504-A-1 
National Institute on Drug Abuse. 
HE 20.8221/2:nos Project Connection: Best strategy (series). @Item 467-A-13 
Health Care Financing Administration. 
HE 22.20:v.nos.& nos Health care financing trends (quarterly). Children, Youth and Families Administration. 
HE 23.1005:CT Laws. @ltem 530-B-6 
Aging Administration. 
HE 23.3010:v.nos.& nos SCANNER (monthly). 
Norte.—Discontinued with v. 1, no. 10. 
Interior Department. 
1 1.77/4:nos Final regulatory analysis OSM-RA(series). @ltem 604 
Nore.—This new class notice replaces previous notice, I 70.14:, with the same title. 
I 1.105/2:date Youth Conservation report (quarterly). @ltem 631-A 
Mines Bureau. 
Mining research contract review (semiannual). 
National Park Service. 
South Florida Research Center: Report (series). § @Item 646-Y 
Land Management Bureau. 
Biological sciences series. 
NoTe.—Issued by Bureau of Land Management, Colorado. 
International Communication Agency. 
ICA 1.11:v.nos.& nos Forum, English Teaching Forum (quarterly). 
Supreme Court. 
Ju 6.12:v.nos.& nos Docket sheet (bimonthly). @ltem 738-A 
Library of Congress. 
Network planning paper (series). 
Nore.—Issued by Network Development Office. 
Copyright Office. 
LC 3.6/6:v.nos.,pt.nos.& nos Catalog of copyright entries, fourth series. 
NoTE.—See, for earlier class LC 3.6/5: 
National Endowment for the Humanities. 
Humanities (2d series) (bimonthly). 
Nore.—Replaces new class notice NF 3.11:, dated September 1979, with title, Nonpartisan review. 
Personnel Management Office, 
PM 1.32:v.nos.& nos In brief (quarterly). §@lItem 295-R 
President of the United States. 
Pr 39.15:CT Handbooks, manuals, guides. 
Coast Guard. 
TD 5.42:v.nos.& nos Lifesaver (quarterly). § @Item 931-A-11 


NoTe.—Safety and Health Review, Vessel Safety Bulletin, and Flight Safety Bulletin (TD 5.3/7:), have been 
consolidated into Lifesaver. 
Research and Special Programs Administration. 
Bibliographies and lists of publications. 
Immigration and Refugee Policy, Select Commission on. 
Report. 
NoTe.—Established by Public Law 95-412, Oct. 5, 1978. Final report is due Sept. 30, 1980, after which the 
Commission will be terminated. 
Y 3.1m 6/2:2 CT General publications. @lItem 1089 


National Narcotics Intelligence Consumers Committee. 
Y 3.N 16:1/date Report. 
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I 29.95:letters & nos 





I 53.27:nos 








LC 1.37:nos 





NF 3.11:v.nos.& nos 














TD 10.10:CT 





Y 3.1m 6/2:1/date 











Nore.—Established by Drug Policy Office in April 1978. 
Y 3.N 16:2 CT General publications. @lItem 1093 








National Occupational Information Coordinating Committee. 
Report. 
Note.—Established pursuant to Public Law 94-482. 
Y 3.0c 1/2:2 CT General publications. 


Y 3.Oc 1/2:1/date 








Corrections for Previous Monthly Catalogs 


July 1976. Entry 76-1141, Protecting older Americans against overpayment of income taxes . . . Change class to Y 4.Ag 4:In 2/4/976. 

June 1977. Entry 77-7730, Environmental assessment of the Northeast Gulf of Alaska . . . Change class to C 55.622/3:N 81 g/v.5. 

——Entry 77-7731, Environmental assessment of the Northeast Gulf of Alaska. . . Change class to C 55.622/3:N 81 g/v.9. 

Aug. 1978. Entry 78-14605, List of publications on wood fiber research . . . Change class to A 13.27/7:W 85/11/976. 

Feb. 1979. Entry 79-4666, Presse braille adult . . . Change class to LC 19.2:B 73/9/976-77. This entry is a duplicate of entry 78-13890 
listed correctly in July 1978 Monthly Catalog. 

Apr. 1979. Entry 79-7599, Findings and views concerning the exemption of aviation gasoline . . . Change class to E 4.10:0024. DOE/ER 
printed in error on publication. Change DOE/ER:0024 to DOE/ERA:0024. 

May 1979. Entry 79-9845, Research outlook . . . Change class to EP 1.81/2:978. 

July 1979. Entry 79-13446, Behavioral toxicology . . . Change class to EP 1.2:T 66/13. 

——Entry 79-13447, Automated In Situ Water Quality Sensor Workshop . . . Change class to EP 1.2:Au 8/11. 

Sept. 1979. Entry 79-16546, Research outlook . . . Change class to EP 1.81/2:979. 


Nov. 1979. Entry 79-19310, 1977 census of manufactures: industry series, pens and mechanical pencils. . . Change class to C 3.24/8:MC 
77-1-39 C-1 (P). 


——Entry 79-19367, 1977 census of manufactures: industry series, oil field machinery . . . Change class to C 3.24/8:MC 77-I-35 B-3 
(P). 

——Entry 79-19374, 1977 census of manufactures: industry series, plating and polishing, SIC 3471 . . . Change OCLC 5321524 to 
5346376. This entry is a duplicate of the following entry 79-19375. 

——Entry 79-19423 is a duplicate of the following entry 79-19424. Change OCLC 5321524 to OCLC 5346340. 

——Entry 79-20260, Code of Federal Regulations. [Title] 24. . . . Change first class to GS 4.108:24/pt.0-499/977. 

——Entry 79-20418, Treatment programs for PKU in the United States . . . Change class to HE 20.5102:P 52/3. 

——Entry 79-20808, State planning agency grants. . . Change class to J 1.8/2:St 2/977/rep. 

——Entry 79-20853, Wage trends for occupational group in metropolitan areas . . . Change class to L 2.86/2:975-76. 

——Entry 79-20999, SALT II agreement . . . Change class to S 1.71:318. 

——Entry 79-21191, Specification: Construction of an air route surveillance . . . Change class to TD 4.32/12:2670. 

——Entry 79-21192, FAA catalog of training courses . . . Change OCLC 5370598 to OCLC 4007421. 

——Entry 79-21480, The midyear review of the economy: the outlook . . . Change class to Y 4.Ec 7:Ec 7/28/979. 

Dec. 1979. Entry 79-22610, Tires, pneumatic, vehicular . . . Change class to GS 2.8/3:316 B-notice 2. 

——Entry 79-23100, Research on the effects of urbanization . . . Change class to TD 2.30:78-88. 
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HE 23.1002:I1 6 

Ju 10.1:979 

Y 3.H 62:2 In 8 

HE 23.3112:3 

A 88.12/31:978-2 

A 1.2:P 43/7 

D 305.16:979-80 

D 301.45/27-3:78-72 
TD 4.308:M 59/4/980 
HE 20.8002:Ab 9 

T 70.6:Ex 7/3 

A 101.2:V 13/2 

D 101.2:R 18 

D 104.2:C 73/2 


Administration for Children, Youth, and Families, Washington, DC 20201 
Administrative Office of United States Courts, Washington, DC 20544 
Advisory Council on Historic Preservation, Washington, DC 20005 
Aging, Administration on, Washington, DC 20201 
Agricultural Marketing Service, Washington, DC 20250. 
Agriculture Department, Washington, DC 20250 
Air Force Academy, U.S. Air Force Academy, CO 80840 
Air Force Department, Washington, DC 20330 
Air Traffic Service, Washington, DC 20553 
Alcohol, Drug Abuse, and Mental Health Administration, Rockville, MD 20852 
Alcohol, Tobacco and Firearms Bureau, Washington, DC 20224 
Animal and Plant Health Inspection Service, Washington, DC 20250 
Army Department, Washington, DC 20310 
Army Medical Department, Washington, DC 20310 
Assistant Public Printer (Superintendent of Documents) Government Printing Office, Washington, DC 
20402 

Bonneville Power Administration, Portland, OR 97208 
Census Bureau, Suitland, MD 20233 
Central Intelligence Agency, Washington, DC 20505 
Center for Disease Control, Atlanta, GA 30333 
Children’s Bureau, Washington, DC 20201 
Civil Aeronautics Board, Washington, DC 20428 
Civil Rights Commission, Washington, DC 20425 
Coast Guard, Washington, DC 20590 
Commerce Department, Washington, DC 20230 
Commodity Futures Trading Commission, Washington, DC 20581 
Community Health Services Bureau, Rockville, MD 20852 HE 20.5102:C 86 
Community Relations Service, Washington, DC 20530.. J 23.1:978 
Community Services Administration, Washington, DC 20506 


CSA 1.2:W 89 
CONGRESS ‘ X 94-2:122/pt.25 
Laws 


X 96-1:Pub. Law 69 















































GP 3.22:En 2 

I 44.2:P 87/13/975-76 
C 3.2:Am 3/4/979 
PrEx 3.10/4:B 87/979 
HE 20.7009:28/supp. 
HE 23.1210:C 43/2 

C 31.271:978 

CR 1.6/3:Ok 4 

TD 5.2:C 76 

C 1.2:G 22 

Y 3.C 73/5:2 Ec 7/2 















































House of Representatives, Washington, DC 20515 
House reports 
Aging, Select Committee on, Washington, DC 20515 
Agriculture, Committee on, Washington, DC 20515 
Appropriations, Committee on, Washington, DC 20515 .. 
Armed Services, Committee on, Washington, DC 20515. 
Banking, Finance and Urban Affairs, Committee on, Washington, DC 20515 
Budget, Committee on the, Washington, DC 20515 
District of Columbia, Committee on the, Washington, DC 20515 
Education and Labor, Committee on, Washington, DC 20515 
Foreign Affairs, Committee on, Washington, DC 20515 
Government Operations, Committee on, Washington, DC 20515 Y 4.G 74/7:C 69/3 
Interior and Insular Affairs, Committee on, Washington, DC 20515 Y 4.In 8/14:96-12 
Interstate and Foreign Commerce, Committee on, Washington, DC 20515 Y 4.In 8/4:96-13 
Judiciary, Committee on the, Washington, DC 20515 Y 4.3 89/1:96/18 
Merchant Marine and Fisheries, Committee on, Washington, DC 20515 Y 4.M 53:96-9 
Narcotics Abuse and Control, Select Committee on, Washington, DC 20515 Y 4.N 16:96-1-1 
Post Office and Civil Service, Committee on, Washington, DC 20515 Y 4.P 84/10:96-31 
Public Works and Transportation, Committee on, Washington, DC 20515 Y 4.P 96/11:96-16 
Science and Technology, Committee on, Washington, DC 20515 Y 4.Sci 2:96/12 
Small Business, Committee on, Washington, DC 20515 Y 4.Sm 1:D 63/4/pt.1-2 
Ways and Means, Committee on, Washington, DC 20515 Y 4.W 36:96-34 
Veterans’ Affairs, Committee on, Washington, DC 20515 Y 4.V 64/3:L 89 a 





X 96-1:H.rp.191 

Y 4.Ag 4/2:H 34/18 

Y 4.Ag 8/1:96-DD 

Y 4.Ap 6/1:B 29 

Y 4.Ar 5/2 a:979-80/20 
Y 4.B 22/1:96-29 

Y 4.B 85/3:C 49 

Y 4.D 63/1:96-7 

Y 4.Ed 8/1:H 81/2 

Y 4.F 76/1:C 33/3 



























































CONGRESS—Continued 
Senate, Washington, DC 20510 Beginning class 

Senate reports X 96-1:S.rp.69 
Agriculture, Nutrition, and Forestry, Committee on, Washington, DC 20510 Y 4.Ag 8/3:W 65 
Appropriations, Committee on, Washington, DC 20510 Y 4.Ap 6/2:N 81/2/980 
Armed Services, Committee on, Washington, DC 20510 Y 4.Ar 5/3:K 83/2 
Banking, Housing, and Urban Affairs, Committee on, Washington, DC 20510 Y 4.B 22/3:F 49/18 
Commerce, Science, and Transportation, Committee on, Washington, DC 20510 Y 4.C 73/7:96-27 











Energy and Natural Resources, Committee on, Washington, DC 20510 





Finance, Committee on, Washington, DC 20510 





Foreign Relations, Committee on, Washington, DC 20510 





Governmental Affairs, Committee on, Washington, DC 20510 





Judiciary, Committee on the, Washington, DC 20510 





Labor and Human Resources, Committee on, Washington, DC 20510 


Small Business, Select Committee on, Washington, DC 20510 








Congressional Budget Office, Washington, DC 20515 





Consumer Product Safety Commission, Washington, DC 20016 





Copyright Office, Washington, DC 20559 





Customs Court, New York, NY 10007 





Customs Service, Washington, DC 20229 





Defense Department, Washington, DC 20301 





Defense Logistics Agency, Cameron Station, Alexandria, VA 22314 





Defense Manpower Commission, Washington, DC 20036 





Defense Mapping Agency, Washington, DC 20305 





Economic Analysis Bureau, Washington, DC 20230 





Economic Development Administrative, Washington, DC 20230 





Economics, Statistics and Cooperatives Service, Washington, DC 20250 





Education Division, Washington, DC 20202 





Education Office, Washington, DC 20202 





Employment and Training Administration, Washington, DC 20210 





Employment Standards Administration, Washington, DC 20210 





Energy Department, Washington, DC 20585 





Energy Information Administration, Washington, DC 20545 





Engineers Corps 





Environmental Data and Information Service Washington, DC 20235 





Environmental Protection Agency, Washington, DC 20460 





Environmental Quality, Council on, Washington, DC 20006 





Environmental Researtch Laboratories, Boulder, CO 80302 





Export Development Bureau, Washington, DC 20230 





Export-Import Bank of the United States, Washington, DC 20571 





Farm Credit Administration, Washington, DC 20578 





Federal Aviation Administration, Washington, DC 20553 





Federal Bureau of Investigation, Washington, DC 20535 





Federal Communications Commission, Washington, DC 20554 





Federal Highway Administration, Washington, DC 20590 





Federal Home Loan Bank Board, Washington, DC 20552 





Federal Insurance Administration, Washington, DC 20410 





Federal Insurance and Hazard Mitigation Office, Washington, DC 20410 
Federal Judicial Center, Washington, DC 20005 








Federal Labor Relations Authority, Washington, DC 20424 





Federal Maritime Commission, Washington, DC 20573 





Federal Mediation and Conciliation Service, Washington, DC 20423 





Federal Register Office, Washington, DC 20408 





Federal Reserve System Board of Governors, Washington, DC 20551 





Federal Supply Service, Washington, DC 20405 





Federal Trade Commission, Washington, DC 20580 





ish and Wildlife Service, Washington, DC 20240 





Food and Drug Administration, Rockville, MD 20857 





Food and Nutrition Service, Washington, DC 20250 





Food Safety and Quality Service, Washington, DC 20250 





Foreign Claims Settlement Commission, Washington, DC 20579 





Forest Service, Washington, DC 20250 
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General Accounting Office, Washington, DC 20548 





Geological Survey, Reston, VA 22092 





Governmental and Public Affairs Office, Washington, DC 20250 . 





Government Printing Office, Washington, DC 20402 





Handicapped Individuals Administration, Washington, DC 20201 





Health Care Financing Administration, Washington, DC 20201 





Health, Education, and Welfare Department, Washington, DC 20201 





Health Facilities Financing, Compliance and Conversion Bureau, Rockville, MD 20857 
Health Manpower Bureau, Bethesda, MD 20014 





Health Planning and Resources Development, Bureau of, Hyattsville, MD 20782 





Health Resources Administration, Hyattsville, MD 20782 
Heritage Conservation and Recreation Service, Washington, DC 20240 








Housing and Urban Development Department, Washington, DC 20410 





Immigration and Naturalization Service, Washington, DC 20536 





Indian Affairs Bureau, Washington, DC 20245 





Industry and Trade Administration, Washington, DC 20230 





Inter-American Foundation, Rosslyn, VA 22209 





Interior Department, Washington, DC 20240 





Internal Revenue Service, Washington, DC 20224 





International Labor Affairs Bureau, Washington, DC 20210 





Interstate Commerce Commission, Washington, DC 20423 





John E. Fogarty International Center for Advanced Study in the Health Sciences, Bethesda, MD 20014... 


Joint Publications Research Service, Arlington, VA 22201 





Judge Advocate General (Navy), Washington, DC 20370 





Justice Department, Washington, DC 20530 





Labor Department, Washington, DC 20210 





Labor Statistics Bureau, Washington, DC 20210 





Land Management Bureau, Washington, DC 20240 





Law Enforcement Assistance Administration, Washington, DC 20531 





Library of Congress, Washington, DC 20540 





Management and Budget Office, Washington, DC 20503 





Maritime Administration, Washington, DC 20230 





Medical Devices Bureau, Rockville, MD 20857 





Medical Services Bureau, Rockville, MD 20852 





Medicine and Surgery Bureau (Navy), Washington, DC 20350 





Military History, Center of (Army), Washington, DC 20314 





Mine Safety and Health Administration, Arlington, VA 22203 





Mines Bureau, Washington, DC 20241 





Mining Enforcement and Safety Administration, Washington, DC 20240 





National Advisory Council on Equality of Educational Opportunity, Washington, DC 20005 
National Advisory Council on Extension and Continuing Education, Washington, DC 20005 
National Aeronautics and Space Administration, Washington, DC 20546 





National Archives and Records Service, Washington, DC 20408 





National Bureau of Standards, Washington, DC 20234 





National Cancer Institute, Bethesda, MD 20014 





National Center for Education Statistics, Washington, DC 20202 





National Center for Health, Statistics, Rockville, MD 20852 





National Climatic Center, Washington, DC 20230 





National Commission for Manpower Policy, Washington, DC 20005 





National Commission on Libraries and Information Science, Washington, DC 20036 
National Commission on the Observance of International Women’s Year, Washington, DC 20011 
National Credit Union Administration, Washington, DC 20456 





National Defense University, Washington, DC 20319 





National Endowment for the Arts, Washington, DC 20506 





National Eye Institute, Bethesda, MD 20014 





National Fire Prevention and Control Administration, Washington, DC 20230 





National Guard Bureau, Washington, DC 20310 





National Heart, Lung, and Blood Institute, Bethesda, MD 20014 





National Highway Traffic Safety Administration, Washington, DC 20590 





National Institute for Occupational Safety and Health, Rockville, MD 20857 





National Center for Social Statistics, Washington, DC 20201 
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National Institute of Arthritis, Metabolism and Digestive Diseases, Bethesda, MD 20014 


National Institute of Child Health and Human Development, Bethesda, MD 20014 
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National Institute of General Medical Sciences, Bethesda, MD 20014 
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Navy Department, Washington, DC 20350 
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MONTHLY CATALOG 


February 1980 


AGRICULTURE DEPARTMENT 
Washington, DC 20250 


80-3735 


A 1,2:P 43/7 
United States. Dept. of Agriculture. 

Program evaluation of the Combined forest pest research 
and development program. — [Washington] : Dept. of Agri- 
culture, 1979. 

20250 

v, 283 p. : ill. ; 26 cm. 

Combined forest pest research and development program. 

Research agreement no. OS-78-07. 

Issued Nov. 1979. 

Bibliography: p. 283. 

@ltem 10 

pbk. 

1. Douglas-fir tussock moth — Control — United States. 2. 
Gipsy-moth — Control — United States. 3. Southern pine 
beetle — Contro] — United States. I. Title. 

OCLC 5761648 


80-3736 


A 1,9:2135/4 
United States. Dept. of Agriculture. Economics, Statistics, and 
Cooperatives Service. 

What young farm families should know about credit / pre- 
pared by Economics, Statistics, and Cooperatives Service. — 
[Slightly rev. Sept. 1979.] — [Washington] : Dept. of Agricul- 
ture, Economics, Statistics, and Cooperatives Service : for 
sale by the Supt. of Docs., U.S. Govt. Print. Off., [1979] 

20402 

17 p. ; 24cm. — (Farmers’ bulletin ; no. 2135) 

@ltem 9 

S/N 001-000-04016-2 

pbk. : $1.25 

1. Credit. I. Title. II. Series: United States. Dept. of Ag- 
riculture. Farmers’ bulletin ; no. 2135. 

OCLC 5761817 


80-3737 


A 1,34:626 
United States. Agricultural Marketing Service. Tobacco Divi- 
sion. 
Annual report on tobacco statistics. Washington, Dept. of 
Agriculture, Agricultural Marketing Service. 
20250 
26 cm. (Statistical bulletin - Dept. of Agriculture ; no. 626) 
Information incorrect as to for sale by the Supt. of Docs. 
1978. 
@ltem 15 
Main series: Statistical bulletin - Dept. of Agriculture 
Continues: United States. Consumer and Marketing Service. 
Tobacco Division. Annual report on tobacco statistics 


1. Tobacco manufacture and trade — United States — Sta- 
tistics — Periodicals. 2. Tobacco— United States — Statis- 
tics — Periodicals. I. Title. II. Series: United States. Dept. 
of Agriculture. Statistical bulletin - Dept. of Agriculture ; no. 
626. 

HD1751.A5 subser 
75-648600 
[HD9134.A38] 
338.1/0973 s 
[338.1/7/3710973] 
OCLC 2244432 


80-3738 


A 1.36:1585 


United States. Forest Service. 


The Douglas-fir tussock moth : a synthesis / edited by 
Martha H. Brookes, R. W. Stark, Robert W. Campbell. — 
Washington : Dept. of Agriculture, Forest Service : for sale 
by the Supt. of Docs., U.S. Govt. Print. Off., 1978. 

20402 

xvii, 321 p. : col. ill., col. maps ; 27 cm.— (Technical 
bulletin - Dept. of Agriculture ; no. 1585) 

Douglas-fir tussock moth research and development pro- 
gram. 

Includes index. 

Bibliography: p. 247-285. 

@ltem 16 

S/N 001-000-03924-5 pbk. : $16.75 

1. Douglas-fir tussock moth. I. Brookes, Martha H. II. 
Stark, R. W., 1922- III. Campbell, Robert W. IV. Title. 
V. Series: United States. Dept. of Agriculture. Technical bul- 
letin ; no. 1585. 

OCLC 5781302 


80-3739 


A 1,38:1376 


United States. Forest Service. 


Future challenges in renewable natural resources : proceed- 
ings of a national workshop, January 22-25, 1979, Rosslyn, 
Virginia. — [Washington] : Dept. of Agriculture : for sale by 
the Supt. of Docs., U.S. Govt. Print. Off., 1979. 

20402 

116 p. : ill., maps ; 26 cm. — (Miscellaneous publication - 
Dept. of Agriculture ; no. 1376) 

Prepared in cooperation with U.S. Dept. of Agriculture, 
Forest Service, Science and Education Administration, and 
Soil Conservation Service. 

Issued Sept. 1979. 

Includes bibliographies. 

@ltem 13-A 

S/N 001-000-04068-5 

pbk. : $4.00 





Agriculture Department 


1. Conservation of natural resources— United States — 
Congresses. 2. Renewable natural resources — United 
States — Congresses. I. United States. Science and Educa- 
tion Administration. II. United States. Soil Conservation 
Service. III. Title. IV. Series: United States. Dept. of Agri- 
culture. Miscellaneous publication ; no. 1376. 

OCLC 5781427 


80-3740 
A 1.68:270/4 
United States. Food and Nutrition Service. Nutrition and Tech- 
nical Services Division. 

Food buying guide for Type A school lunches / prepared 
by Nutrition and Technical Services Division, Food and Nu- 
trition Service, and Consumer and Food Economics Institute, 
Science and Education Administration, U.S. Department of 
Agriculture, and the National Marine Fisheries Service, Na- 
tional Oceanic and Atmospheric Administration, U.S. Depart- 
ment of Commerce. — Slightly rev. Sept. 1979. — Washington 
: Dept. of Agriculture : for sale by the Supt. of Docs., U.S. 
Govt. Print. Off., 1979. 

20402 

iii, 92 p. : ill. ; 28 cm. — (Program aid ; no. 270) 

Contains revisions of Corrected Type A pattern as of Janu- 
ary 1979, and New yield data for meat and meat alternates. 

Includes index. 

@ltem 14-A 

S/N 001-000-04015-4 

pbk. : $3.75 

1. School children — Food — United States. I. Consumer 
and Food Economics Institute. II. United States. National 
Marine Fisheries Service. III. Title. IV. Series: United 
States. Dept. of Agriculture. Program aid ; 270. 

OCLC 5761742 


80-3741 
A 1.68:1037/2 
United States. Forest Service. 

National forest vacations. — [Slightly rev. Sept. 1979.] — 
[Washington] : Dept. of Agriculture, Forest Service, [1979] 

20250 

54 p. : ill, map 

@ltem 14-A 

pbk. 

1. Forest reserves — United States — Recreational use. 2. 
Recreation areas — United States. I. Series: United States. 
Dept. of Agriculture. Program aid ; no. 1037. 

OCLC 5745285 


; 26 cm.— (Program aid ; no. 1037) 


80-3742 
A 1,68:1219 
United States. Soil Conservation Service. 

Plant materials for conservation. — [Washington] : Dept. of 
Agriculture, Soil Conservation Service : for sale by the Supt. 
of Docs., U.S. Govt. Print. Off., [1979] 

20402 

a) Pp 2 Col. a. : 

@ltem 14-A 

S/N 001-000-03867-2 

pbk. : $2.75 

1. Conservation of natural resources — United States. I. 
Title. Il. Series: United States. Dept. of Agriculture. Pro- 
gram aid ; no. 1219. 

OCLC 5746020 


22 x 28 cm. — (Program aid ; no. 1219) 
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80-3743 
A 1,68:1244 
United States. Forest Service. 

Engineers : civil, electrical, mechanical : consider a career 
in the Forest Service. — [Washington : Dept. of Agriculture, 
Forest Service, 1979] 

20250 

1 sheet : col. ill., col. map ; 36 x 41 cm. fold. into 18 x 10 
cm. — (Program aid ; no. 1244) 

Issued Sept. 1979. 

@ltem 14-A 

pbk. 

1. United States. Forest Service. 2. Engineers — Employ- 
ment — United States. I. Title. II. Series: United States. 
Dept. of Agriculture. Program aid ; no. 1244. 

OCLC 5761898 


80-3744 
A 1.75:428 
Ahearn, Mary C. 

Health care in rural America / Mary C. Ahearn. — [Wash- 
ington] : Dept of Agriculture, Economics, Statistics, and Coo- 
peratives Service, [1979] 

20250 

iii, 36 p. : ill. ; 26 cm. — (Agriculture information bulletin ; 
no. 428) 

Issued July 1979. 

Bibliography: p. 33-36. 

@ltem 4 

pbk 

1. Medical care — United States. 2. Medicine, Rural — 
United States. I. United States. Dept. of Agriculture. Eco- 
nomics, Statistics, and Cooperatives Service. II. Title. III. 
Series: United States. Dept. of Agriculture. Agriculture infor- 
mation bulletin ; no. 428. 

OCLC 5318438 


80-3745 
A 1.76:8-5 
Consumer and Food Economics Institute. 

Composition of foods : poultry products : raw, processed, 
prepared / by Consumer and Food Economics Institute. — 
Rev. Aug. 1979. — [Washington] : Dept. of Agriculture, Sci- 
ence and Education Administration, Consumer and Food 
Economics Institute : for sale by the Supt. of Docs., U.S. 
Govt. Print. Off., 1979. 

20402 

vi, 330 p. ; 28 cm.— (Agriculture handbook 

Loose-leaf for updating. 

Chiefly tables. 

Bibliography: p. 10. 

@liem 3 

S/N 001-000-04008-1 

pbk. : $7.00 

1. Poultry as food — Composition — Tables. I. Title. IL. 
Series: United States. Dept. of Agriculture. Agriculture hand- 
book ; no. 8-5. 

OCLC 5745159 


80-3746 


; no. 8-5) 


A 1.76:364/3 
Anderson, LeRoy Oscar, 1905- 

Low-cost wood homes for rural America : construction 
manual / by L. O. Anderson Slightly rev. Sept. 1979 
[Washington] : Dept. of Agriculture. Forest Service : for sale 
by the Supt. of Does.. U.S. Govt. Print. Off.. 1979 

20402 

ili, 112 p. : ill. ; 26 em 

@licm 3 

S/N 001-000-0402 1-9 

pbk. : $4.00 


(Agriculture handbook ; no. 364) 





1. Architecture, Domestic — United States. 2. House con- 
struction. 3. Wooden-frame houses— United States. IL. 
United States. Forest Service. II. Title. III. Series: United 
States. Dept. of Agriculture. Agriculture handbook ; no. 364. 
OCLC 5745495 


80-3747 
A 1.76:481/2 
Sherwood, Gerald E. 

New life for old dwellings : appraisal and rehabilitation / 
by Gerald E. Sherwood. — Slightly rev. Sept. 1979. — [Wash- 
ington] : Dept. of Agriculture, Forest Service : for sale by the 
Supt. of Docs., U.S. Govt. Print. Off., 1979. 

20402 

100 p. : ill., map ; 26 cm.— (Agriculture handbook ; no. 
481) 

Includes index. 

@ltem 3 

S/N 001-000-02988-6 

pbk. : $3.75 

1. Architecture, Domestic — United States. 2. House con- 
struction. 3. Wooden-frame houses — United States — Re- 
modeling. I. United States. Forest Service. II. Title. III. 
Series: United States. Dept. of Agriculture. Agriculture hand- 
book ; no. 481. 

OCLC 5745384 


80-3748 
A 1.76:556 
United States. Agricultural Marketing Service. 

Compilation of statutes relating to the Agricultural Market- 
ing Service, and closely related activities, as of October 1, 
1979 / compiled under the direction of the General Coun- 
sel. —[Rev. Oct. 1979.] —[Washington] : Dept. of Agricul- 
ture, Agricultural Marketing Service : for sale by the Supt. of 
Docs., U.S. Govt. Print. Off., [1979] 

20402 

xviii, 308 p. ; 24 cm. — (Agriculture handbook ; no. 556) 

Supersedes Compilation of statutes relating to the Agricul- 
tural Marketing Service, and closely related activities, as of 
September 1, 1975, Agriculture handbook no. 492, issued Dec. 
1975. 

Includes index. 

@litem 3 

S/N 001-000-04005-7 

pbk. : $5.50 

1. Agricultural laws and legislation— United States. 2 
Marketing — Law and legislation — United States. I. Title 
II. Title: Compilation of statutes relating to the Agricultural 
Marketing Service, and closely related activities. III. Series: 
United States. Dept. of Agriculture. Agriculture handbook ; 
no. 556. 

OCLC 5766761 


80-3749 
A 1.77:98/7 
Mork, Lucile F 
A guide to budgeting for the young couple / Lucile F 
Mork and Mary Lou Cooper ; prepared by Science and 
Education Administration [Rev. July 1977. slightly rev 
Oct. 1979.] — [Washington] : Dept. of Agriculture, Science 
and Education Administration, [1979] 
20250 
15 p. ;: 24 cm (Home and garden bulletin ; no. 98) 
@ltem 11 
pbk. 
1. Budgets. Personal. I. Cooper. Mary Lou, joint author 
II. United States. Science and Education Administration. HI 
Title. IV. Series: United States. Dept. of Agriculture. Home 
and garden bulletin ; no. 98 
OCLC 5766689 


Government Publications — February 1980 


80-3750 


A 1,77:201/4 


United States. Food Safety and Quality Service 


How to buy dairy products / prepared by Food Safety and 
Quality Service. — [Rev. Jan. 1978, slightly rev. July 1979.] — 
[Washington] : Dept. of Agriculture, Food Safety and Qual- 
ity Service : for sale by the Supt. of Docs., U.S. Govt. Print. 
Off., [1979] 

20402 

15 p. : ill. ; 23 x 10 cm. — (Home and garden bulletin ; no 
201) 

@ltem 11 

S/N 001-000-04020-1 

pbk. : $1.00 

1. Dairy products — United States. I. Title. II. Series: 
United States. Dept. of Agriculture. Home and garden bulle- 
tin ; no. 201. 

OCLC 5766524 


80-3751 


A 1.107:433 


Holder, Shelby Herbert, 1931- 


U.S. rice industry / Shelby H. Holder, jr.. Warren R. 
Grant. — [Washington] : Dept. of Agriculture, Economics, 
Statistics, and Cooperatives Service : for sale by the Supt. of 
Docs., U.S. Govt. Print. Off., [1979] 

20402 

vi, 141 p. : ill, maps ; 26 cm.— (Agricultural economic 
report ; no. 433) 

Issued Aug. 1979. 

@ltem 42-C 

S/N 001-000-04035-9 

pbk. : $4.50 

1. Rice — United States — Statistics. I. Grant, Warren R., 
joint author. II. United States. Dept. of Agriculture. Eco- 
nomics, Statistics, and Cooperatives Service. III. Title. IV 
Series: United States. Dept. of Agriculture. Agricultural eco- 
nomic report ; no. 433. 

OCLC 5781499 


80-3752 


A 1.107:433/rev. page 


Holder, Shelby Herbert, 1931- 


U.S. rice industry Shelby H. Holder, jr.. Warren R 
Grant [Washington] : Dept. of Agriculture. Economics. 
Statistics, and Cooperatives Service, [1979] 

20250 

I p. : map ; 26 cm (Agricultural economic report ; 
433) 

Revised page 

Contains correction of Figure 2 

Issued Aug. 1979 

@liem 42-C 

1. Rice — United States — Statistics. 1. Grant. Warren R.. 
joint author. II. United States. Dept. of Agriculture. Eco- 
nomics, Statistics, and Cooperatives Service. HL Tithe. IV 
Series: United States. Dept. of Agriculture. Agricultural eco- 
nomic report ; no. 433 
OCLC 5781526 





Forest Service — Agriculture Dept. 


FOREST SERVICE 
Agriculture Dept. 
Washington, DC 20250 


80-3753 
A 13.2:W 64/10 
United States. Forest Service. Southwestern Region. 
Wildernesses & primitive areas in southwestern national 
forests. — [Albuquerque, N.M.] : Dept. of Agriculture, Forest 
Service, Southwestern Region, 1979. 
87102 
[18] p. : col. ill., col map ; 21 x 28 cm. 
@ltem 84 
pbk. 
1. Forest reserves — United States. 
United States. I. Title. 
OCLC 5786266 


2. Wilderness areas — 


80-3754 
A 13,36/2:F 51/11 
A guide for prescribed fire in southern forests / Hugh E. 
Mobley ... [et al.].—[Rev. 1978] —[Atlanta, Ga. : Dept. of 
Agriculture, Forest Service, Southeastern Area, State and Pri- 
vate Forestry, 1978] 

iv, 40 p. : ill. (some col.) ; 26 cm. 

Bibliography: p. 38-39. 

@ltem 86-C 

pbk. 

1. Forest management — Southern states. 2. Prescribed 
burning. I. Mobley, Hugh E. II. United States. State and 
Private Forestry. Southeastern Area. 

OCLC 4362720 


80-3755 
A 13.36/2:F 72 
United States. State and Private Forestry. Southeastern Area. 

Fomes annosus : root rot in the South : guidelines for 
prevention / by R. C. Froelich ... [et al.].—[Atlanta, Ga.] : 
Dept. of Agriculture, Forest Service, Southeastern Area, 
State and Private Forestry, 1977. 

17 p. : col. ill., col. maps ; 27 cm. 

Prepared in cooperation with Southern Forest Experiment 
Station, and Southeastern Forest Experiment Station. 

Issued Aug. 1977. 

pbk. 

1. Pine — Diseases and pests — Southern States. 
rot. 3. Roots (Botany)— Diseases and pests — Southern 
States. I. Froelich, R. C. II. United States. Forest Service. 
III. United States. Southern Forest Experiment Station, New 
Orleans, La. IV. United States. Southeastern Forest Experi- 
ment Station, Asheville, N.C. V. Title. 

OCLC 3950499 


2. Root- 


80-3756 
A 13.40/6:188/2 
Mann, William F. 

Guidelines for direct-seeding loblolly pine / W. F. Mann, 
jr., H. J. Derr. — Rev. 1966. — [New Orleans, La.] : Dept. of 
Agriculture, Forest Service, Southern Forest Experiment Sta- 
tion, 1966. 

70113 

i, 23 p. : ill. ; 27 cm.— (Occasional paper - Southern 
Forest Experiment Station ; 188) 

Bibliography: p. 22-23. 

@ltem 86-C 

pbk. 
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1. Loblolly pine — Seed. 2. Reforestation — United States. 
I. United States. Southern Forest Experiment Station, New 
Orleans, La. II. United States. Forest Service. III. Title. 
IV. Series: United States. Southern Forest Experiment Sta- 
tion, New Orleans, La. Occasional paper - Southern Forest 
Experiment Station ; 188. 
OCLC 5786146 


80-3757 
A 13.49/4-2:T 11 
United States. Forest Service. Equipment Development Center. 

Equip tips : plastic tops, picnic tables and benches. — San 
Dimas, Calif. : Dept. of Agriculture, Forest Service, Equip- 
ment Development Center, 1975. 

8 p. : ill. ; 27 cm. 

Issued July 1975. 

pbk. 

1. Forest reserves — United States — Recreational use. 2. 
Outdoor recreation — United States. I. Title. II. Title: Plas- 
tic tops, picnic tables and benches. 

OCLC 5786749 


80-3758 
A 13.78:NC-172 
Spencer, David, 1951- 

The economic and geographic impact of national forest 
land on counties in southern Illinois / David Spencer and 
Ronald I. Beaszley. —[St. Paul, Minn.] : Dept. of Agricul- 
ture, Forest Service, North Central Forest Experiment Sta- 
tion, [1979] 

55108 

27 p. : ill., maps ; 27 cm.— (USDA Forest Service re- 
search paper NC ; 172) 

Bibliography: p. 17-18. 

@ltem 83-B 

pbk. 

1. Forest reserves — Illinois. 2. Land use — Illinois. I. 
Beazley, Ronald Inglis, 1922- , joint author. II. United 
States. North Central Forest Experiment Station, St. Paul, 
Minn. III. United States. Forest Service. IV. Title. V. 
Series: United States. North Central Forest Experiment Sta- 
tion, St. Paul. USDA Forest Service research paper NC ; 172. 
OCLC 5770874 


80-3759 
A 13.78:NC-173 
Nelson, Michael E. 

Home range location of white-tailed deer / Michael E. 
Nelson. — [St. Paul, Minn.] : Dept. of Agriculture, Forest 
Service, North Central Forest Experiment Station, [1979] 

55108 

10 p. : ill. ; 27 cem.— (USDA Forest Service research 
paper NC ; 173) 

Bibliography: p. 8-10. 

@ltem 83-B 

pbk. 

1. Deer— Minnesota. I. United States. North Central 
Forest Experiment Station, St. Paul. Il. United States. 
Forest Service. III. Title. IV. Series: United States. North 
Central Forest Experiment Station. St. Paul. USDA Forest 
Service research paper NC ; 173. 

OCLC 5783001 





80-3760 


A 13.78:NE-448 


Craft, E. Paul. 


Weight and volume yields from thinning two oak-hickory 
stands / by E. Paul Craft and John E. Baumgras. — Broomall, 
Pa. : Dept. of Agriculture, Forest Service, Northeastern 
Forest Experiment Station, 1979. 

19008 

7 p.: ill. ; 27 cm. — (USDA Forest Service research paper 
NE ; 448) 

Bibliography: p. 7. 

@ltem 83-B 

pbk. 

1. Forest thinning. 2. Hickory. 3. Oak. I. Baumgras, 
John E., joint author. II. United States. Northeastern Forest 
Experiment Station, Upper Darby, Pa. III. United States. 
Forest Service. IV. Title. V. Series: United States. North- 
eastern Forest Experiment Station, Upper Darby, Pa. USDA 


Government Publications — February 1980 


80-3763 


A 13.78:PNW-263 


Cochran, P. H. 


Gross yields for even-aged stands of Douglas-fir and white 
or grand fir, east of the cascades in Oregon and Washington / 
P. H. Cochran. — Portland, Or. : Dept. of Agriculture, Forest 
Service, Pacific Northwest Forest and Range Experiment Sta- 
tion, 1979. 

97208 

17 p. : ill. ; 28 cm.— (USDA Forest Service research 
paper PNW ; 263) 

Issued Aug. 1979. 

Bibliography: p. 17. 

@ltem 83-B 

pbk. 

1. Douglas-fir. 2. Fir. 3. Forest management — Oregon. 
4. Forest management — Washington (State). I. United 
States. Pacific Northwest Forest and Range Experiment Sta- 


Forest Service research paper NE , 448. 


tion, Portland, Or. II. United States. Forest Service. III. 
OCLC 5785753 


Title. IV. Series: United States. Pacific Northwest Forest 
and Range Experiment Station, Portland, Or. USDA Forest 
Service research paper PNW ; 263. 

OCLC 5740561 


80-3761 


A 13.78:PNW-257 
Berg, Alan B. 


Levels-of-growing-stock cooperative study on Douglas-fir / 80-3764 


by Alan B. Berg and John F. Bell. — Portland, Or. : Dept. of 
Agriculture, Forest Service, Pacific Northwest Forest and 
Range Experiment Station, 1976- 

97208 

v. : ill., graphs, maps ; 27 cm.— (USDA Forest Service 
research paper PNW ; 257) 

Includes appendix. 

Tables. 

Contents: Report no. 5. The Hoskins study, 1963-1975. 

@ltem 83-B 

pbk. 

1. Douglas-fir. 2. Forest thinning. I. Bell, John F., joint 
author. II. United States. Pacific Northwest Forest and 
Range Experiment Station, Portland, Or. III. United States. 
Forest Service. IV. Title. V. Series: United States. Pacific 
Northwest Forest and Range Experiment Station, Portland, 
Or. USDA Forest Service research paper PNW ; 257. 

OCLC 5783146 


80-3762 


A 13.78:PNW-258 
United States. Pacific Northwest Forest and Range Experiment 
Station, Portland, Or. 

Roadless area-intensive management trade-offs on Pacific 
Northwest National Forests / by Robert N. Randall ... [et 
al.]. — [Portland, Or.] : Dept. of Agriculture, Forest Service, 
Pacific Northwest Forest and Range Experiment Station, 
1979. 

97208 

69 p. : ill. ; 27 cm.— (USDA Forest Service research 
paper PNW ; 258) 

Issued Aug. 1979. 

Bibliography: p. 44-45. 

@ltem 83-B 

pbk. 

1. Forest management— Oregon. 2. Forest manage- 
ment — Washington (State) 3. Wilderness areas — Oregon 
4. Wilderness areas — Washington (State). I. Randall, 
Robert M. II. United States. Forest Service. III. Title 
IV. Series: United States. Pacific Northwest Forest and 
Range Experiment Station, Portland, Or. USDA Forest Serv- 
ice research paper PNW ; 258. 

OCL.C 5752879 


A 13.78:PNW-264 


Seidel, Kenneth W. 


Regeneration in mixed conifer shelterwood cuttings in the 
Cascade Range of eastern Oregon / K. W. Seidel. — [Port- 
land, Or.] : Dept. of Agriculture, Forest Service, Pacific 
Northwest Forest and Range Experiment Station, 1979. 

97208 

29 p. : ill., map ; 27 cm. — (USDA Forest Service research 
paper PNW ; 264) 

Issued Sept. 1979. 

Bibliography: p. 27-28. 

@ltem 83-B 

pbk. 

1. Coniferae. 2. Forest reproduction — Oregon. I. United 
States. Pacific Northwest Forest and Range Experiment Sta- 
tion, Portland, Or. II. United States. Forest Service. III 
Title. IV. Series: United States. Pacific Northwest Forest 
and Range Experiment Station, Portland, Or. USDA Forest 
Service research paper PNW ; 264. 

OCLC 5752999 


80-3765 


A 13.79:NE-284 


Galford, Jimmy R 


Preliminary test of booby-trapping for control of two cer- 
ambycids / Jimmy R. Balford. — Broomall, Pa. : Dept. of 
Agriculture, Forest Service. Northeastern Forest Experient 
Station, 1979 

19008 

3 p. ; 27 cm. — (USDA Forest Service research note NE ; 
284) 

Bibliography: p. 3 

@liem 83-B 

pbk 

1. Insect control — Biological control — United States. 2 
Locust-borer. 3. Red oak — Diseases and pests — United 
States. I. United States. Northeastern Forest) Experiment 
Station, Upper Darby, Pa. Hl. United States. Forest Service 
II. Tithe. IV. Series: United States. Northeastern Forest Ex 
periment Station, Upper Darby. Pa. USDA Forest Service 
research note NE ; 284 
OCLC 5753120 





Forest Service — Agriculture Dept. 


80-3766 
A 13.79:NE-285 
Davidson, Walter H. 

Results of tree and shrub plantings on low pH strip-mine 
banks / Walter H. Davidson. — Broomall, Pa. : Dept. of 
Agriculture, Forest Service, Northeastern Forest Experiment 
Station, 1979. 

19008 

5 p. ; 27 cm. — (USDA Forest Service research note NE ; 
285) 

Bibliography: p. 5. 

@ltem 83-B 

pbk. 

1. Revegetation — Pennsylvania. 2. Strip mining — Envi- 
ronmental aspects — Pennsylvania. I. United States. North- 
eastern Forest Experiment Station, Upper Darby, Pa. _ II. 
United States. Forest Service. III. Title. IV. Series: United 
States. Northeastern Forest Experiment Station, Upper 
Darby, Pa. USDA Forest Service research note NE ; 285. 
OCLC 5753222 


80-3767 
A 13.79:PNW-332 
United States. Pacific Northwest Forest and Range Experiment 
Station, Portland, Or. 

Preliminary results of experimental fires in the black spruce 
type of interior Alaska / by L. A. Viereck ... [et al.]. — 
Portland, Or. : Dept. of Agriculture, Forest Service, Pacific 
Northwest Forest and Range Experiment Station, 1979. 

97208 

27 p. : ill. ; 27 em. — (USDA Forest Service research note 
PNW ; 332) 

Issued Apr. 1979. 

Bibliography: p. 27. 

@ltem 83-B 

pbk. 

1. Black spruce. 2. Forest fires — Alaska — Prevention 
and control. 3. Prescribed burning. I. Viereck, Leslie A. 
II. United States. Forest Service. II]. Title. IV. Series: 
United States. Pacific Northwest Forest and Range Experi- 
ment Station, Portland, Or. USDA Forest Service research 
note PNW ; 332. 

OCLC 5753296 


80-3768 
A 13.79:PNW-334 
Holloway, Patricia. 

Vegetative propagation of 11 common Alaska woody 
plants / by Patricia Holloway and John Zasada. — Portland, 
Or. : Dept. of Agriculture, Forest Service, Pacific Northwest 
Forest and Range Experiment Station, 1979. 

97208 

12 p. ; 27 cm.— (USDA Forest Service research note 
PNW ; 334) 

Issued July 1979. 

Bibliography: p. 11-12 

@liem 83-B 

pbk. 

1. Plant propagation. 2. Vegetation and climate — Alaska 
I. Zasada. John C., joint author. II. United States. Pacific 
Northwest Forest and Range Experiment Station, Portland, 
Or. Ill. United States. Forest) Service. IV. Title. V. 
Series: United States. Pacific Northwest Forest and Range 
Experiment Station, Portland, Or. USDA Forest Service re- 
search note PNW ; 334. 

OCLC 5771060 
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80-3769 
A 13.79:PNW-337 
Haynes, Richard W. 

An evaluation of two measures of competition for National 
Forest timber sales / by Richard W. Haynes. — Portland, Or. 
: Dept. of Agriculture, Forest Service, Pacific Northwest 
Forest and Range Experiment Station, 1979. 

97208 

9 p. ; 27 cm. — (USDA Forest Service research note PNW 
; 337) 

Issued Aug. 1979. 

Bibliography: p. 9. 

@liem 83-B 

pbk. 

1. Forest management — United States. 2. Timber — 
United States. I. United States. Pacific Northwest Forest 
and Range Experiment Station, Portland, Or. II. United 
States. Forest Service. III. Title. IV. Series: United States. 
Pacific Northwest Forest and Range Experiment Station, 
Portland, Or. USDA Forest Service research note PNW 
337. 

OCLC 5753355 


80-3770 
A 13,79:PNW-338 
Hogans, Mack L. 

A 3-year pattern of dispersed recreation and forest fires in 
Pacific Northwest forests / by Mack L. Hogans. — Portland, 
Or. : Dept. of Agriculture, Forest Service, Pacific Northwest 
Forest and Range Experiment Station, 1979. 

97208 

18 p. : ill. ; 27 cm. — (USDA Forest Service research note 
PNW ; 338) 

Issued Aug. 1979. 

Bibliography: p. 18. 

@ltem 83-B 

pbk. 

1. Forest fires — Oregon. 2. Forest fires — Washington 
(State) 3. Forest reserves — Oregon — Recreational use. 4. 
Forest reserves — Washington (State) — Recreational use. I. 
United States. Pacific Northwest Forest and Range Experi- 
ment Station, Portland, Or. II. United States. Forest Service. 
Ill. Title. IV. Series: United States. Pacific Northwest 
Forest and Range Experiment Station, Portland, Or. USDA 
Forest Service research note PNW ; 338. 

OCLC 5753417 


80-3771 
A 13.79:PNW-339 
Cochran, P. H. 

Response of thinned ponderosa pine to fertilization / by P. 
H. Cochran. — Portland, Or. : Dept. of Agriculture, Forest 
Service, Pacific Northwest Forest and Range Experiment Sta- 
tion, 1979. 

97208 

8 p. : ill. ; 27 cm.— (USDA Forest Service research note 
PNW ; 339) 

Issued Sept. 1979. 

Bibliography: p. 8. 

@liem 83-B 

pbk 

1. Forest thinning. 2. Ponderosa pine. I. United States. 
Pacific Northwest Forest and Range Experiment Station, 
Portland. Or. II. United States. Forest Service. III. Title. 
IV. Series: United States. Pacific Northwest. Forest and 
Range Experiment Station, Portland, Or. USDA Forest Serv- 
ice research note PNW ; 339 
OCI C 5761362 





80-3772 
A 13.79:PNW-340 
Snell, J. A. Kendall. 

Preliminary crown weight estimates for tanoak, black oak, 
and Pacific madrone / by J. A. Kendall Snell. — Portland, 
Or. : Dept. of Agriculture, Forest Service, Pacific Northwest 
Forest and Range Experiment Station, 1979. 

97208 

4 p. ; 27 cm. — (USDA Forest Service research note PNW 
; 340) 

Issued Sept. 1979. 

Bibliography: p. 4. 

@liem 83-B 

pbk. 

1. California black oak. 2. Hardwoods — United States. 
3. Trees — United States. I. United States. Pacific Northwest 
Forest and Range Experiment Station, Portland, Or. II. 
United States. Forest Service. III. Title. IV. Series: United 
States. Pacific Northwest Forest and Range Experiment Sta- 
tion, Portland, Or. USDA Forest Service research note PNW 
; 340. 

OCLC 5761510 


80-3773 
A 13.80:PNW-85 
Bolsinger, Charles L. 

Western redcedar : a forest resource in transition / by 
Charles L. Bolsinger. —[Portland, Or.] : Dept. of Agricul- 
ture, Forest Service, Pacific Northwest Forest and Range 
Experiment Station, 1979. 

97208 

24 p. : ill. ; 28 cm.— (USDA Forest Service resource 
bulletin PNW ; 85) 

Issued Aug. 1979. 

Bibliography: p. 21-24. 

@ltem 83-B 

pbk. 

1. Cedar. 2. Forests and forestry — United States. I. 
United States. Pacific Northwest Forest and Range Experi- 
ment Station, Portland, Or. II. United States. Forest Service. 
Ill. Title. IV. Series: United States. Pacific Northwest 
Forest and Range Experiment Station, Portland, Or. USDA 
Forest Service resource bulletin PNW ; 85. 

OCLC 5740016 


80-3774 
A 13.80:SE-49 
Sheffield, Raymond M. 

Forest statistics for the southern coastal plain of South 
Carolina, 1978 / by Raymond M. Sheffield and Joanne 
Hutchison. — [Asheville, N.C.] : Dept. of Agriculture, Forest 
Service, Southeastern Forest Experiment Station, [1979] 

28802 

33 p. ; 28 cm.— (USDA Forest Service resource bulletin 
SE ; 49) 

Issued Aug. 1979. 

@ltem 83-B 

pbk. 

1. Forests and forestry — South Carolina — Statistics. 1. 
Hutchison, Joanne, joint author. II. United States. South- 
eastern Forest Experiment Station, Asheville. N.C. III 
United States. Forest Service. IV. Title. V. Series: United 
States. Southeastern Forest Experiment Station. Asheville, 
N.C. USDA Forest Service resource bulletin SE ; 49 
OCLC 5771112 


Government Publications — February 1980 


80-3775 


A 13.80:SE-50 


Sheffield, Raymond M. 


Forest statistics for South Carolina, 1978 / by Raymond M. 
Sheffield. — [Asheville, N.C.] : Dept. of Agriculture, Forest 
Service, Southeastern Forest Experiment Station, [1979] 

28802 

34 p. ; 28 cm.— (USDA Forest Service resource bulletin 
SE ; 50) 

Issued Aug. 1979. 

@ltem 83-B 

pbk. 

1. Forests and forestry — South Carolina — Statistics. I. 
United States. Southeastern Forest Experiment Station, Ashe- 
ville, N.C. II. United States. Forest Service. III. Title. 
IV. Series: United States. Southeastern Forest Experiment 
Station, Asheville, N.C. USDA Forest Service resource bulle- 
tin SE ; 50. 

OCLC 5739933 


80-3776 


A 13.88:INT-59 


United States. Pacific Northwest Forest and Range Experiment 


Station, Portland, Or. 

Chronology and characteristics of a Douglas-fir beetle out- 
break in northern Idaho / M. M. Furniss ... [et al.]. — Ogden, 
Utah : Dept. of Agriculture, Forest Service, Intermountain 
Forest and Range Experiment Station, 1979. 

84401 

19 p. : ill., map ; 28 cm. — (USDA Forest Service general 
technical report INT ; 59) 

Issued Sept. 1979. 

Bibliography: p. 18-19. 

@ltem 83-B 

pbk. 

1. Douglas-fir beetle. I. Furniss, Malcolm M. II. United 
States. Forest Service. III. Title. IV. Series: United States. 
Pacific Northwest Forest and Range Experiment Station, 
Portland, Or. USDA Forest Service general technical report 
INT ; 59. 

OCLC 5740496 


80-3777 


A 13.88:NC-51 


United States. North Central Forest Experiment Station, St. 


Paul, Minn. 

Proceedings of the workshop : management of north cen- 
tral and northeastern forests for nongame birds : January 23- 
25, 1979, Minneapolis, Minnesota / compiled by Richard M. 
DeGraaf, Keith E. Evans. — [St. Paul, Minn.] : Dept. of Agri- 
culture, Forest Service, North Central Forest and Range Ex- 
periment Station, [1979] 

55108 

268 p. : ill, maps ; 27 cm.— (USDA Forest Service 
general technical report NC ; 51) 

At head of cover title: Workshop proceedings. 

Includes bibliographies. 

@liem 83-B 

pbk. 

1. Birds — United States. 2. Forest management — United 
States. I. DeGraff Richard M. Il. Evans, Keith E. HL 
United States. Forest Service. IV. Title. V. Title: Manage- 
ment of north central and northeastern forests for nongame 
birds. VI. Series: United States. North Central Forest Ex- 
periment Station, St. Paul. USDA Forest Service general 
technical report NC ; 51 
OCLC 5770476 
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80-3778 
A 13,88:NC-52 
United States. North Central Forest Experiment Station, St. 
Paul. 

Walnut insects and diseases : workshop proceedings, June 
13-14, 1978, Carbondale, Illinois. —[St. Paul, Minn.] : Dept. 
of Agriculture, Forest Service, North Central Forest Experi- 
ment Station, [1979] 

55108 

[100] p. : ill. (part. col.), maps ; 27 cm.— (USDA Forest 
Service general technical report NC ; 52) 

Includes bibliographies. 

@ltem 83-B 

pbk. 

1. Walnut — Diseases and pests— United States — Con- 
gresses. I. United States. Forest Service. II. Title. III. 
Series: United States. North Central Forest Experiment Sta- 
tion, St. Paul. USDA Forest Service general technical report 
NC ; 52. 

OCLC 5781786 


80-3779 
A 13.88:PNW-84 
United States. Pacific Northwest Forest and Range Experiment 
Station, Portland, Or. 

Wildlife habitats in managed rangelands : the Great Basin 
of southeastern Oregon : native trout / Wayne Bowers ... [et 
al.). — [Portland, Or.] : Dept. of Agriculture, Forest Service, 
Pacific Northwest Forest and Range Experiment Station, 
[1979] 

97208 

16 p. : ill. ; 27 cm.— (USDA Forest Service general 
technical report PNW ; 84) 

Bibliography: p. 14-16. 

@ltem 83-B 

pbk. 

1. Range management — Oregon. 2. Wildlife habitat im- 
provement — Oregon. 3. Trout. I. Bowers, Wayne. II. 
United States. Forest Service. III. Title. IV. Title: Native 
trout. V. Series: United States. Pacific Northwest Forest and 
Range Experiment Station, Portland, Or. USDA Forest Serv- 
ice general technical report PNW ; 84. 

OCLC 5789931 


80-3780 
A 13.88:PNW-85 
Thomas, Jack Ward. 

Wildlife habitats in managed rangelands : the Great Basin 
of southeastern Oregon : edges / Jack Ward Thomas, Chris 
Maser, Jon E. Rodiek. — [Portland, Or.] : Dept. of Agricul- 
ture, Forest Service, Pacific Northwest Forest and Range 
Experiment Station, 1979. 

97208 

17 p. : ill. ; 27 em.— (USDA Forest Service general 
technical report PNW ; 85) 

Bibliography: p. 16-17. 

@ltem 83-B 

pbk. 

1. Range management — Oregon. 2. Wildlife habitat im- 
provement — Oregon. I. Maser, Chris, joint author. II. 
Rodiek. Jon E., joint author. III. United States. Pacific 
Northwest Forest and Range Experiment Station, Portland, 
Or. IV. United States. Forest Service. V. Title. VI. Title: 
Edges. VII. Series: United States. Pacific Northwest Forest 
and Range Experiment Station, Portland. Or. USDA Forest 
Service general technical report PNW ; 85. 

OCLC 5741543 
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80-3781 


A 13.88:PNW-90 


United States. Pacific Northwest Forest and Range Experiment 


Station, Portland, Or. 

Ecological effects of the Wickersham Dome fire near Fair- 
banks, Alaska / technical editors, L. A. Viereck, C. T. Dyr- 
ness. — Portland, Or. : Dept. of Agriculture, Forest Service, 
Pacific Northwest Forest and Range Experiment Station, 
1979. 

97208 

71 p. : ill., map ; 28 cm.— (USDA Forest Service general 
technical report PNW ; 90) 

Issued July 1979. 

Bibliography: p. 68-71. 

@ltem 83-B 

pbk. 

1. Aspen— Alaska. 2. Black spruce. 3. Forest fires — 
Prevention and control — Environmental aspects — Alaska. 
I. Viereck, Leslie A. II. Dyrness, C. T. III. United States. 
Forest Service. IV. Title. V. Series: United States. Pacific 
Northwest Forest and Range Experiment Station, Portland, 
Or. USDA Forest Service general technical report PNW ; 90. 
OCLC 5740126 


80-3782 


A 13.88:PNW-92 


Mann, Charles N. 


Operational test of the prototype peewee yarder / by 
Charles N. Mann and Ronald W. Mifflin. — Portland, Or. : 
Dept. of Agriculture, Forest Service, Pacific Northwest 
Forest and Range Experiment Station, 1979. 

97208 

7 p. : ill. ; 28 cm. — (USDA Forest Service general techni- 
cal report PNW ; 92) 

Issued July 1979. 

Bibliography: p. 7. 

@ltem 83-B 

pbk. 

1. Lumbering — Washington (State) — Equipment and sup- 
plies. I. Mifflin, Ronald W., joint author. II. United States. 
Pacific Northwest Forest and Range Experiment Station, 
Portland, Or. III. United States. Forest Service. IV. Title. 
V. Series: United States. Pacific Northwest Forest and Range 
Experiment Station, Portland, Or. USDA Forest Service gen- 
eral technical report PNW ; 92. 

OCLC 5740414 


80-3783 


A 13.88:PNW-94 


Howard, James O., 1915- 


Wood for energy in the Pacific Northwest : an overview / 
James O. Howard. — Portland, Or. : Dept. of Agriculture, 
Forest Service, Pacific Northwest Forest and Range Experi- 
ment Station, 1979. 

97208 

28 p. : maps ; 28 cm.— (USDA Forest Service general 
technical report PNW ; 94) 

Issued Sept. 1979. 

Bibliography: p. 23-27. 

@ltem 83-B 

pbk. 

1. Wood. 2. Wood as fuel. I. United States. Pacific 
Northwest Forest and Range Experiment Station, Portland, 
Or. II. United States. Forest Service. III. Title. IV. 
Series: United States. Pacific Northwest Forest and Range 
Experiment Station, Portland, Or. USDA Forest Service gen- 
eral technical report PNW ; 94. 

OCLC 5740358 





80-3784 
A 13.88:RM-65 
Mitigation Symposium, Colorado State University, 1979. 

The Mitigation Symposium : a national workshop on miti- 
gating losses of fish and wildlife habitats, July 16-20, 1979, 
Colorado State University, Fort Collins, Colorado. — Fort 
Collins, Colo. : Dept. of Agriculture, Forest Service, Rocky 
Mountain Forest and Range Experiment Station ; [Washing- 
ton] : for sale by the Supt. of Docs., U.S. Govt. Print. Off., 
[1979] 

20402 

xi, 684 p. : ill, maps ; 27 cm.— (USDA Forest Service 
general technical report RM ; 65) 

Includes bibliographies. 

@ltem 83-B 

S/N 001-001-00497-9 

pbk. : $8.50 

1. Fish control — United States — Congresses. 
populations — Congresses. 3. Wildlife conservation — United 
States — Congresses. I. United States. Rocky Mountain 
Forest and Range Experiment Station, Fort Collins, Colo. 
II. United States. Forest Service. III. Title. IV. Title: Na- 
tional workshop on mitigating losses of fish and wildlife habi- 
tats. V. Series: United States. Rocky Mountain Forest and 
Range Experiment Station, Fort Collins, Colo. USDA Forest 
Service general technical report RM ; 65. 

OCLC 5781195 


80-3785 


2. Fish 


A 13.88:WO-17 
Symposium on Rangeland Policies for the Future, Tucson, 
Ariz., 1979. 

Rangeland policies for the future : proceedings of a sympo- 
sium, January 28-31, 1979, Tucson, Arizona. — [Washington] : 
Dept. of Agriculture, Forest Service : for sale by the Supt. of 
Docs., U.S. Govt. Print. Off., 1979. 

20402 

v, 114 p. : ill. ; 27 cm.— (USDA Forest Service general 
technical report WO ; 17) 

Prepared in cooperation with School of Renewable Natural 
Resources, College of Agriculture, University of Arizona. 

Sponsored by U.S. Dept. of Agriculture, U.S. Dept. of the 
Interior, and Council on Environmental Quality. 

Issued Oct. 1979. 

Includes bibliographies. 

@ltem 83-B 

S/N 001-001-00502-9 

pbk. : $4.00 

1. Grazing districts — United States. 2. Range manage- 
ment — United States. I. United States. Forest Service. II. 
University of Arizona. School of Renewable Natural Re- 
sources. III. United States. Dept. of Agriculture. IV. 
United States. Dept. of the Interior. V. United States. Coun- 
cil on Environmental Quality. VI. Title. VII. Series: 
United States. Forest Service. USDA Forest Service general 
technical report WO ; 17. 

OCLC 5770665 


80-3786 
A 13.93:B 85/2/976 
Trial, Joan Garner. 

Effects of Orthene, Sevin 4 Oil, and Dylox, on aquatic 
insects incidental to attempts to control spruce budworm in 
Maine, 1976 / Joan Garner Trial and K. Elizabeth Gibbs. — 
Broomall, Pa. : Dept. of Agriculture, [Forest Service], North- 
eastern Area, State and Private Forestry, 1978. 

19008 

10 p. ; 27 cm.— (Forest insect and disease management, 
evaluation report) 


Government Publications — February 1980 


Issued Aug. 1978. 

Bibliography: p. 8-9. 

@ltem 82-B 

pbk. 

1. Insects, Aquatic —Control— Maine. 2. Spruce bud- 
worm — Control — Maine. I. Gibbs, K. Elizabeth, joint 
author. II. United States. Forest Service. Northeastern Area, 
State and Private Forestry. III. Title. IV. Series: United 
States. Forest Service. Forest insect and disease management, 
evaluation report. 

OCLC 5252530 


80-3787 
A 13.93/3:D 56 
Willcox, Henry. 

Environmental impacts of diflubenzuron (Dimilin) insecti- 
cide / compiled by Henry Willcox, III, and Thomas Coffey, 
Jr. — Broomall, Pa. : Dept. of Agriculture, Forest Service, 
Northeastern Area, State and Private Forestry, 1978. 

19008 

18 p. ; 27 cm.— (Forest insect and disease management) 

Issued Sept. 1978. 

Bibliography: p. 13-18. 

@ltem 82-B 

pbk. 

1. Insecticides — Environmental aspects. 2. Insecticides — 
Toxicology. I. Coffey, Thomas, joint author. II. United 
States. Forest Service. Northeastern Area, State and Private 
Forestry. III. Title. IV. Series: United States. Forest Serv- 
ice. Forest insect and disease management. 

OCLC 5790077 


SOIL CONSERVATION SERVICE 
Agriculture Dept. 
Washington, DC 20250 


80-3788 
A 57.6/2:C 76/2/978/notice 102 
United States. Soil Conservation Service. 

National handbook of conservation practices. — [Washing- 
ton] : Dept. of Agriculture, Soil Conservation Service, 1978- 

20250 

v. ; 26 cm. 

Provides information concerning revised, canceled, and 
new practices in National handbook of conservation practices, 
issued 1978. 

Issued May 29, 1979. 

Contents: Notice 102. 

@ltem 120-A 

pbk. 

1. Conservation of natural resources — United States. 2. 
Environmental policy— United States. 3. Natural re- 
sources — United States. I. Title. 

OCLC 5789858 


80-3789 
A 57.38:C 15/2 
Schumacher, Thomas M. 

Soil survey of Campbell County, South Dakota / by 
Thomas M. Schumacher and Kenneth J. Heil. — [Washing- 
ton] : Dept. of Agriculture, Soil Conservation Service, [1979] 

20250 

vii, 175 p., 56 fold. p. of plates : ill., maps ; 29 cm. 

Prepared in cooperation with South Dakota Agricultural 
Experiment Station. 

Issued Oct. 1979. 

Bibliography: p. 89-90. 

@ltem 102-B-42 

pbk. 





Soil Conservation Service — Agriculture Dept. 


1. Soils — South Dakota — Campbell County — Maps. I. 
Heil, Kenneth J., joint author. II. United States. Soil Con- 
servation Service. III. South Dakota. Agricultural Experi- 
ment Station, Brookings. IV. Title. 

OCLC 5744857 


80-3790 
A 57.38:C 58/erratum 
Spivey, Lawson D. 

Soil survey of Cleburne County, Alabama / by Lawson D. 
Spivey, jr. — [Washington] : Dept. of Agriculture, Soil Con- 
servation Service, [1979] 

20250 

[1] p. ; 29 cm. 

Erratum. 

Contains correction of tables 1, 5, 9, and 11. 

@ltem 102-B-1 

1. Soils — Alabama — Cleburne County — Maps. I. United 
States. Soil Conservation Service. II. Title. 

OCLC 5789989 


80-3791 
A 57.38:C 82/2 
Rolling, R. E. 

Soil survey of Cottonwood County, Minnesota / by R. E. 
Rolling. — [Washington] : Dept. of Agriculture, Soil Conser- 
vation Service, [1979] 

20250 

viii, 142 p., 50 fold. p. of plates : ill, maps ; 29 cm. 

Prepared in cooperation with Minnesota Agricultural Ex- 
periment Station. 

Issued Nov. 1979. 

Bibliography: p. 79-80. 

@ltem 102-B-23 

pbk. 

1. Soils — Minnesota — Cottonwood County — Maps. I. 
United States. Soil Conservation Service. II. Minnesota. Ag- 
ricultural Experiment Station, St. Paul. III. Title. 

OCLC 5745070 


80-3792 
A 57.38:G 76/3 
Miller, Kenneth F. 

Soil survey of Grant County, South Dakota / by Kenneth 
F. Miller. — [Washington] : Dept. of Agriculture, Soil Con- 
servation Service, [1979] 

20250 

vii, 177 p., 52 fold. p. of plates : ill., maps ; 29 cm. 

Prepared in cooperation with South Dakota Agricultural 
Experiment Station. 

Issued Dec. 1979. 

Bibliography: p. 100. 

@ltem 102-B-42 

pbk. 

1. Soils — South Dakota—Grant County — Maps. I. 
United States. Soil Conservation Service. II. South Dakota. 
Agricultural Experiment Station, Brookings. III. Title. 
OCLC 5781053 


80-3793 
A 57.38:K 12 
Austin, Franklin R. 
Soil survey of Kalamazoo County, Michigan / by Franklin 
R. Austin. — [Washington] : Dept. of Agriculture, Soil Con- 
servation Service, [1979] 
20250 
vii, 102 p., 72 fold. p. of plates : ill., maps ; 29 cm. 
Prepared in cooperation with Michigan Agricultural Ex- 
periment Station. 
Issued Nov. 1979. 
Bibliography: p. 46. 
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1. Soils — Michigan — Kalamazoo County — Maps. I. 
United States. Soil Conservation Service. II. Michigan. Ag- 
ricultural Experiment Station, East Lansing. III. Title. 
OCLC 5781024 


80-3794 
A 57.38:N 82 f 
Zulauf, Allen S. 

Soil survey of North Ferry Area, Washington : parts of 
Ferry and Stevens Counties / by Allen S. Zulauf and Warren 
A. Starr. — [Washington] : Dept. of Agriculture, Soil Conser- 
vation Service, [1979] 

20250 

iv, 118 p., 73 fold. p. of plates : ill., maps ; 29 cm. 

Prepared in cooperation with Washington Agricultural Ex- 
periment Station. 

Issued Sept. 1979. 

Bibliography: p. 116-117. 

@ltem @LB@102-B-483@RB@ 

pbk. 

1. Soils — Washington (State) — Ferry County — Maps. 2. 
Soils — Washington (State)— Stevens County — Maps. I. 
Starr, Warren A., joint author. II. United States. Soil Con- 
servation Service. III. Washington (State). Agricultural Ex- 
periment Station, Pullman. IV. Title. 

OCLC 5739563 


80-3795 
A 57.38:P 97 
Bain, William R. 

Soil survey of Pushmataha County, Oklahoma / by William 
R. Bain and Anderson Watterson, jr. — [Washington] : Dept. 
of Agriculture, Soil Conservation Service, [1979] 

20250 

vii, 153 p., 79 fold. p. of plates : ill., maps ; 29 cm. 

Prepared in cooperation with Oklahoma Agricultural Ex- 
periment Station. 

Issued Nov. 1979. 

Bibliography: p. 60. 

@ltem 102-B-36 

pbk. 

1. Soils — Oklahoma — Pushmataha County — Maps. I. 
Watterson, Anderson, joint author. II. United States. Soil 
Conservation Service. III]. Oklahoma. Agricultural Experi- 
ment Station, Stillwater. IV. Title. 

OCLC 5744884 


80-3796 
A 57.38:W 46/2 
Minzenmayer, Fred E. 

Soil survey of Jim Wells County, Texas / by Fred E. 
Minzenmayer. — [Washington] : Dept. of Agriculture. Soil 
Conservation Service, [1979] 

20250 

vi. 111 p., 44 fold. p. of plates : ill., maps ; 29 cm. 

Prepared in cooperation with Texas Agricultural Experi- 
ment Station. 

Issued Nov. 1979. 

Bibliography: p. 63. 

@ltem 102-B-44 

pbk. 

1. Soils — Texas — Jim Wells County — Maps. I. United 
States. Soil Conservation Service. Hl. Texas. Agricultural 
Experiment Station, College Station. TIL Title 
OCLC 5745022 





RURAL ELECTRIFICATION 
ADMINISTRATION 
Agriculture Dept. 
Washington, DC 20250 


80-3797 


A 68.1/2:978 
United States. Rural Electrification Administration. 

Annual statistical report. Rural electric borrowers. Wash- 
ington, Dept. of Agriculture, Rural Electrification Adminis- 
tration. 

20250 

26 cm. (REA bulletin ; 1-1) 

$5.50 

Title varies slightly. 

1978. 

Chiefly tables. 

@ltem 115 

S/N 001-010-00070-1 

ISSN 0083-3177 

Main series: United States. Rural Electrification Adminis- 
tration. REA bulletin 

1. United States. Rural Electrification Administration — 
Periodicals. 2. Rural electrification — United States — Per- 
iodicals. 3. Electricity in agriculture — Statistics — Periodi- 
cals. I. Title. II. Series: United States. Rural Electrification 
Administration. REA bulletin ; 1-1. 

OCLC 2532795 


AGRICULTURAL MARKETING SERVICE 
Agriculture Dept. 
Washington, DC 20250 


Government Publications — February 1980 


80-3799 


A 88.12/31:978-2 


United States. Agricultural Marketing Service. Fruit and Vege- 


table Division. 

Fresh fruit and vegetable unloads in midwestern cities by 
commodities, states and months. Washington, Dept. of Agri- 
culture, Agricultural Marketing Service, Fruit and Vegetable 
Division, [Market News Branch] 

20250 

27 cm. (FVUS ; 2) 

1978 

@ltem 19-A 

Main series: United States. Agricultural Marketing Service. 
Fruit and Vegetable Division. FVUS 

Continues: United States. Consumer and Marketing Service. 
Fruit and Vegetable Division. Market News Branch. Fresh 
fruit and vegetable unloads in midwestern cities by commod- 
ities, states and months 

1. Fruit trade — Middle West — Statistics — Periodicals. 
2. Fruit — Middle West — Transportation — Statistics — Per- 
iodicals. 3. Vegetable trade — Middle West — Statistics — 
Periodicals. 4. Vegetables Middle West — Transporta- 
tion — Statistics — Periodicals. I. Title. II. Series: United 
States. Agricultural Marketing Service. Fruit and Vegetable 
Division. FVUS, 2. 

HD9001.U53a subser 
76-643124 
(HD9007.A3] 
381/.41/4097 s 
[381/.41/40977] 
OCLC 2275919 


80-3800 


80-3798 A 88.12/31:978-5 


A 88.12/31:978-1 Fresh fruit and vegetable unload totals for 41 cities. Washing- 


United States. Agricultural Marketing Service. Fruit and Vege- 


table Division. 

Fresh fruit and vegetable unloads in eastern cities by com- 
modities, states and months. Washington, Dept. of Agricul- 
ture, Agricultural Marketing Service, Fruit and Vegetable 
Division, Market News Branch. 

20250 

26 cm. (FVUS ; 1) 

1978. 

@ltem 19-A 

ISSN 0501-459X 

Main series: United States. Agricultural Marketing Service. 
Fruit and Vegetable Division. FVUS 

Continues: United States. Consumer and Marketing Service. 
Fruit and Vegetable Division. Market News Branch. Fresh 
fruit and vegetable unloads in eastern cities by commodities, 
states and months 

1. Fruit trade — Atlantic States — Statistics — Periodicals. 
2. Fruit— Atlantic States — Transportation — Statistics — 
Periodicals. 3. Vegetable trade — Atlantic States — Statis- 
tics — Periodicals. 4. Vegetables — Atlantic States — Trans- 
portation — Statistics — Periodicals. I. Title. II. Series: 
United States. Agricultural Marketing Service. Fruit and 
Vegetable Division. FVUS ; 1. 

HD9001.U53a subser 
76-643125 
[HD9006] 
381/.41/4097 s 
[381/.41/40974] 
OCLC 2276574 


ton, Dept. of Agriculture, Agricultural Marketing Service, 
Fruit and Vegetable Division, Market News Branch. 

20250 

26 cm. (FVUS ; 5) 

1971- 

1978. 

Continues: Fresh fruit and vegetable unload totals for 41 
cities, ISSN 0090-3086, issued by: United States. Consumer 
and Marketing Service. Fruit and Vegetable Division. Market 
News Branch. 

@ltem 19-A 

ISSN 0090-3086 

Main series: United States. Agricultural Marketing Service. 
Fruit and Vegetable Division. FVUS 

1. Fruit trade — United States — Statistics — Periodicals. 
2. Vegetable trade — United States — Statistics — Periodicals. 
3. Vegetables — United States — Statistics — Periodicals. 4. 
Fruit — United States — Transportation — Statistics — Perio- 
dicals. I. United States. Agricultural Marketing Service. 
Fruit and Vegetable Division. Market News Branch. II. 
Series: United States. Agricultural Marketing Service. Fruit 
and Vegetable Division. FVUS ; 5. 


sn-79005902 
OCLC 2386979 
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Food and Nutrition Service — Agriculture Dept. 


FOOD AND NUTRITION SERVICE 
Agriculture Dept. 
Washington, DC 20250 


80-3801 
A 98.2:B 74 
United States. Food and Nutrition Service. 

Here’s how the School breakfast program has succeeded in 
Nebraska. — [Washington] : Dept. of Agriculture, Food and 
Nutrition Service, [1979] 

20250 

[8] p. ; 23. x 11 cm. 

Issued Nov. 1979. 

@ltem 74-A-1 

pbk. 

1. School children — Food — Nebraska. 
OCLC 5785900 


80-3802 


I. Title. 


A 98.2:R 24 
United States. Food and Nutrition Service. Office of Policy, 
Planning, and Evaluation. 

Recoupment in the Food stamp program. — [Washington] : 
Dept. of Agriculture, Food and Nutrition Service, Office of 
Policy, Planning, and Evaluation, [1979] 

20250 

[291] p. ; 26 cm. 

Issued Sept. 1979. 

@ltem 74-A-1 

pbk. 

1. Food stamp program. 
OCLC 5785458 


I. Title. 


ANIMAL AND PLANT HEALTH 
INSPECTION SERVICE 
Agriculture Dept. 
Washington, DC 20250 


80-3803 
A 101.2:V 13/2 
United States. Animal and Plant Health Inspection Service. Vet- 
erinary Services. 

Unlicensed vaccines : prescription for disaster. — [Washing- 
ton] : Dept. of Agriculture, Animal and Plant Health Inspec- 
tion Service, Veterinary Services, [1979] 

20250 

[2] p. ; 26 cm. 

Reprinted from Beef magazine, issued Aug. 1979. 

Issued Oct. 1979. 

@ltem 30-A-5 

1. Vaccines — Standards. 
OCLC 5786031 


80-3804 


I. Title. 


A 101.8:Su 5 
United States. Animal and Plant Health Inspection Service. Vet- 
erinary Services. 

How to prevent sulfa residues in hogs. —[Washington] : 
Dept. of Agriculture, Animal and Plant Health Inspection 
Service, Veterinary Services, [1979] 

20250 

7 p.;23x 11 cm. 

Issued Sept. 1979. 

@ltem 30-A-3 

pbk. 

1. Sulphonamides. 2. Swine — Feeding and feeds. I. 
Title. 

OCLC 5766323 
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FOOD SAFETY AND QUALITY SERVICE 
Agriculture Dept. 
Washington, DC 20250 


80-3805 
A 103.9:979-2 
Meat and poultry inspection directory. Washington, Dept. of 

Agriculture, Food Safety and Quality Service, Meat and 
Poultry Inspection Program; for sale by the Supt. of Docs., 
U.S. Govt. Print. Off. 

20402 

27 cm. 

$9.25 (U.S.) $11.60 (foreign) 

July/Dec. 1977- 

Cover title. 

July 1979. 

Semiannual. 

@ltem 32-A 

S/N 010-029-80002-5 

Supersedes: United States. Animal and Plant Health Inspec- 
tion Service. APHIS program services directory Jan./June 
1977 

1. Meat inspection — United States — Directories. 
try inspection— United States — Directories. I. 
States. Meat and Poultry Inspection Program. 
OCLC 3260420 


2. Poul- 
United 


ECONOMICS, STATISTICS, AND 
COOPERATIVES SERVICE 
Agriculture Dept. 
Washington, DC 20250 


80-3806 
A 105.2:K 13/977 
Larsen, Greg A. 

Forecasting 1977 Kansas wheat growth / by Greg A. 
Larsen. — Washington : Dept. of Agriculture, Economics, 
Statistics, and Cooperatives Service, 1978. 

20250 

vii, 43 p. : ill. ; 26 cm. 

Issued Aug. 1978. 

@ltem 21-N-5 (microfiche) 

pbk. 

1. Wheat — Kansas. I. United States. Dept. of Agricul- 
ture. Economics, Statistics, and Cooperatives Service. II. 
Title. 

OCLC 5741669 


80-3807 
A 105.9/3:979/1 
United States. Crop Reporting Board. 

Prospective plantings. Washington, Dept. of Agriculture. 
Economics, Statistics, and Cooperatives Service. Crop Re- 
porting Board. 

20250 

26 cm. (CrPr 2-4) 

1975- 

Jan. 1979, 

@liem 20-B 

ISSN 0163-3406 

Main series: United States. Crop Reporting Board. CrPr 





Continues: Crop report; prospective plantings 

1. Agriculture— United States — Statistics — Periodicals. 
2. Field crops — United States — Statistics — Periodicals. 3. 
Agricultural estimating and reporting — Periodicals. 

Key Title: Prospective plantings (Washington) I. Title. 
$21.D856 

78-646642 

338.1/7/300973 
OCLC 2885463 


80-3808 


A 105.19/3:19 
United States. Dept. of Agriculture. Economics, Statistics, and 
Cooperatives Service. 

Agricultural finance outlook. [Washington] Dept. of Agri- 
culture, Economics, Statistics, and Cooperatives Service. 

20250 

ill. 27 cm. 

AFO-19- 1978- 

Cover title. 

1978. 

@ltem 42-D 

Continues: United States. Dept. of Agriculture. Economic 
Research Service. Agricultural finance outlook 

1. Agricultural credit— United States — Periodicals. I. 
Title. 
OCLC 5791912 


80-3809 


A 105.20/4:33 
A 105.20/4:34 


Government Publications — February 1980 


1. Vegetables — Florida. 2. Vegetables — Mexico. I. 
Simmons, R. L., joint author. II. United States. Dept. of 
Agriculture. Economics, Statistics, and Cooperatives Service. 
III. Title. IV. Series: United States. Dept. of Agriculture. 
Economics, Statistics, and Cooperatives Service. ESCS ; 72. 
OCLC 5781865 


80-3811 


A 105.25:73 


Symposium on Farm Estate Issues Raised by the Tax Reform 


Act of 1976, St. Louis, Mo., 1978. 

Proceedings of Symposium on Farm Estate Issues Raised 
by the Tax Reform Act of 1976 : Tax reform act of 1976, use 
valuation, material participation, estate tax shelter, legislative 
developments. — [Washington] : Dept. of Agriculture, Eco- 
nomics, Statistics, and Cooperatives Service, [1979] 

20250 

iii, 101 p. ; 26 cm. — (ESCS ; 73) 

Issued Nov. 1979. 

Includes bibliographical references. 

@ltem 21-N-2 

pbk. 

1. Farms — Valuation — United States. 2. Gifts — Tax- 
ation — United States. 3. Inheritance and transfer tax — 
United States. 4. Taxation— United States—Law. I. 
United States. Dept. of Agriculture. Economics, Statistics, 
and Cooperatives Service. II. Title. III. Series: United 
States. Dept. of Agriculture. Economics, Statistics, and Coo- 
peratives Service. ESCS ; 73. 

OCLC 5770984 


United States. Dept. of Agriculture. Economics, Statistics, and 80-3812 
Cooperatives Service. 


Rice situation. [Washington] Dept. of Agriculture, Eco- 


A 105.38/2:23 
United States. Dept. of Agriculture. Economics, Statistics, and 


nomics, Statistics, and Cooperatives Service. 

20250 

ill. 26 cm. ‘ 

RS 33, Mar. 1979, RS 34, Oct. 1979. 

Continues: Rice situation (Washington), ISSN 0501-915x, 
issued by United States. Dept. of Agriculture. Economics 
Research Service. 

@ltem 21-P 

ISSN 0501-915X 

1. Rice trade — Statistics — Periodicals. 2. Rice trade — 
United States — Statistics — Periodicals. 3. Rice — United 
States — Statistics — Periodicals. 

Key Title: Rice situation (Washington) I. Title. 
HD9066.A1U45 

79-642666 
338.1/7/31805 
OCLC 4168459 


Cooperatives Service. 

Handling net margins under Federal tax laws. — [Washing- 
ton] : Dept. of Agriculture, Economics, Statistics, and Coo- 
peratives Service, [1979] 

8 p. : 23 x 11 cm. — (Cooperative information report ; no. 
23) 

Formerly issued as Handling net margins under Federal tax 
laws, FCS information 39, issued 1976. 

Issued Sept. 1979. 

@ltem 65-B 

pbk. 

1. Agriculture, cooperative — Taxation — United States. 
2. Agricultural cooperative credit associations. I. Title. II. 
Series: United States. Dept. of Agriculture. Economics, Statis- 
tics, and Cooperatives Service. Cooperative information 
report ; no. 23. 

OCLC 5790234 


80-3813 
80-3810 


A 105.40:14 


A 105.25:72 Bluestone, Herman 1930- 


Zepp, Glenn A. 


Producing fresh winter vegetables in Florida and Mexico : 
costs and competition / G. A. Zepp, R. L. Simmons. — 
[Washington] : Dept. of Agriculture, Economics, Statistics, 
and Cooperatives Service ; Springfield, Va. : for sale by the 
National Technical Information Service, [1979] 

22161 

iii, 88 p. : map ; 26 cm. — (ESCS ; 72) 

Issued Nov. 1979. 

Bibliography: p. 51. 

@ltem 21-N-2 

pbk. 


Income growth in nonmetro America, 1968-75 / Herman 
Bluestone. — [Washington] : Dept. of Agriculture, Econom- 
ics, Statistics, and Cooperatives Service : for sale by the Supt. 
of Docs., U.S. Govt. Print. Off., [1979] 

20402 

ii, 22 p. : ill, col. map ; 26 cm.— (Rural development 
research report ; no. 14) 

Issued Aug. 1979. 

Bibliography: p. 20. 

@ltem 24-G-2 

S/N 001-023-00002-1 

pbk. : $2.75 
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Science and Education Administration — Agriculture 


1. Income — United States. I. United States. Dept. of Ag- 
riculture. Economics, Statistics, and Cooperatives Service. 
II. Title. III. Series: United States. Dept. of Agriculture. 
Economics, Statistics, and Cooperatives Service. Rural devel- 
opment research report ; no. 14. 

OCLC 5766429 


80-3814 
A 105.40:17 
Spurlock, Hughes Hudson, 1919- 

Mortgaged rural homes : characteristics of housing units 
and occupants / Hughes H. Spurlock. — [Washington] : Dept. 
of Agriculture, Economics, Statistics, and Cooperatives Serv- 
ice, [1979] 

20250 

iii, 25 p. ; 26 cm. — (Rural development research report ; 
no. 17) 

Issued Nov. 1979. 

@ltem 24-G-2 

pbk. 

1. Housing, Rural — United States— Finance. 2. Mort- 
gages — United States. I. United States. Dept. of Agricul- 
ture. Economics, Statistics, and Cooperatives Service. II. 
Title. III. Series: United States. Dept. of Agriculture. Eco- 
nomics, Statistics, and Cooperatives Service. Rural develop- 
ment research report ; no. 17. 

OCLC 5785840 


SCIENCE AND EDUCATION 
ADMINISTRATION 
Agriculture Dept. 
Washington, DC 20250 
80-3815 
A 106.23:H-3 
United States. Science and Education Administration. 

Christmas decorations made with plant materials. — Hyatts- 
ville, Md. : Dept. of Agriculture, Science and Education 
Administration, 1973. 

20782 

6 p. : ill. ; 26 cm. — (Correspondence aids - Science and 
Education Administration ; CA-H-3) 

Issued Sept. 1973. 

@ltem 22-A-1 

pbk. 

1. Christmas decorations. I. Title. II. Series: United 
States. Science and Education Administration. Correspond- 


ence aids - Science and Education Administration ; CA-H-3. 
OCLC 5739725 


80-3816 
A 106.24:W-7 
Yerington, Albert P., 1914- 

Methods to increase the insect resistance of food shipping 
cases / by Albert P. Yerington. — [Oakland, Calif.] : Dept. of 
Agriculture, Science and Education Administration, [Western 
Region], 1979. 

94612 

5 p. : ill. ; 26 cm. — (Advances in agricultural technology, 
western series ; AAT-W-7) 

Issued Sept. 1979. 

@ltem 25-B 

pbk. 

1. Food — Packaging — Standards — United States. 2. 
Food containers. 3. Insect control — United States. I. 
United States. Science and Education Administration. Agri- 
cultural Research. Western Region. II. Title. III. Series: 
United States. Science and Education Administration. Ad- 
vances in agricultural technology. western series ; AAT-W-7. 
OCLC 5781971 
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Dept. 


GOVERNMENTAL AND PUBLIC AFFAIRS 
OFFICE 
Agriculture Dept. 
Washington, DC 20250 


80-3817 
A 107.12:5/2 
United States. Dept. of Agriculture. Office of Governmental 
and Public Affairs. Publications Division. 

Popular publications for the farmer, suburbanite, home- 
maker, consumer / prepared by Publications Division. — 
[Rev. Sept. 1979.]— [Washington] : Dept. of Agriculture, 
Office of Governmental and Public Affairs, Publications Divi- 
sion, [1979] 

20250 

(21] p. ; 22 x 10 cm. — (List - Office of Governmental and 
Public Affairs ; no. 5) 

@ltem 91 

pbk. 

1. United States. Dept. of Agriculture — Bibliography. I. 
Title. II. Series: United States. Dept. of Agriculture. Office 
of Governmental Affairs. List - Office of Governmental Af- 
fairs ; no. 5. 

OCLC 5766595 


OLDER AMERICANS VOLUNTEER 
PROGRAMS 
ACTION 
Washington, DC 20525 


80-3818 
AA 2.2:R 31/3 
RSVP, FGP, SCP : Older Americans Volunteer Programs. — 
[Washington : ACTION (Service Corps)], 1979. 

20525 

[13] p. : ill. ; 23 x 11 cm. 

@ltem 74-B-1 

pbk. 

1. Retired Senior Volunteer Program. 2. Aged — United 
States. 3. Volunteer workers in 
States. I. ACTION (Service Corps) 
cans Volunteer Programs. 

OCLC 5790526 


social service — United 
Il. Title: Older Ameri- 


PEACE CORPS 
ACTION 
Washington, DC 20525 


80-3819 
AA 4.2:Sci 2 
United States. Peace Corps. 
Science majors. — [Washington 
Corps)]. Peace Corps, 1979. 
20525 
folder (6 p.) : Il. 
@ltem 900-B 
pbk. 
1. United States 
guidance. I. Title 
OCLC 5783341 


ACTION 


(Service 


; 21 cm. 


Peace Corps. 2. Science — Vocational 





COMMERCE DEPARTMENT 
Washington, DC 20230 


80-3820 
C 1.2:G 22 
Gateways : U.S. Department of Commerce. — [Washington] : 
Dept. of Commerce, [19787] 
20230 
[12] p. : ill. ; 23 x 10 cm. 
@ltem 128 
pbk. 
1. United States. Dept. of Commerce — Vocational guid- 
ance. I. United States. Dept. of Commerce. 
OCLC 5747246 


80-3821 
C 1.2:P 94/3 
United States. Dept. of Commerce. 

Uniform product liability act : a model for the States. — 
Washington : Dept. of Commerce : for sale by the Supt. of 
Docs., U.S. Govt. Print. Off., 1979. 

20402 

44 p. ; 31 cm. 

@ltem 128 

S/N 003-000-00552-6 

pbk. : $3.00 

1. Products liability — United States — States. 
OCLC 5788233 


I. Title. 


80-3822 
C 1.2:R 31/2 
United States. Dept. of Commerce. 

Commerce Department resources and services for econom- 
ic development : directory of key contacts and services avail- 
able to state and local governments. — [Washington] : Dept. 
of Commerce, 1979. 

20230 

70 p. : ill. ; 28 cm. 

Nov. 1979. 

@ltem 128 

1. United States. Dept. of Commerce — Directories. _I. 
Title. II. Title: Directory of key contacts and services avail- 
able to State and local governments. 

OCLC 5717399 


80-3823 
C 1,8/4:1/2/ch. 
United States. Dept. of Commerce. 

Surface observations. — 2d ed. — Washington : 
Commerce, 1978- 

20230 

1 v. : ill. ; 27 cm.— (Federal meteorological handbook ; 
no. 1) (NOAA S/T ; 79-384) 

Changes, effective Jan. 1, 1980, to various pages A3-7 to 
A6-6. 

Changes issued by U. S. Dept. of Commerce, National 
Oceanic and Atmospheric Administration, National Weather 
Service. 

@ltem 128-A 

pbk. 

1. Meteorology — Observers’ manuals. 
aeronautics. I. United States. National Weather Service. II. 
Title. III. Series. 

OCLC 4424652 


Dept. of 


2. Meteorology in 


Government Publications — February 1980 


80-3824 
C 1,54/2:978/supp. 
United States. Dept. of Commerce. 

The United States Department of Commerce publications, 
catalog and index supplement. [Washington] Dept. of Com- 
merce, Office of Public Affairs; for sale by the Supt. of Docs., 
U.S. Govt. Print. Off. 

20402 

v. 24 cm. 

$3.25 

1951/52- 

Title varies slightly. 

1978 supplement. 

Supplement to: United States. Dept. of Commerce. Library. 
United States Department of Commerce publications. 

@liem 126-A 

S/N 003-000-0055 1-8 

ISSN 0091-9039 

1. United States. Dept. of Commerce — Bibliography — 
Periodicals. 2. United States — Government publications — 
Bibliography — Periodicals. 3. Commerce — Bibliogra- 
phy — Periodicals. I. Title. 

Z1223.C75 Suppl 
73-645569 //r78 
[HF3031] 
015/.73 
OCLC 1788167 


80-3825 
C 1.60/3:77-116 
Watson, Robert Tanner, 1922- 

Laser and electro-optical interference consideration at radio 
frequencies / Robert T. Watson. — Annapolis, Md. : Dept. of 
Commerce, Office of Telecommunication, 1977. 

179 Admiral Cochrane Dr., 21401 

65 p. in various pagings : ill. ; 26 cm.— (OT report ; 77- 
116) 

March 1977. 

Bibliography: p. 8-1 - 8-3. 

pbk. 

1. Radio — Interference. 2. Lasers. 
Electromagnetic compatibility. I. United States. Office of 
Telecommunications. II. Title. III. Series: United States. 
Office of Telecommunications. OT report ; 77-116. 

OCLC 3553448 


3. Electrooptics. 4. 


80-3826 
C 1.72:978 
United States. Dept. of Commerce. Footwear Industry Team. 
Footwear industry revitalization program; annual progress 
report. [Washington] Dept. of Commerce, Footwear Industry 
Team; [for sale by the Supt. of Docs., U. S. Govt. Print. Off.] 
20402 
v. ill. 27 cm. 
$2.30 
Ist- 1978- 
Ist, 1978. 
@ltem 126-D-9 
S/N 003-009-00261-3 
1. Boots and shoes— Trade and manufacture — United 
States — Periodicals. 2. Industry and state — United 
States — Periodicals. I. Title. 
HD9787.U45U53a 
79-642613 
338.4/7/6853 100973 
OCLC 4744093 
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Census Bureau — Commerce Dept. 


CENSUS BUREAU 
Commerce Dept. 
Suitland, MD 20233 


80-3827 
C 3.2:Am 3/4/979 
United States. Bureau of the Census. 
Measuring America : census surveys. —[Washington] : 
Dept. of Commerce, Bureau of the Census, [19797]. 
20233 
11 p. ; 23 cm. 
@ltem 146 
pbk. 
1. United States. Bureau of the Census. 
Census. 3. United States — Statistics. 
OCLC 5431439 


80-3828 


2. United States — 
I. Title. 


C 3.2:C 33/31 
What’s the big deal about the 1980 census? — [Washington : 
Bureau of the Census, 19797] 
20233 
folder (8 p.) : ill. ; 22 x 9 cm. 
@ltem 146 
pbk. 
1. United States — Census. 
Census. 
OCLC 5794381 


80-3829 


I. United States. Bureau of the 


C 3.2:C 33/32 
United States. Bureau of the Census. 

Census USA : a thumbnail history of the Nation’s fact- 
finder. — [Washington] : Dept. of Commerce, Bureau of the 
Census, [19797] 

20233 

folder (10 p.) : ill. ; 23 x 11 cm. 

@ltem 146 

pbk. 

1. United States — Census — History. 
OCLC 5778134 


80-3830 


I. Title. 


C 3.2:C 33/33 
Bohme, Fredrick G. 

Twenty censuses : population and housing questions, 1790- 
1980 / prepared by Frederick G. Bohme. — Washington : 
Dept. of Commerce, Bureau of the Census : for sale by the 
Supt. of Docs., U. S. Govt. Print. Off., 1979. 

20402 

91 p. : ill. ; 28 cm. 

Oct. 1979. 

Bibliography: p. 91. 

@ltem 146 

S/N 003-024-01874-8 

pbk. : $3.75 

1. Government questionnaires. 2. United States — Census. 
I. United States. Bureau of the Census. II. Title. 

79-600181 
OCLC 5756224 
80-3831 
C 3.24/8:MC 77-A-2 (P) 
United States. Bureau of the Census. 

[Census of manufactures (1977)] 

1977 census of manufactures : geographic area series, 
Alaska. — Washington : Dept. of Commerce, Bureau of the 
Census : for sale by Subscribers Services (Publications), 
Bureau of the Census, 1979. 

20233 

7 p. ; 28 cm. — (MC 77-A ; 2 (P)) 
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Issued Nov. 1979. 

Preliminary report. 

@ltem 135 

pbk. 

1. Alaska — Manufactures — Statistics. 
Geographic area series, Alaska. 
OCLC 5763620 


I. Title. II. Title: 


80-3832 
C 3.24/8:MC 77-A-9 (P) 
United States. Bureau of the Census. 

[Census of manufactures (1977)] 

1977 census of manufactures : geographic area series, Dis- 
trict of Columbia. — Washington Dept. of Commerce, 
Bureau of the Census : for sale by Subscriber Services (Publi- 
cations), Bureau of the Census, 1979. 

20233 

7 p. ; 28 cm. — (MC 77-A ; 9 (P)) 

Issued Nov. 1979. 

Preliminary report. 

@ltem 135 

pbk. 

1. District of Columbia — Manufactures — Statistics. I. 
Title. II. Title: Geographic area series, District of Columbia. 
OCLC 5736742 


80-3833 
C 3.24/8:MC 77-A-13 (P) 
United States. Bureau of the Census. 
[Census of manufactures (1977)] 
1977 census of manufactures 
Idaho. — Washington : Dept. of Commerce, Bureau of the 
Census for sale by Subscriber Services (Publications), 
Bureau of the Census, 1979. 
20233 
7 p. ; 28 cm. — (MC 77-A ; 13 (P)) 
Issued Oct. 1979. 
Preliminary report. 
@ltem 135 
pbk. 
1. Idaho — Manufactures — Statistics. 
Geographic area series, Idaho. 
OCLC 5737867 


: geographic area series, 


I. Title. Il. Title: 


80-3834 
C 3.24/8:MC 77-A-22 (P) 
United States. Bureau of the Census. 

[Census of manufactures (1977)] 

1977 census of manufactures : geographic area series, Mas- 
sachusetts. — Washington : Dept. of Commerce, Bureau of 
the Census : for sale by Subscriber Services (Publications), 
Bureau of the Census, 1979. 

20233 

11 p. ; 28 cm. — (MC 77-A ; 22 (P)) 

Issued Nov. 1979. 

Preliminary report. 

@ltem 135 

pbk. 

1. Massachusetts — Manufactures — Statistics. _ I. 
II. Title: Geographic area series, Massachusetts. 
OCLC 5736299 


Title. 





80-3835 
C 3.24/8:MC 77-A-31 (P) 
United States. Bureau of the Census. 

[Census of manufactures (1977)] 

1977 census of manufactures : geographic area series, New 
Jersey. — Washington : Dept. of Commerce, Bureau of the 
Census : for sale by Subscriber Services (Publications), 
Bureau of the Census, 1979. 

20233 

12 p. ; 28 cm. — (MC 77-A ; 31 (P)) 

Issued Oct. 1979. 

Preliminary report. 

@ltem 135 

pbk. 

1. New Jersey — Manufactures — Statistics. I. Title. II. 
Title: Geographic area series, New Jersey. 

OCLC 5737822 


80-3836 


Government Publications — February 1980 


80-3839 


C 3.24/8:MC 77-A-47 (P) 


United States. Bureau of the Census. 


[Census of manufactures (1977)] 

1977 census of manufactures : geographic area series, Vir- 
ginia.— Washington : Dept. of Commerce, Bureau of the 
Census : for sale by Subscriber Services (Publications), 
Bureau of the Census, 1979. 

20233 

11 p. ; 28 cm. — (MC 77-A ; 47 (P)) 

Issued Nov. 1979. 

Preliminary report. 

@ltem 135 

pbk. 

1. Virginia — Manufactures — Statistics. I. Title. IL. 
Title: Geographic area series, Virginia. 

OCLC 5745720 


C 3.24/8:MC 77-A-33 (P) 80-3840 
United States. Bureau of the Census. 
[Census of manufactures (1977)] 
1977 census of manufactures : geographic area series, New 


C 3.24/8:MC 77-I-20 D-6 (P) 
United States. Bureau of the Census. 


York. — Washington : Dept. of Commerce, Bureau of the 


Census : for sale by Subscriber Services (Publications), 
Bureau of the Census, 1979. 

20233 

12 p. ; 28 cm. — (MC 77-A ; 33 (P)) 

Issued Oct. 1979. 

Preliminary report. 

@ltem 135 

pbk. 

1. New York — Manufactures — Statistics. 
Title: Geographic area series, New York. 
OCLC 5720313 


80-3837 
C 3.24/8:MC 77-A-39 (P) 
United States. Bureau of the Census. 
[Census of manufactures (1977)] 


1977 census of manufactures : geographic area series, Penn- 
sylvania. — Washington : Dept. of Commerce, Bureau of the 
Census : for sale by Subscriber Services (Publications), 


Bureau of the Census, 1979. 
20233 
13 p. ; 28 cm. — (MC 77-A ; 39 (P)) 
Issued Oct. 1979. 
Preliminary report. 
@ltem 135 
pbk. 


1. Pennsylvania — Manufactures — Statistics. I. Title. II. 


Title: Geographic area series, Pennsylvania. 
OCLC 5720294 
80-3838 
C 3.24/8:MC 77-A-43 (P) 
United States. Bureau of the Census. 
[Census of manufactures (1977)] 


[Census of manufactures (1977)] 

1977 census of manufactures : industry series, prepared 
feeds, N.E.C., SIC 2048. — Washington : Dept. of Commerce, 
Bureau of the Census : for sale by Subscriber Services (Publi- 
cations), Bureau of the Census, 1979. 

20233 

8 p. ; 28 cm. — (MC 77-I ; 20 D-6 (P)) 

Issued Nov. 1979. 

Preliminary report. 

@ltem 135 

1. United States — Manufactures — Statistics. 2. Flour and 
feed trade — United States — Statistics. I. Title. II. Title: 
Industry series, prepared feeds, N.E.C., SIC 2048. III. Title: 
Prepared feeds, N.E.C., SIC 2048. 

OCLC 5759184 


80-3841 


C 3.24/8:MC 77-I-20 H-5 (P) 


United States. Bureau of the Census. 


[Census of manufactures (1977)] 

1977 census of manufactures : industry series, bottled and 
canned soft drinks, SIC 2086. — Washington : Dept. of Com- 
merce, Bureau of the Census : for sale by Subscriber Services 
(Publications), Bureau of the Census, 1979. 

20233 

9 p. ; 28 cm. — (MC 77-1 ; 20 H-5 (P)) 

Issued Sept. 1979. 

Preliminary report. 

@ltem 135 

1. Soft drink industry — United States — Statistics. 2. 
United States — Manufactures — Statistics. I. Title. II. 
Title: Industry series, bottled and canned soft drinks, SIC 
2086. III. Title: Bottled and canned soft drinks, SIC 2086. 
OCLC 5737788 


1977 census of manufactures : geographic area series, Ten- 
nessee. — Washington : Dept. of Commerce, Bureau of the 80-3842 
Census : for sale by Subscriber Services (Publications), 
Bureau of the Census, 1979. 


C 3.24/8:MC 77-I-22 B-3 (P) 
United States. Bureau of the Census. 


20233 

12 p. ; 28 cm. — (MC 77-A ; 43 (P)) 
Issued Oct. 1979. 

Preliminary report. 

@ltem 135 

pbk. 


1. Tennessee — Manufactures — Statistics. I. Title. II. 


Title: Geographic area series, Tennessee. 
OCLC 5720260 


[Census of manufactures (1977)] 

1977 census of manufactures : industry series, knit outer- 
wear mills, SIC 2253. — Washington : Dept. of Commerce, 
Bureau of the Census : for sale by Subscriber Services (Publi- 
cations), Bureau of the Census, 1979. 

20233 

8 p. ; 28 cm. — (MC 77-1 ; 22 B-3 (P)) 

Issued Oct. 1979. 

Preliminary report. 





Census Bureau — Commerce Dept. 


@ltem 135 

1. United States — Manufactures — Statistics. 2. Knit 
goods industry — United States — Statistics. I. Title. II. 
Title: Industry series, knit outerwear mills, SIC 2253. III. 
Title: Knit outerwear mills, SIC 2253. 
OCLC 5759216 


80-3843 
C 3.24/8:MC 77-I-22 B-4 (P) 
United States. Bureau of the Census. 

[Census of manufactures (1977)] 

1977 census of manufactures : industry series, knit under- 
wear mills, SIC 2254. — Washington : Dept. of Commerce, 
Bureau of the Census : for sale by Subscriber Services (Publi- 
cations), Bureau of the Census, 1979. 

20233 

7 p. ; 28 cm. — (MC 77-1 ; 22 B-4 (P)) 

Issued Oct. 1979. 

Preliminary report. 

@ltem 135 

1. United States — Manufactures — Statistics. 2. Knit 
goods industry — United States — Statistics. I. Title. IL. 
Title: Industry series, knit underwear mills, SIC 2254. III. 
Title: Knit underwear mills, SIC 2254. 

OCLC 5759246 


80-3844 
C 3.24/8:MC 77-I-23 A-1 (P) 
United States. Bureau of the Census. 
[Census of manufactures (1977)] 
1977 census of manufactures : industry series, men’s and 


boys’ suits and coats, SIC 2311.— Washington : Dept. of 
Commerce, Bureau of the Census : for sale by Subscriber 


Services (Publications), Bureau of the Census, 1979. 
20233 
8 p. ; 28 cm. — (MC 77-1 ; 23 A-1 (P)) 
Issued Nov. 1979. 
Preliminary report. 
@ltem 135 


1. United States — Manufactures — Statistics. 2. Clothing 
trade — United States — Statistics. I. Title. II. Title: Indus- 


try series, men’s and boys’ suits and coats, SIC 2311. III. 
Title: Men’s and boys’ suits and coats, SIC 2311. 
OCLC 5768350 


80-3845 
C 3.24/8:MC 77-I-23 A-2 (P) 
United States. Bureau of the Census. 

(Census of manufactures (1977)] 

1977 census of manufactures : industry series, men’s and 
boys’ shirts and nightwear, SIC 2321. — Washington : Dept. 
of Commerce, Bureau of the Census : for sale by Subscriber 
Services (Publications), Bureau of the Census, 1979. 

20233 

9 p. ; 28 cm. — (MC 77-1 ; 23 A-2 (P)) 

Issued Oct. 1979. 

Preliminary report. 

@ltem 135 

1. Clothing trade — United States — Statistics. 2. United 
States — Manufactures — Statistics. I. Title. Il. Title: In- 
dustry series, men’s and boys’ shirts and nightwear, SIC 2321. 
III. Title: Men’s and boys’ shirts and nightwear, SIC 2321. 
OCLC 5737759 
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80-3846 


C 3.24/8:MC 77-I-23 A-3 (P) 


United States. Bureau of the Census. 


[Census of manufactures (1977)]} 

1977 census of manufacturers : industry series, men’s and 
boys’ underwear, SIC 2323. — Washington : Dept. of Com- 
merce, Bureau of the Census : for sale by Subscriber Services 
(Publications), Bureau of the Census, 1979. 

20233 

8 p. ; 28 cm. — (MC 77-1 ; 23 A-3 (P)) 

Issued Nov. 1979. 

Preliminary report. 

@ltem 135 

pbk. 

1. United States — Manufactures — Statistics. 2. Clothing 
trade — United States — Statistics. I. Title. II. Title: Indus- 
try series, men’s and boys’ underwear, SIC 2322. III. Title: 
Men’s and boys’ underwear, SIC 2322. 

OCLC 5766308 


80-3847 


C 3.24/8:MC 77-I-23 A-5 (P) 


United States. Bureau of the Census. 


[Census of manufactures (1977}] 

1977 census of manufactures : industry series, men’s and 
boys’ separate trousers, SIC 2327. — Washington : Dept. of 
Commerce, Bureau of the Census : for sale by Subscriber 
Services (Publications), Bureau of the Census, 1979. 

20233 

8 p. ; 28 cm. — (MC 77-1 ; 23 A-5 (P)) 

Issued Nov. 1979. 

Preliminary report. 

@ltem 135 

pbk. 

1. United States — Manufactures — Statistics. 2. Clothing 
trade — United States — Statistics. I. Title. II. Title: Indus- 
try series, men’s and boys’ separate trousers, SIC 2327. III. 
Title: Men’s and boys’ separate trousers, SIC 2327. 

OCLC 5768529 


80-3848 


C 3.24/8:MC 77-I-23 A-6 (P) 


United States. Bureau of the Census. 


[Census of manufactures (1977)] 

1977 census of manufactures : industry series, men’s and 
boys working clothing, SIC 2328. — Washington : Dept. of 
Commerce, Bureau of the Census : for sale by Subscriber 
Services (Publications), Bureau of the Census, 1979. 

20233 

8 p. ; 28 cm. — (MC 77-1 ; 23 A-6 (P)) 

Issued Oct. 1979. 

Preliminary report. 

@ltem 135 

ISBN n—us—- 

1. United States — Manufactures — Statistics. 2. Cothing 
trade — United States — Statistics. I. Title. II. Title: Indus- 
try series, men’s and boys’ work clothing, SIC 2328. III. 
Title: Men’s and boys’ work clothing, SIC 2328. 

OCLC 5745767 


80-3849 


C 3.24/8:MC 77-I-23 A-7 (P) 


United States. Bureau of the Census. 


[Census of manufactures (1977)] 

1977 census of manufactures : industry series, men’s and 
boys clothing, N.E.C., SIC 2329.— Washington : Dept. of 
Commerce, Bureau of the Census : for sale by Subscriber 
Services (Publications), Bureau of the Census, 1979. 

20233 

8 p. ; 28 cm. — (MC 77-I ; 23 A-7 (P)) 





Issued Oct. 1979. 

Preliminary report. 

@ltem 135 

1. United States — Manufactures — Statistics. 2. Cothing 
trade — United States — Statistics. I. Title. II. Title: Indus- 
try series, men’s and boys’ clothing, N.E.C., SIC 2329. III. 
Title: Men’s and boys’ clothing, N.E.C., SIC 2329. 
OCLC 5715523 


80-3850 
C 3.24/8:MC 77-I-23 B-2 (P) 
United States. Bureau of the Census. 

[Census of manufactures (1977)] 

1977 census of manufactures : Industry series, women’s and 
misses’ dresses, SIC 2335.— Washington : Dept. of Com- 
merce, Bureau of the Census : for sale by Subscriber Services 
(Publications), Bureau of the Census, 1979. 

20233 

8 p. ; 28 cm. — (MC 77-1 ; 23 B-2 (P)) 

Issued Oct. 1979. 

Preliminary report. 

@ltem 135 

1. United States — Manufactures — Statistics. 2. Clothing 
trade — United States — Statistics. I. Title. II. Title: Indus- 
try series, women’s and misses’ dresses, SIC 2335. III. Title: 
Women’s and misses’ dresses, SIC 2335. 

OCLC 5759258 


80-3851 
C 3.24/8:MC 77-I-23 C-7 (P) 
United States. Bureau of the Census. 

[Census of manufactures (1977)] 

1977 census of manufactures : industry series, children’s 
outerwear, N.E.C., SIC 2369. — Washington : Dept. of Com- 
merce, Bureau of the Census : for sale by Subscriber Services 
(Publications), Bureau of the Census, 1979. 

20233 

8 p. ; 28 cm. — (MC 77-1 ; 23 C-7 (P)) 

Issued Nov. 1979. 

Preliminary report. 

@ltem 135 

1. United States — Manufactures — Statistics. 2. Clothing 
trade — United States — Statistics. I. Title. II. Title: Indus- 
try series, children’s outerwear, N.E.C., SIC 2369. III. Title: 
Children’s outerwear, N.E.C., SIC 2369. 

OCLC 5759229 


80-3852 
C 3.24/8:MC 77-1-24 C-3 (P) 
United States. Bureau of the Census. 

1977 census of manufactures : industry series, wood con- 
tainers, N.E.C., SIC 2449.— Washington : Dept. of Com- 
merce, Bureau of the Census : for sale by Subscriber Services 
(Publications), Bureau of the Census, 1979. 

20233 

8 p. ; 28 cm. — (MC 77-1 ; 24 C-3 (P)) 

Issued Mar. 1979. 

Preliminary report. 

@ltem 135 

pbk. 

1. United States — Manufactures — Statistics. 2. Container 
industry — United States — Statistics. I. Title. II. Title: In- 
dustry series, wood containers, N.E.C., SIC 2449. III. Title: 
Wood containers, N.E.C., SIC 2449. 

OCLC 5741652 


Government Publications — February 1980 


80-3853 


C 3.24/8:MC 77-I-29 A-3 (P) 


United States. Bureau of the Census. 


[Census of manufactures (1977)] 

1977 census of manufactures : industry series, asphalt felts 
and coatings, SIC 2952. — Washington : Dept. of Commerce, 
Bureau of the Census : for sale by Subscriber Services (Publi- 
cations), Bureau of the Census, 1979. 

20233 

8 p. ; 28 cm. — (MC 77-1 ; 29 A-3 (P)) 

Issued Sept. 1979. 

Preliminary report. 

@ltem 135 

pbk. 

1. United States — Manufactures — Statistics. 2. As- 
phalt — Statistics. I. Title. II. Title: Industry series, asphalt 
felts and coatings, SIC 2952. III. Title: Asphalt felts and 
coatings, SIC 2952. 

OCLC 5763647 


80-3854 


C 3.24/8:MC 77-1-35 E-4 (P) 


United States. Bureau of the Census. 


[Census of manufactures (1977)] 

1977 census of manufactures : industry series blowers and 
fans , SIC 3564. — Washington : Dept. of Commerce, Bureau 
of the Census : for sale by Subscriber Services (Publications), 
Bureau of the Census, 1979. 

20233 

9 p. ; 28 cm. — (MC 77-1; 35 E-4 (P)) 

Issued Oct. 1979 

Preliminary report. 

@liem 135 

pbk. 

1. United States — Manufactures — Statistics. 2. Compres- 
sors — Statistics. 3. Fans (Machinery) — Statistics. I. Title. 
II. Title: Industry series, blowers and fans, SIC 3564 
OCLC 5763545 


80-3855 


C 3.24/8:MC 77-1-35 F-2 (P) 


United States. Bureau of the Census. 


1977 census of manufactures : industry series, electronic 
computing equipment, SIC 3573.— Washington : Dept. of 
Commerce, Bureau of the Census : for sale by Subscriber 
Services (Publications), Bureau of the Census, 1979. 

20233 

10 p. ; 28 cm. — (MC 77-1 ; 35 F-2 (P)) 

Issued Aug. 1979. 

Preliminary reports [sic.] 

@ltem 135 

pbk. 

1. United States — Manufactures — Statistics. 2. Electron- 
ic industries — United States — Statistics. I. Title. II. Title: 
Industry series, electronic computing equipment, SIC 3573. 
III. Title: Electronic computing equipment, SIC 3573. 

OCLC 5742066 


80-3856 


C 3.24/8:MC 77-1-36 C-2 (P) 


United States. Bureau of the Census. 


1977 census of manufactures : industry series, current-carry- 
ing wiring devices, SIC 3643. — Washington : Dept. of Com- 
merce, Bureau of the Census : for sale by Subscriber Services 
(Publications), Bureau of the Census, 1979. 

20233 

10 p. ; 28 cm. — (MC 77-1 ; 36 C-2 (P)) 

Issued May 1979. 

Preliminary report. 

@ltem 135 

pbk. 





Census Bureau — Commerce Dept. 


1. United States — Manufactures — Statistics. 2. Wire in- 
dustry — United States — Statistics. I. Title. II. Title: In- 
dustry series, current-carrying wiring devices, SIC 3643. III. 
Title: Current-carrying wiring devices, SIC 3643. 

OCLC 5741876 


80-3857 


C 3.31/5:974/v.4/pt.4 
Census of Agriculture. v. 4. Special reports. Washington, Dept. 

of Commerce, Bureau of the Census; for sale by the Supt. of 
Docs., U.S. Govt. Print. Off. 

20402 

28 cm. 

Quinquennial 

$7.00 


Prepared in the Agriculture Division. 

1974. 

CONTENTS: p.t 4. Procedural history. 

@ltem 152 

S/N 003-024-01630-3 

1. Agriculture — Economic 
1945- — Statistics. 
OCLC 4157938 


80-3858 


aspects — United States — 
I. United States. Bureau of the Census. 


C 3.134/a:So 1/978 
United States. Bureau of the Census. 

Recent social and economic trends; a reprint from Statisti- 
cal abstract of the United States. [Washington] Dept. of Com- 
merce, Bureau of the Census; for sale by the Supt. of Docs., 
U.S. Govt. Print. Off.] 

20402 

23 cm. 

$0.90 

1975- 

Included in Statistical abstract of the United States, 1969- 

1978. 

S/N 003-024-01650-8 

1. United States — Statistics. 
OCLC 2961918 


80-3859 


I. Title. 


C 3.138/3-3:967-978 
United States. Bureau of the Census. 
Revised monthly retail sales and inventories. [Washington] 
Dept. of Commerce, Bureau of the Census, Business Division; 


for sale by Subscriber Services (Publications), Bureau of the 
Census. 


20233 

ill. 28 cm. (Current business reports : BR ; 13-79 S) 

Jan. 1967/Dec. 1978. 

Chiefly tables. 

@ltem 147-B 

Main series: United States. Bureau of the Census. Current 
business reports 

1. Retail trade — United States — Statistics — Periodicals. 
I. Title. II. Series: United States. Bureau of the Census. 
Current business reports : BR ; 13-79 S. 
OCLC 5745626 


80-3860 
C 3.140/2:978/4 
United States. Bureau of the Census. 

County government employment. [Washington] Dept. of 
Commerce, Bureau of the Census; for sale by the Subscriber 
Services Section (Publications), Bureau of the Census. 

20233 

v. ill. 26 cm. (Government employment ; GE 78 no. 4) 

1978. 

Chiefly tables. 
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@ltem 148-A 

ISSN 0193-5593 

Main series: United States. Bureau of the Census. Govern- 
ment employment 

1. County officials and employees — United States — Statis- 
tics — Periodicals. 2. Local government — United States — 
Statistics — Periodicals. 3. Civil service — United States — 
Statistics — Periodicals. I. Title. II. Series. 


sc-79003124 
OCLC 2200215 


80-3861 
C 3.145:92 
United States. Bureau of the Census. 

Property values subject to local general property taxation 
in the United States. [Washington] Dept. of Commerce, 
Bureau of the Census, Governments Division; for sale by the 
Supt. of Docs., U.S. Govt. Print. Off. 

20402 

26 cm. (State and local government special studies ; no.92) 

$3.50 

1978. 

@ltem 148-A 

S/N 003-024-01873-0 

ISSN 0361-3739 

Main series: State and local government special studies 

1. Property tax — United States — Statistics — Periodicals. 
I. Title. II. Series: United States. Bureau of the Census. State 
and local government special studies ; no. 92. 

JK2403.A35 subser 
76-641170 
[HJ4120] 
353.9/08 s 
[336.2/2/0973] 
OCLC 2246504 


80-3862 
C 3.150:B/976 
United States. Bureau of the Census. 
Schedule B. Commodity subgroups. Washington, Dept. of 
Commerce, Bureau of the Census, Foreign Trade Division. 
20230 
v. 28 cm. 
“For users of U.S. waterborne export statistics SM 705, SM 
705-IT, SA 705, and SA 705-IT.” 
Effective Jan. 1976; issued May 1976. 
@ltem 148 
1. United States — Commerce. 
OCLC 5684230 


80-3863 


I. Title. 


C 3.150:B/978/rev.-3 
United States. Bureau of the Census. 

Schedule B. Statistical classification of domestic and foreign 
commodities exported from the United States. Washington, 
Dept. of Commerce, Bureau of the Census; for sale by the 
Supt. of Docs., U. S. Govt. Print. Off. 

20402 

23-36 cm. 

$13.00 (U.S.; including basic volume and supplementary 
material for an indefinite period) $16.25 (foreign) 

Nov. 1941- 

Includes changes entitled Public bulletin. 

Supplemented occasionally by changes in Schedule B... 

Public bulletin, B-3, effective Jan. 1, 1980. 

@ltem 148 

S/N 003-001-81002-6 

Continues: United States. Bureau of Foreign and Domestic 
Commerce. Schedule B. Statistical classification of domestic 
and foreign commodities exported from the United States 





1. Commercial 
States — Commerce. 
OCLC 1353979 


80-3864 


products — Classification. 2. 
I. Title. 


United 


C 3.150:K/979 
United States. Bureau of the Census. 

Schedule K. Classification of foreign ports by geographic 
trade area and country. [Washington] Dept. of Commerce, 
Bureau of the Census, Foreign Trade Division. 

20233 

v. 27 cm. 

1979. 

@ltem 148 

ISSN 0193-5631 

1. Harbors — Directories. 
I. Title. 


2. United States — Commerce. 


sc-79003346 
OCLC 2206031 


80-3865 
C 3.158:M 3-1.8 
Manufacturers’ shipments, inventories, and orders. [Washington] 
Dept. of Commerce, Bureau of the Census, Industry Division; 
for sale by the Subscriber Services Section (Publications) 
Bureau of the Census. 
20233 
ill. 29 cm. (Current industrial reports ; ser. M 3-1.8) 
Monthly with annual summary 
1967-1978. 
@ltem 142-A 
ISSN 0364-1880 
Main series: Current industrial reports 
1. United States — Manufactures — Statistics — Periodicals. 
2. Inventories— United States — Periodicals. I. United 
States. Bureau of the Census. II. Series. 
HD9724.U52a 
74-614399 //76 
380.1/0973 
OCLC 2548418 


80-3866 
C 3.158:M 20 A (78)-13 
Flour milling products. Washington, Dept. of Commerce, 
Bureau of the Census; for sale by the Subscriber Services 
Section (Publications), Bureau of the Census. 
20233 
ill. 28 cm. (Current industrial reports ; ser. M 20 A (78)-13) 
Monthly with annual summary 
Summary for 1978. 
@ltem 142-A 
Main series: Current industrial reports 
Continues: Wheat ground and wheat milling products 
1. Flour and feed trade — United States — Statistics — Per- 
iodicals. I. United States. Bureau of the Census. II. Series. 
OCLC 2564281 


80-3867 
C 3.158:M 20 J (78)-13 
Fats and oils; oilseed crushings. Washington, Dept. of Com- 
merce, Bureau of the Census, Industry Division; for sale by 
the Subscriber Services Section (Publications), Bureau of the 
Census. 
20233 
v. 28 cm. (Current industrial reports ; ser. M 20 J (78)-13) 
Monthly with annual summary 
Crop year 1977/78. 
@ltem 142-A 
ISSN 0145-5168 : CODEN: CIFODE 
Main series: Current industrial reports 


Government Publications — February 1980 


1. Oil industries — United States — Statistics — Periodicals. 
I. United States. Bureau of the Census. II. Title. III. Series. 


sc-78002414 
OCLC 2545277 


80-3868 
C 3.158:M 33 E (78)-13 
Nonferrous castings. Washington, Dept. of Commerce, Bureau 
of the Census, Industry Division; for sale by the Subscriber 
Services Section (Publications), Bureau of the Census. 
20233 
v. 27 cm. (Current industrial reports ; ser. M 33 E (78)-13) 
Monthly with annual summary 
Summary for 1978. 
@ltem 142-A 
ISSN 0146-5678 : CODEN: CINCDI 
Main series: Current industrial reports 
1. Metal castings — Statistics — Periodicals. I. 
States. Bureau of the Census. II. Series. 


United 


sc-79002776 
OCLC 2545200 


80-3869 
C 3.158:M 35 S (78)-13 
Tractors, except garden tractors. Washington, Dept. of Com- 
merce, Bureau of the Census, Industry Division; for sale by 
the Subscriber Services Section (Publications) 
20233 
v. 27 cm. (Current industrial reports ; ser. M 35 S (78)-13) 
Monthly with annual summary 
Summary for 1978. 
@ltem 142-A 
ISSN 0145-5249 
Main series: Current industrial reports 
1. Tractor industry — United States — Statistics — Periodi- 
cals. I. United States. Bureau of the Census. II. Series. 
sc-79002869 
OCLC 2545236 
80-3870 
C 3.158:MA-22 F.1 (78)-1 
Textured yarn production. Washington, Dept. of Commerce, 
Bureau of the Census, Industry Division; for sale by the 
Subscriber Services Section (Publications), Bureau of the 
Census. 
20233 
27 cm. (Current industrial reports ; 
1978. 
Annual. 
@ltem 142-A 
Main series: Current industrial reports 
Related records: Spun yarn production 
1. Textured yarn — Statistics — Periodicals. 
woven fabrics — Statistics — Periodicals. I. 
Bureau of the Census. II. Series. 
OCLC 3060512 


80-3871 


ser. MA-22 F.1 (78)-1) 


2. Textured 
United States. 


C 3.158:MA-23 D (78)-1 
Gloves and mittens. Washington, Dept. of Commerce, Bureau 

of the Census, Industry Division; for sale by the Subscriber 
Services Section (Publications), Bureau of the Census. 

20233 

ill. 28 cm. (Current industrial reports ; ser. MA-23 D (78)-1) 

1978. 

Annual. 

@ltem 142-A 

Main series: Current industrial reports 

1. Glove industry — United States — Statistics — Periodi- 
cals. I. United States. Bureau of the Census. II. Series. 
OCLC 3057436 
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Census Bureau — Commerce Dept. 


80-3872 
C 3.158:MA-23 J (78)-1 
Brassieres, girdles, and allied garments. Washington, Dept. of 
Commerce, Bureau of the Census, Industry Division; for sale 
by the Subscriber Services Section (Publications), Bureau of 
the Census. 
20233 
27 cm. (Current industrial reports ; ser. MA-23 J (78)-1) 
1978. 
Annual. 
@ltem 142-A 
Main series: Current industrial reports 
1. Underwear industry — United States — Statistics — Per- 
iodicals. 2. Foundation garment industry — Statistics — Per- 
iodicals. 1. United States. Bureau of the Census. II. Series. 
OCLC 3060986 


80-3873 
C 3.158:MA-24 H (78)-1 
Softwood plywood. Washington, Dept. of Commerce, Bureau 
of the Census, Industry Division; for sale by the Subscriber 
Services Section (Publications), Bureau of the Census. 
20233 
ill. 28 cm. (Current industrial reports ; ser. MA-24 H (78)-1) 
1978. 
Prior to 1960 issued in the Bureau’s Facts for industry 
series. 
Annual. 
@ltem 142-A 
Main series: Current industrial reports 
1. Plywood industry — United States — Statistics — Periodi- 
cals. I. United States. Bureau of the Census. II. Series. 
OCLC 3820401 


80-3874 
C 3.158:MA-32 E (78)-1 
Consumer, scientific, technical, and industrial glassware. Wash- 
ington, Dept. of Commerce, Bureau of the Census, Industry 
Division; for sale by the Subscriber Services Section (Publica- 
tions), Bureau of the Census. 
20233 
ill. 28 cm. (Current industrial reports ; ser. MA-32 E (78)-1) 
1978. 
Annual. 
@ltem 142-A 
Main series: Current industrial reports 
1. Glassware — United States — Statistics — Periodicals. _I. 
United States. Bureau of the Census. II. Series. 
OCLC 3060022 


80-3875 
C 3.158:MA-34 G (78)-1 
Steel power boilers. Washington, Dept. of Commerce, Bureau 
of Commerce, Industry Division; for sale by the Subscriber 
Services (Publications), Bureau of the Census. 
20233 
ill. 28 cm. (Current industrial reports ; ser. MA-34 G (78)-1) 
1978. 
Prior to 1960 issued in the Bureau’s Facts for industry 
series. 
Annual. 
@ltem 142-A 
Main series: Current industrial reports 
1. Boilers — Statistics — Periodicals. I. 
Bureau of the Census. II. Series. 
OCLC 3159577 


Page 22 


United States. 


80-3876 
C 3.158:MA-34 P (78)-1 
Aluminum foil converted. Washington, Dept. of Commerce, 
Bureau of the Census, Industry Division; for sale by the 
Subscriber Services Section (Publications), Bureau of the 
Census. 
20233 
ill. 27 cm. (Current industrial reports ; ser. MA-34 P (78)-1) 
1978. 
Annual. 
@ltem 142-A 
Main series: Current industrial reports 
1. Aluminum foil — Statistics — Periodicals. I. 
States. Bureau of the Census. II. Series. 
OCLC 3060595 


80-3877 


United 


C 3.158:MA-35 F (78)-1 
Mining machinery and equipment. Washington, Dept. of Com- 

merce, Bureau of the Census, Industry Division; for sale by 
the Subscriber Services Section (Publications), Bureau of the 
Census. 

20233 

ill. 28 cm. (Current industrial reports ; ser. MA-35 F (78)-1) 

1961- 

Caption title. 

1978. 

Issued 1961-1964 with number M35F. 

Annual. 

@ltem 142-A 

Main series: Current industrial reports 

1. Mining machinery industry — United States — Statis- 
tics — Periodicals. I. United States. Bureau of the Census. 
II. Series. 
OCLC 3160984 


80-3878 
C 3.158:MA-35 J (78)-1 
Selected industrial air pollution control equipment. Washington, 
Dept. of Commerce, Bureau of the Census, Industry Division; 
for sale by the Subscriber Services Section (Publications), 
Bureau of the Census. 
20233 
28 cm. (Current industrial reports ; 
1978. 
Annual. 
@ltem 142-A 
ISSN 0195-7228 : CODEN: CUSEDV 
Main series: Current industrial reports 
1. Air pollution control industry — United States — Statis- 
tics — Periodicals. I. United States. Bureau of the Census. 
II. Series. 
OCLC 3885426 


80-3879 


ser. MA-35 J (78)-1) 


C 3.158:MA-35 U (78)-1 
Vending machines, coin operated. Washington, Dept. of Com- 
merce, Bureau of the Census, Industry Division; for sale by 
the Subscriber Services Section (Publications), Bureau of the 
Census. 
20233 
27 cm. (Current industrial reports 
1978. 
Annual. 
@ltem 142-A 
Main series: Current industrial reports 
1. Vending machines — Statistics — Periodicals. 
States. Bureau of the Census. II. Series. 
OCLC 3054188 


; ser. MA-35 U (78)-1) 


I. United 





Government Publications — February 1980 


80-3880 80-3884 


C 3.158:MA-36 E (78)-1 C 3.158:MQ-22 K (78)-5 


Electric housewares and fans. Washington, Dept. of Commerce, Knit fabric production. Washington, Dept. 


Bureau of the Census, Industry Division; for sale by the 
Subscriber Services Section (Publications), Bureau of the 
Census. 

20233 

ill. 27 cm. (Current industrial reports ; ser. MA-36 E (78)-1) 

1978. 

@ltem 142-A 

Main series: Current industrial reports 

1. Household appliances, Electric — United States — Statis- 
tics — Periodicals. 2. Fans (Machinery) — Statistics — Perio- 
dicals. I. United States. Bureau of the Census. II. Series. 
OCLC 3060370 


80-3881 


C 3.158:MA-36 H (78)-1 
Motors and generators. Washington, Dept. of Commerce, 
Bureau of the Census, Industry Division; for sale by the 
Subscriber Services Section (Publications), Bureau of the 
Census. 

20233 

ill. 27 cm. (Current industrial reports ; ser. MA-36 H (78)-1) 

1978. 

@ltem 142-A 

Main series: Current industrial reports 

1. Motors — Statistics — Periodicals. 2. Dynamos — Statis- 
tics — Periodicals. I. United States. Bureau of the Census. 
II. Series. 
OCLC 3054569 


80-3882 


C 3.158:MA-36 K (78)-1 
Wiring devices and supplies. Washington, Dept. of Commerce, 
Bureau of the Census, Industry Division; for sale by the 
Subscriber Services Section (Publications), Bureau of the 
Census. 

20233 

ill. 28 cm. (Current industrial reports ; ser. MA-36 K (78)-1) 

1978. 

Annual. 

@ltem 142-A 

Main series: Current industrial reports 

1. Electric switchgear — Statistics — Periodicals. 2. Wire 
industry — United States — Statistics — Periodicals. I. 
United States. Bureau of the Census. II. Series. 
OCLC 3060271 


80-3883 


C 3.158:MA-36 M (78)-1 
Radio and television receivers, phonographs, and related equip- 
ment. Washington, Dept. of Commerce, Bureau of the 
Census, Industry Division; for sale by the Subscriber Services 
Section (Publications), Bureau of the Census. 

20233 

ill. 28 cm. (Current industrial reports ; ser. MA-36 M (78)- 
1) 

1978- 

1978. 

Annual. 

@ltem 142-A 

Main series: Current industrial reports 

Continues: Radio receivers and television sets, phonographs 
and record players, speakers and related equipment 19 -77 

1. Television — Receivers and reception — Statistics — Per- 
iodicals. 2. Radio — Receivers and reception — Statistics — 
Periodicals. 3. Phonograph — Statistics — Periodicals. 4. 
Loud-speakers — Statistics — Periodicals. I. United States. 
Bureau of the Census. II. Series. 
OCLC 5717140 


of Commerce, 
Bureau of the Census, Industry Division; for sale by the 
Subscriber Services Section (Publications), Bureau of the 
Census. 

20233 

v. 28 cm. (Current industrial reports ; ser. MQ-22 K (78)-5) 

Annual, 1979- 

Quarterly with annual summary, -1978 

Summary for 1978. 

@liem 142-A 

ISSN 0145-4900 

Main series: Current industrial reports 

1. Knit goods industry — United States — Statistics — Per- 
iodicals. I. United States. Bureau of the Census. II. Series. 

sc-79003410 

OCLC 2541422 


80-3885 


C 3.158:MQ-22 Q (78)-5 


Carpet and rugs. Washington, Dept. of Commerce, Bureau of 


the Census, Industry Division; for sale by the Subscriber 
Services Section (Publications), Bureau of the Census. 

20233 

v. 27 cm. (Current industrial reports ; ser. MQ-22 Q (78)-5) 

Quarterly with annual summary 

Summary for 1978. 

@ltem 142-A 

ISSN 0364-1821 

Main series: Current industrial reports 

1. Rug and carpet industry — United States — Statistics — 
Periodicals. I. United States. Bureau of the Census. II. 
Series. 

sc-78002403 

OCLC 2547072 


80-3886 


C 3.158:MQ-23 X (78)-5 


Sheets, pillowcases, and towels. Washington, Dept. of Com- 


merce, Bureau of the Census, Industry Division; for sale by 
the Subscriber Services Section (Publications), Bureau of the 
Census. 

20233 

v. 27 cm. (Current industrial reports ; ser. MQ-23 X (78)-5) 

Quarterly with annual summary 

Summary for 1978. 

@ltem 142-A 

ISSN 0145-496X 

Main series: Current industrial reports 

] Sheets — Statistics. 2. Pillowcases — Statistics. 3 
Towels — Statistics. I. United States. Bureau of the Census 
II. Series. 


sc-79002889 
OCLC 2541411 


80-3887 


C 3.158:MQ-32 A (78)-5 


Flat glass. Washington, Dept. of Commerce, Bureau of the 


Census, Industry Division; for sale by the Subscriber Services 
Section (Publications), Bureau of the Census. 

20233 

v. ill. 27 cm. (Current industrial reports ; ser. MQ-32 A 
(78)-5) 

Quarterly with annual summary 

Summary for 1978. 

@ltem 142-A 

ISSN 0146-566X : CODEN: CIRMDY 

Main series: Current industrial reports 





Census Bureau — Commerce Dept. 


1. Glass manufacture — United States — Statistics — Perio- 
dicals. I. United States. Bureau of the Census. II. Series. 
sc-78000212 
OCLC 2715774 
80-3888 
C 3.158:MQ-34 E (78)-5 

Plumbing fixtures. Washington, Dept. of Commerce, Bureau of 
the Census, Industry Division; for sale by the Subscriber 
Services Section (Publications), Bureau of the Census. 

20233 
v. 27 cm. (Current industrial reports ; ser. MQ-34 E (78)-5) 
Quarterly with annual summary 
Summary for 1978. 
Prior to 1960 issued in the Bureau’s Facts for industry 
series. 
@ltem 142-A 
ISSN 0145-4951 
Main series: Current industrial reports 
1. Plumbing — Equipment and supplies — Statistics — Per- 
iodicals. I. United States. Bureau of the Census. II. Series. 
sc-78002868 
OCLC 2541417 
80-3889 
C 3.158:MQ-35 D (78)-1/ch. 

Construction machinery. Washington, Dept. of Commerce, 
Bureau of the Census, Industry Division; for sale by the 
Subscriber Services Section (Publications), Bureau of the 
Census. 

20233 
v. 27 cm. (Current industrial reports ; ser. MQ-35 D (78)-1) 
1978 change sheet. 
@ltem 142-A 
ISSN 0364-1813 
Main series: Current industrial reports 
1. Construction equipment — United States — Statistics — 
Periodicals. I. United States. Bureau of the Census. II. 
Series. 
sc-78002402 
OCLC 2547081 
80-3890 
C 3.158:MQ-36 B (78)-5 

Electric lamps. Washington, Dept. of Commerce, Bureau of the 
Census; for sale by the Subscriber Services Section (Publica- 
tions), Bureau of the Census 

20233 

27 cm. (Current industrial reports 

Summary for 1978. 

@ltem 142-A 

ISSN 0145-515X 

Main series: Current industrial reports 

1. Electric lamps — Statistics — Periodicals. I. 
States. Bureau of the Census. 

Key Title: Electric lamps (quarterly) 
OCLC 2541368 


80-3891 


; ser. MQ-36 B (78)-15) 


United 


II. Series. 


C 3.158:MQ-36 C (78)-5 
Fluorescent lamp ballasts. Washington, Dept. of Commerce, 

Bureau of the Census, Industry Division; for sale by the 
Subscriber Services Section (Publications), Bureau of the 
Census. 

20233 

v. 27 cm. (Current industrial reports ; ser. MQ-36 C (78)-5) 

Quarterly with annual summary 

Summary for 1978. 

Annual. 

@ltem 142-A 

ISSN 0145-5184 
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Main series: Current industrial reports 
1. Fluorescent lamps — Statistics — Periodicals. 
States. Bureau of the Census. _ II. Series. 


I. United 


sc-78002411 
OCLC 2545293 


80-3892 
C 3.186:P-20/344 
United States. Bureau of the Census. 

Population characteristics. [Washington] Dept. of Com- 
merce, Bureau of the Census; for sale by the Supt. of Docs., 
U.S. Govt. Print. Off. 

20402 

no. 27 cm. (Current population reports : Series P-20 ; no. 
344) 

$4.00 

Caption title: Voting and registration in the election of 
November 1978 

@ltem 142-C 

S/N 003-001-90740-2 

ISSN 0363-6836 

Main series: United States. Bureau of the Census. Current 
population reports 

1. United States — Population — Statistics — Periodicals. 
2. Voting — United States — Statistics. 3. Voters, Registra- 
tion of— United States — Statistics. I. Title. II. Series: 
United States. Bureau of the Census. Current population re- 
ports : Series P-20 ; no. 344. 

HA195.A53 

52-002169 //r58 
312.9 
OCLC 1768314 


80-3893 
C 3.186:P-20/345 
United States. Bureau of the Census. 

Population characteristics. [Washington] Dept. of Com- 
merce, Bureau of the Census; for sale by the Supt. of Docs., 
U.S. Govt. Print. Off. 

20402 

no. ill. 27 cm. (Current population reports : 
no. 345) 

$0.75 

Caption title: Households and families by type, March 1979 
(advance report) 

@ltem 142-C 

S/N 003-001-90741-1 

ISSN 0363-6836 

Main series: United States. Bureau of the Census. Current 
population reports 

1. United States — Population — Statistics — Periodicals. 
2. Households — United States — Statistics. 3. Family — 
United States — Statistics. I. Title. Il. Series: United 
States. Bureau of the Census. Current population reports : 
Series P-20 ; no. 345. 

HA195.A53 


Series P-20 ; 


52-002169 //r58 
312.9 


OCLC 1768314 





80-3894 
C 3.186:P-20/346 
United States. Bureau of the Census. 

Population characteristics. [Washington] Dept. of Com- 
merce, Bureau of the Census; for sale by the Supt. of Docs., 
U.S. Govt. Print. Off. 

20402 

no. ill. 27 cm. (Current population reports 
no. 346) 

$3.50 

Distinctive title: School enrollment, social and economic 
characterisitics of students, October 1978 

@ltem 142-C 

S/N 003-001-90742-9 

ISSN 0363-6836 

Main series: United States. Bureau of the Census. Current 
population reports 

1. United States — Population — Statistics — Periodicals. 
2. Students — United States — Socioeconomic status — Statis- 
tics. I. Title. II. Series: United States. Bureau of the 
Census. Current population reports : Series P-20 ; no. 346. 
HA195.A53 


: Series P-20 ; 


52-002169 //r58 
312.9 


OCLC 1768314 


80-3895 
C 3.186:P-23/80 
United States. Bureau of the Census. 

Special studies. [Washington, Dept. of Commerce, Bureau 
of the Census; for sale by the Supt. of Docs., U.S. Govt. 
Print. Off. 

20402 

no. ill. 28 cm. (Current population reports : Series P-23 ; 
no. 80) 

$4.50 

Distinctive title: Social and economic status of the Black 
population in the United States, an historical view, 1790-1978 

@ltem 142-C 

S/N 003-024-01659-1 

ISSN 0498-8485 

Main series: United States. Bureau of the Census. Current 
population reports 

1. United States — Population — Statistics. 
cans— Economic conditions — Statistics. 3. Afro-Ameri- 
cans — Social conditions — Statistics. I. Title. II. Series: 
United States. Bureau of the Census. Current population re- 
ports : Series P-23 ; no. 80. 


2. Afro-Ameri- 


sc-78001410 
OCLC 1774175 


80-3896 
C 3.186:P-25/814 
United States. Bureau of the Census. 

Population estimates and projections. Washington, Dept. of 
Commerce, Bureau of the Census; for sale by the Supt. of 
Docs., U.S. Govt. Print. Off. 

20402 

27 cm. (Current population reports : 

$1.00 

Caption title: 1977 population estimates for counties and 
incorporated places in Alabama 

@ltem 142-C 

S/N 003-001-91311-9 

Main series: United States. Bureau of the Census. Current 
population reports 


Series P-25 ; no. 814) 


Government Publications — February 1980 


1. United States — Population — Statistics. 
forecasting — United States — Statistics. 3. Alabama — Pop- 
ulation — Statistics. I. Title. II. Series: United States. 
Bureau of the Census. Current population reports : Series P- 
25 ; no. 814. 

HA195.A533 


2. Population 


75-648347 
312/.0973 


OCLC 2244269 


80-3897 
C 3.186:P-25/816 
United States. Bureau of the Census. 

Population estimates and projections. Washington, Dept. of 
Commerce, Bureau of the Census; for sale by the Supt. of 
Docs., U.S. Govt. Print. Off. 

20402 

27 cm. (Current population reports : 

$0.75 

Caption title: 1977 population estimates for counties and 
incorporated places in Arizona 

@liem 142-C 

S/N 003-001-91313-5 

Main series: United States. Bureau of the Census. Current 
population reports 

1. United States — Population — Statistics. 
forecasting — United States — Statistics. 3. Arizona — Popu- 
lation — Statistics. I. Title. II. Series: United States. Bureau 
of the Census. Current population reports : Series P-25 ; no. 
816. 

HA195.A533 


Series P-25 ; no. 816) 


2. Population 


75-648347 
312/.0973 


OCLC 2244269 


80-3898 
C 3.186:P-25/817 
United States. Bureau of the Census. 

Population estimates and projections. Washington, Dept. of 
Commerce, Bureau of the Census; for sale by the Supt. of 
Docs., U.S. Govt. Print. Off. 

20402 

27 cm. (Current population reports : 

$1.00 

Caption title: 1977 population estimates for counties and 
incorporated places in Arkansas 

@ltem 142-C 

S/N 003-001-91314-3 

Main series: United States. Bureau of the Census. Current 
population reports 

1. United States — Population — Statistics. 
forecasting — United States — Statistics. 3. Arkansas — Pop- 
ulation — Statistics. I. Title. II. Series: United States. 
Bureau of the Census. Current population reports : Series P- 
25 ; no. 817. 

HA195.A533 


Series P-25 ; no. 817) 


2. Population 


75-648347 
312/.0973 


OCLC 2244269 


80-3899 
C 3.186:P-25/818 
United States. Bureau of the Census. 

Population estimates and projections. Washington, Dept. of 
Commerce, Bureau of the Census; for sale by the Supt. of 
Docs., U.S. Govt. Print. Off. 

20402 

27 cm. (Current population reports 

$1.00 

Caption title: 1977 population estimates for counties and 
incorporated places in California 


: Series P-25 ; no. 818) 
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Census Bureau — Commerce Dept. 


@ltem 142-C 

S/N 003-001-91315-1 

Main series: United States. Bureau of the Census. Current 
population reports 

1. United States — Population — Statistics. 
forecasting — United States — Statistics. 3. California — 
Population — Statistics. I. Title. II. Series: United States. 
Bureau of the Census. Current population reports : Series P- 
25 ; no. 818. 
HA195.A533 


2. Population 


75-648347 
312/.0973 


OCLC 2244269 


80-3900 
C 3,186:P-25/819 
United States. Bureau of the Census. 

Population estimates and projections. Washington, Dept. of 
Commerce, Bureau of the Census; for sale by the Supt. of 
Docs., U.S. Govt. Print. Off. 

20402 

27 cm. (Current population reports 

$1.00 

Caption title: 1977 population estimates for counties and 
incorporated places in Colorado 

@ltem 142-C 

S/N 003-001-91316-0 

Main series: United States. Bureau of the Census. Current 
population reports 

1. United States — Population — Statistics. 
forecasting — United States — Statistics. 3. Colorado — Pop- 
ulation — Statistics. I. Title. II. Series: United States. 
Bureau of the Census. Current population reports : Series P- 
25 ; no. 819. 

HA195.A533 


: Series P-25 ; no. 819) 


2. Population 


75-648347 
312/.0973 


OCLC 2244269 


80-3901 
C 3.186:P-25/821 
United States. Bureau of the Census. 

Population estimates and projections. Washington, Dept. of 
Commerce, Bureau of the Census; for sale by the Supt. of 
Docs., U.S. Govt. Print. Off. 

20402 

27 cm. (Current population reports : 

$0.75 

Caption title: 1977 population estimates for counties and 
incorporated places in Delaware 

@ltem 142-C 

S/N 003-001-91318-6 

Main series: United States. Bureau of the Census. Current 
population reports 

1. United States — Population — Statistics. 
forecasting — United States — Statistics. 3. Delaware — Pop- 
ulation — Statistics. I. Title. II. Series: United States. 
Bureau of the Census. Current population reports : Series P- 
25 ; no. 821. 

HA195.A533 


Series P-25 ; no. 821) 


2. Population 


75-648347 
312/.0973 


OCLC 2244269 
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80-3902 
C 3,.186:P-25/822 
United States. Bureau of the Census. 

Population estimates and projections. Washington, Dept. of 
Commerce, Bureau of the Census; for sale by the Supt. of 
Docs., U.S. Govt. Print. Off. 

20402 

27 cm. (Current population reports : 

$1.00 

Caption title: 1977 population estimates for counties and 
incorporated places in Florida 

@ltem 142-C 

S/N 003-001-91319-4 

Main series: United States. Bureau of the Census. Current 
population reports 

1. United States — Population — Statistics. 
forecasting — United States — Statistics. 3. Florida — Popu- 
lation — Statistics. I. Title. II. Series: United States. Bureau 
of the Census. Current population reports : Series P-25 ; no. 
822. 

HA195.A533 


Series P-25 ; no. 822) 


2. Population 


75-648347 
312/.0973 


OCLC 2244269 


80-3903 
C 3.186:P-25/823 
United States. Bureau of the Census. 

Population estimates and projections. Washington, Dept. of 
Commerce, Bureau of the Census; for sale by the Supt. of 
Docs., U.S. Govt. Print. Off. 

20402 

27 cm. (Current population reports : Series P-25 ; no. 823) 

$1.00 

Caption title: 1977 population estimates for counties and 
incorporated places in Georgia 

@ltem 142-C 

S/N 003-001-91320-8 

Main series: United States. Bureau of the Census. Current 
population reports 

1. United States — Population — Statistics. 2. Population 
forecasting — United States — Statistics. 3. Georgia — Popu- 
lation — Statistics. I. Title. II. Series: United States. Bureau 
of the Census. Current population reports : Series P-25 ; no. 
823. 

HA195.A533 

75-648347 
312/.0973 
OCLC 2244269 


80-3904 
C 3.186:P-25/824 
United States. Bureau of the Census. 

Population estimates and projections. Washington, Dept. of 
Commerce, Bureau of the Census; for sale by the Supt. of 
Docs., U.S. Govt. Print. Off. 

20402 

27 cm. (Current population reports : Series P-25 ; no. 824) 

$0.75 

Caption title: 1977 population estimates for counties and 
incorporated places in Hawaii 

@ltem 142-C 

S/N 003-001-91321-6 

Main series: United States. Bureau of the Census. Current 
population reports 





1. United States — Population — Statistics. 
forecasting — United States — Statistics. 3. Hawaii — Popu- 
lation — Statistics. I. Title. II. Series: United States. Bureau 
of the Census. Current population reports : Series P-25 ; no. 
824. 

HA195.A533 


2. Population 


75-648347 
312/.0973 


OCLC 2244269 


80-3905 
C 3.186:P-25/825 
United States. Bureau of the Census. 

Population estimates and projections. Washington, Dept. of 
Commerce, Bureau of the Census; for sale by the Supt. of 
Docs., U.S. Govt. Print. Off. 

20402 

27 cm. (Current population reports : Series P-25 ; no. 825) 

$0.75 

Caption title: 1977 population estimates for counties and 
incorporated places in Idaho 

@ltem 142-C 

S/N 003-001-91322-4 

Main series: United States. Bureau of the Census. Current 
population reports 

1. United States — Population — Statistics. 
forecasting — United States — Statistics. 3. Idaho — Popula- 
tion — Statistics. I. Title. II. Series: United States. Bureau 
of the Census. Current population reports : Series P-25 ; no. 
825. 

HA195.A533 


2. Population 


75-648347 
312/.0973 


OCLC 2244269 


80-3906 
C 3.186:P-25/826 
United States. Bureau of the Census. 

Population estimates and projections. Washington, Dept. of 
Commerce, Bureau of the Census; for sale by the Supt. of 
Docs., U.S. Govt. Print. Off. 

20402 

27 cm. (Current population reports : 

$1.50 

Caption title: 1977 population estimates for counties, incor- 
porated places, and minor civil divisions in Illinois 

@ltem 142-C 

S/N 003-001-91323-2 

Main series: United States. Bureau of the Census. Current 
population reports 

1. United States — Population — Statistics. 2. Population 
forecasting — United States — Statistics. 3. Illinois — Popu- 
lation — Statistics. I. Title. II. Series: United States. Bureau 


of the Census. Current population reports : Series P-25 ; no. 
826. 


HA195.A533 


Series P-25 ; no. 826) 


75-648347 
312/.0973 


OCLC 2244269 


80-3907 
C 3,186:P-25/828 
United States. Bureau of the Census. 

Population estimates and projections. Washington, Dept. of 
Commerce, Bureau of the Census; for sale by the Supt. of 
Docs., U.S. Govt. Print. Off. 

20402 

27 cm. (Current population reports 

$1.00 

Caption title: 1977 population estimates for counties and 
incorporated places in Iowa 


: Series P-25 ; no. 828) 


Government Publications — February 1980 


@ltem 142-C 

S/N 003-001-91325-9 

Main series: United States. Bureau of the Census. Current 
population reports 

1. United States — Population — Statistics. 
forecasting — United States — Statistics. 3. lowa — Popula- 
tion — Statistics. I. Title. II. Series: United States. Bureau 


of the Census. Current population reports : Series P-25 ; no. 
828. 
HA195.A533 


2. Population 


75-648347 
312/.0973 


OCLC 2244269 


80-3908 
C 3.186:P-25/829 
United States. Bureau of the Census. 

Population estimates and projections. Washington, Dept. of 
Commerce, Bureau of the Census; for sale by the Supt. of 
Docs., U.S. Govt. Print. Off. 

20402 

27 cm. (Current population reports 

$1.25 

Caption title: 1977 population estimates for counties, incor- 
porated places, and minor civil divisions in Kansas 

@ltem 142-C 

S/N 003-001-91326-7 

Main series: United States. Bureau of the Census. Current 
population reports 

1. United States — Population — Statistics. 
forecasting — United States — Statistics. 3. Kansas — Popu- 
lation — Statistics. I. Title. II. Series: United States. Bureau 
of the Census. Current population reports : Series P-25 ; no. 
829. 

HA195.A533 


: Series P-25 ; no. 829) 


2. Population 


75-648347 
312/.0973 


OCLC 2244269 


80-3909 
C 3.186:P-25/863 
United States. Bureau of the Census. 

Population estimates and projections. Washington, Dept. of 
Commerce, Bureau of the Census; for sale by the Supt. of 
Docs., U.S. Govt. Print. Off. 

20402 

27 cm. (Current population reports 

$0.75 

Caption title: 1977 population estimates for counties and 
incorporated places in Wyoming 

@ltem 142-C 

S/N 003-001-91360-7 

Main series: United States. Bureau of the Census. Current 
population reports 

1. United States — Population — Statistics. 2. Population 
forecasting — United States — Statistics. 3. Wyoming — 
Population — Statistics. I. Title. II. Series: United States. 
Bureau of the Census. Current population reports : Series P- 
25 ; no. 863. 

HA195.A533 


: Series P-25 ; no. 863) 


75-648347 
312/.0973 


OCLC 2244269 





Census Bureau — Commerce Dept. 


80-3910 
C 3.186:P-25/865 
United States. Bureau of the Census. 

Population estimates and projections. Washington, Dept. of 
Commerce, Bureau of the Census; for sale by the Supt. of 
Docs., U.S. Govt. Print. Off. 

20402 

27 cm. (Current population reports : Series P-25 ; no. 865) 

$0.75 

Caption title: Estimates of the population of the United 
States to September 1, 1979 

@ltem 142-C 

S/N 003-001-91361-5 

Main series: United States. Bureau of the Census. Current 
population reports 

1. United States — Population — Statistics. 2. Population 
forecasting — United States — Statistics. I. Title. II. Series: 
United States. Bureau of the Census. Current population re- 
ports : Series P-25 ; no. 865. 

HA195.A533 

75-648347 
312/.0973 
OCLC 2244269 


80-3911 
C 3.186:P-26/77-51 
United States. Bureau of the Census. 

Federal-State cooperative program for population estimates. 
Washington, Dept. of Commerce, Bureau of the Census; for 
sale by the Supt. of Docs., U.S. Govt. Print. Off. 

20402 

v. 26 cm. (Current population reports : Series P-26 ; no. 77- 
51) 

$1.00 

Caption title: Estimates of the population of Puerto Rico 
municipios and metropolitan areas, July 1, 1976 (revised) and 
1977 (provisional) 

Caption title: Estimados de poblacion para municipios y 
areas metropolitanas de Puerto Rico, lero. de Julio de 1976 
(revisado) y 1977 (preliminar) 

@ltem 142-C 

S/N 003-001-91225-2 

ISSN 0565-0917 

Main series: United States. Bureau of the Census. Current 
population reports 

1. United States — Population — Statistics. 2. Population 
forecasting — United States — Statistics. 3. Puerto Rico — 
Population — Statistics. I. Title. II. Series: United States. 
Bureau of the Census. Current population reports : Series P- 
26 ; no. 77-51. 


sc-79002726 
OCLC 1586274 


80-3912 
C 3.186:P-26/78-1 
United States. Bureau of the Census. 

Federal-State cooperative program for population estimates. 
Washington, Dept. of Commerce, Bureau of the Census; for 
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by the Supt. of Docs., U.S. Govt. Print. Off., 1979. 

20402 

iv, 35 p. : ill. ; 26 cm. — (NBS special publication ; 400-52) 
(Semiconductor measurement technology) 

This activity was supported by the Dept. of Energy, Divi- 
sion of Electric Energy Systems. 

Issued Nov. 1979. 

Includes bibliographical references. 

CODEN:XNBSAV. 

@ltem 247 

S/N 003-003-02 138-5 

pbk. : $2.00 

1. Photoconductivity. 2. Semiconductors — Quality con- 
trol — Data processing. I. National Engineering Laboratory 
(U.S.). Electron Devices Division. II. United States. Divi- 
sion of Electric Energy Systems. III. Title. IV. Series. V 
Series: United States. National Bureau of Standards. Special 
publication ; 400-52. 

OCLC 5782427 


Government Publications — February 1980 


80-3981 


C 13.10:400-59 


Harman, George G. 


Nondestructive tests used to insure the integrity of semicon- 
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tice. — Washington : Dept. of Commerce, National Bureau of 
Standards : for sale by the Supt. of Docs., U.S. Govt. Print 
Off., 1979. 

20402 

ili, 36 p. : col. ill. ; 26 cm. — (Law enforcement equipment 
technology) (NBS special publication ; 480-14) 

Issued Aug. 1979. 


@ltem 247 

S/N 003-003-02098-2 

pbk. : $4.00 

1. Burglar-alarms — Handbooks, manuals, etc. I. Stenbak- 
ken, Gerard N., joint author. II. National Engineering Labo- 
ratory (U.S.). Center for Electronics and Electrical Engineer- 
ing. III. Law Enforcement Standards Laboratory. IV. Na- 
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Bureau of Standards. Special publication ; 517. 
OCLC 1354504 


80-3987 


C 13.10:519 


Materials Research Symposium, 9th, Gaithersburg, Md., 1978. 


Trace organic analysis : a new frontier in analytical chemis- 
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United States. Maritime Administration. 

United States oceanborne foreign trade routes. Washington, 
Dept. of Commerce, Maritime Administration; for sale by the 
Supt. of Docs., U.S. Govt. Print. Off. 

20402 

v. ill. 22 x 28 cm. 

$7.50 

1975/76- 

Report covers statistics for 1977 and preliminary statistics 
for 1978. 

@ltem 333-H 

S/N 003-007-00098-7 

ISSN 0161-8830 

Continues: United States. Maritime Administration. Essen- 
tial United States foreign trade routes 

1. Merchant marine — United States — Statistics — Periodi- 
cals. 2. Shipping — United States — Statistics — Periodicals. 
3. United States — Commerce — Periodicals. I. Title. 
HE745.U48b 

78-643733 
387.5/1 
OCLC 4043773 


ECONOMIC DEVELOPMENT 
ADMINISTRATION 
Commerce Dept. 
Washington, DC 20230 


80-4005 
C 46.2:P 96/8 
United States. Economic Development Administration. 
Questions and answers on the local public works program, 
Round II. — [Washington] : Dept. of Commerce, Economic 
Development Administration, 1977. 
20230 
9 p. ; 27 cm. 
June 13, 1977. 
@ltem 130-D 
pbk. 
1. United States — Public works. 
OCLC 3474324 


I. Title. 


80-4006 
C 46.2:Un 2/3/976 
United States. Economic Development Administration. 
Unemployment rates for states and indentifiable local gov- 
ernments under Title I of the Public works employment act 
of 1976 (PL 94-369) / U.S. Department of Commerce, Eco- 
nomic Development Administration. — [Washington] : The 
Administration, 1976. 
20230 
[62] p. ; 20 x 26 cm. 
August 25, 1976. 
@ltem 130-D 
pbk. 
1. Unemployed — United States — Statistics. 
HD5723.E28 1976 


I. Title. 


77-603732 
331.1/37973 
OCLC 3538115 


UNITED STATES TRAVEL SERVICE 
Commerce Dept. 
Washington, DC 20230 


80-4007 
C 47.2:C 16/2/975/highlights 
United States. Travel Service. Office of Research and Analysis. 
Highlights, Canadian vacation travel to the United States, 
1975 : highlights of a study of Canadian vacation patterns, 
characteristics of travelers and trips to each of nine regions of 
the U.S. as well as to the U.S. as a whole. — [Washington] : 
Dept. of Commerce, Travel Service, Office of Research and 
Analysis, 1976. 
20230 
34 p. ; 26 cm. 
Cover title: Highlights of vacation travel by Canadians in 
1975 in the United States. 
pbk. 
1. Tourist trade — United States. 2. Travelers — Canada. 
I. Traveldata International. II. Title. III. Title: Highlights 
of vacation travel by Canadians in 1975 in the United States. 
OCLC 3295840 


80-4008 
C 47.2:T 69/3/977 
USA travel information. — [Washington] : Dept. of Commerce, 
Travel Service, [19797]. 
20230 
69 p. : ill. map ; 23 x 10 cm. — (USTS ; 417-E) 
@ltem 271-A-1 
pbk. 
1. United States — Description and travel — Guide-books. 
I. United States. Travel Service. 
OCLC 5763053 


80-4009 
C 47.12:Ec 7 
West Virginia. University. 
Creating economic growth & jobs through travel & tourism 
: a manual for community and business developers : a prelimi- 
nary report / conducted by West Virginia University for 
United States Travel Service, U.S. Department of Commerce 
... [et al.]. — [Washington] : The Service, 1978 i.e. 1979. 
20230 
vi, 25 p. ; 26 cm. 
Sept. 1978. 
@ltem 271-A-2 
pbk. 
1. Tourist trade. 2. Tourist trade — West Virginia. I. 
United States. Travel Service. II. Title. 
OCLC 5031029 





80-4010 
C 47.13:P 96/977 
United States. Travel Service. 

Publications & materials of the United States Travel Serv- 
ice. — [Washington] : Dept. of Commerce, Travel Service, 
[19797] 

20230 

24 p. ; 24x 11 cm. 

@ltem 271-B-6 

pbk. 

1. United States. Travel Service — Bibliography. I. Title. 
OCLC 5747325 


80-4011 
C 47.13:R 31/979 
United States. Travel Service. Research and Analysis Division. 
A bibliography of USTS research publications. — Washing- 
ton : Dept. of Commerce, Travel Service, 1979. 
20230 
12 p. ; 24x 11 cm. 
@ltem 271-G-6 
pbk. 
1. Tourist trade — United States — Bibliography — Cata- 
logs. I. Title. 
OCLC 5763271 


80-4012 
C 47.18:Eu 7/976 
United States. Travel Service. 

1976 patterns of foreign travel in the U.S. : Europe. — 
[Washington] : Dept. of Commerce, United States Travel 
Service, 1978. 

20230 

folder (10 p.) : ill. ; 23 x 10 cm. 

Dec. 1978. 

@ltem 271-B-5 

pbk. 

1. Visitors, Foreign — United States — Statistics. 
elers — Europe. I. Title. 

OCLC 5768044 


80-4013 


2. Trav- 


C 47.18:Is 4 
United States. Travel Service. 

1976 patterns of foreign travel in the U.S. : The Islands. — 
[Washington] : Dept. of Commerce, United States Travel 
Service, 1978. 

20230 

folder (10 p.) : ill. ; 23 x 10 cm. 

Dec. 1978. 

@ltem 271-B-5 

pbk. 

1. Visitors, Foreign — United States — Statistics. 2. Trav- 
elers — Statistics. I. Title. 

OCLC 5766418 


80-4014 
C 47.18:Un 3/976 
United States. Travel Service. 

1976 patterns of foreign travel in the U.S. : U.S. flag air 
carriers. — [Washington] : Dept. Commerce, United States 
Travel Service, 1978. 

20230 

folder (10 p.) : ill. ; 23 x 10 cm. 

Dec. 1978. 

@ltem 271-B-5 

pbk. 

1. Visitors, Foreign — United States — Statistics. 
elers — Statistics. 3. Air lines — Statistics. I. Title. 
OCLC 5770263 


2. Trav- 


Government Publications — February 1980 


NATIONAL TECHNICAL INFORMATION 
SERVICE 
Commerce Dept. 
Springfield, VA 22161 
80-4015 
C 51.2:C 73/2 
United States. National Technical Information Service. 
Computer product selections. — Springfield, Va. : Dept. of 
Commerce, National Technical Information Service, 1977. 
22161 
17, 14 p. ; 28 cm. — (NTIS-PR ; 260) 
June 1977. 
@ltem 271 
pbk. 
1. Computer programs. I. Title. 
OCLC 5785410 


80-4016 
C 51.8:En 2 
United States. National Technical Information Service. 

Energy research and energy information services available 
from the National Technical Information Service. — [Spring- 
field, Va. : Dept. of Commerce], National Technical Informa- 
tion Service, [19797] 

22161 

14 p. ; 21 x 27 cm. — (NTIS-PR ; 378) 

Includes bibliographical references. 

@ltem 188-A-2 

pbk. 

1. Power resources — Bibliography. 2. Power resources — 
Information services. I. Title. 

OCLC 5787329 


NATIONAL OCEANIC AND ATMOSPHERIC 
ADMINISTRATION 
Commerce Dept. 
Rockville, Md. 20852 
80-4017 
C 55.2:M 33/3 
Marine advisory service directory. Rockville, Md., Dept. of 

Commerce, National Oceanic and Atmospheric Administr- 
tion, [Office of Sea Grant], National Sea Grant College Pro- 
gram. 

20852 

27 cm. 

Aug. 1979. 

@ltem 250-E-2 

1. Oceanographic research — United States — Directories. 
2. Marine biology — Research — United States — Directories. 
3. United States. National Oceanic and Atmospheric Adminis- 
tration. Office of Sea Grant — Directories. I. United States. 
National Oceanic and Atmospheric Administration. Office of 
Sea Grant. 
OCLC 5732376 


80-4018 
C 55.12:79-3 
United States. Office of Federal Coordinator for Meteorological 
Services and Supporting Research. 

National winter storms operations plan. Washington, Dept. 
of Commerce, National Oceanic and Atmospheric Adminis- 
tration, [Office of] Federal Coordinator for Meteorological 
Services and Supporting Research. 

ill. 27 cm. (FCM ; 79-3) (NOAA S/T ; 79-371) 

1lth- ed.; 1979- 

lith ed., 1979. 

Annual. 





National Weather Service — Commerce Dept. 


@ltem 250-E 

Main series: United States. Office of Federal Coordinator 
for Meteorological Services and Supporting Research. FCM 

Main series: United States. National Oceanic and Atmos- 
pheric Administration. NOAA S/T 

Continues: National east coast winter storms operations 
plan 

1. Storms— Atlantic States — Periodicals. 2. Storms — 
Gulf States — Periodicals. 3. Meteorological services — At- 
lantic States — Periodicals. 4. Meteorological services — 
Gulf States— Periodicals. I. Title. II. Series: United 
States. Office of Federal Coordinator for Meteorological 
Services and Supporting Research. FCM ; 79-3. 


Report covers fiscal year 1978. 

Continues a publication with the same title issued by the 
Office under an earlier name of the Service: Weather Bureau. 

@ltem 275 

1. United States. National Weather Service. Systems Devel- 
opment Office — Periodicals. 2. Weather forecasting — Per- 
iodicals. I. Title. 
QC875.U7US7a 

74-648551 

551.6/028 
OCLC 2240107 


OCLC 5722557 
80-4019 


80-4022 
C 55.111:979 
United States. National Weather Service. 
Operations of the National Weather Service. Silver Spring, 


C 55.27/3:973-78 
Charak, Mason T. 


Weather modification reporting program, 1973-78 / Mason 
T. Charak, Atmospheric Programs Office. — Rockville, Md. : 
Dept. of Commerce, National Oceanic and Atmospheric Ad- 
ministration, Office of Research and Development, 1979. 

20852 

ii, 73 p. ; 27 cm. 

June 1979. 

Bibliography: p. 20. 

@ltem 834-R 

pbk. : 

1. Weather control — United States. I. United States. Na- 
tional Oceanic and Atmospheric Administration. Office of 
Research and Development. II. United States. National Oce- 
anic and Atmospheric Administration. Atmospheric Programs 
Office. III. Title. 

OCLC 5768201 


80-4020 
C 55.29:977-78 
United States. Office of Ocean Engineering. 

Manned undersea science and technology; report. Rock- 
ville, Md., Dept. of Commerce, National Oceanic and Atmos- 
pheric Administration, Office of Ocean Engineering. 

20852 

ill. 27 cm. 

1976/77-77/78- 

Report covers fiscal year. 

Includes bibliographies. 

@ltem 250-E-12 

Continues: United States. National Oceanic and Atmospher- 
ic Administration. Manned undersea science and technology; 
report 

1. Underwater exploration — Periodicals. 2. Oceanograph- 
ic research — United States — Periodicals. I. Title. 

OCLC 5742637 


NATIONAL WEATHER SERVICE 
Commerce Dept. 
Silver Spring, MD 20910 
80-4021 
C 55.102:Sy 8/978 
United States. National Weather Service. Systems Development 
Office. 
Programs and accomplishments. Silver Spring, Md., Dept. 
of Commerce, National Oceanic and Atmospheric Adminis- 


tration, National Weather Service, Systems Development 
Office. 


20910 
ill. 26 cm. 
1969/70- 
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Md., Dept. of Commerce, National Oceanic and Atmospheric 
Administration, National Weather Service; for sale by the 
Supt. of Docs., U.S. Govt. Print. Off. 

20402 

v. 22 x 28 cm. 

$6.00 

1970- 

1979 edition. 

@ltem 275 

S/N 003-018-00098-9 

ISSN 0095-5507 

Continues: United States. Weather Bureau. Operations of 
the Weather Bureau (OCoLC)5313332 

1. United States. National Weather Service — Periodicals. 
I. Title. 
QC875.U7A28 

75-640048 

353.008/1 
OCLC 1798032 


ENVIRONMENTAL DATA AND 
INFORMATION SERVICE 
Commerce Dept. 
Washington, DC 20235 


80-4023 


C 55.202:C 61/2/978 


Comparative climatic data for the United States. Asheville, 


N.C., Dept. of Commerce, National Oceanic and Atmospher- 
ic Administration, National Climatic Center; [for sale by the 
National Climatic Center] 

Federal Bldg., 28801 

v. 22 x 28 cm. 

1978- 

Vols. for 1978- prepared by the National Climatic Center. 

1978. 

ISSN 0195-8259 

Continues: Comparative climatic data ISSN 0195-8666 
(OCoLC)3154205 

1. United States — Climate — Tables, etc. I. National Cli- 
matic Center. 
PAR 


79-644434 
OCLC 5629209 





80-4024 
C 55.202:R 11 
Hudlow, Michael D. 

GATE radar rainfall atlas / Michael D. Hudlow and 
Vernon L. Patterson, Center for Environmental Assessment 
Services, National Oceanic and Atmospheric Administra- 
tion. — [Washington] : Dept. of Commerce, National Oceanic 
and Atmospheric Administration, [Office of Oceanic and At- 
mospheric Services], Environmental Data and Information 
Service : for sale by the Supt. of Docs., U.S. Govt. Print. 
Off., 1979. 

20402 

ili, 155 p. : ill. ; 28 cm. — (NOAA special report) 

Mar. 1979. 

Bibliography: p. 33-35. 

@ltem 273-D-1 

S/N 003-019-00046-2 

pbk. : $3.25 

1. GATE — Atlases. 2. Radar meteorology. I. Patterson, 
Vernon L., joint author. II. United States. Environmental 
Data and Information Service. III. Center for Environmen- 
tal Assessment Services (U.S.) IV. Title. 

OCLC 5540096 


80-4025 
C 55.214/a:C 99 
Lawrence, Miles B. 

North Atlantic tropical cyclones, 1978 / Miles B. Law- 
rence, National Hurricane Center, NOAA. — [Asheville, 
N.C.] : Dept. of Commerce, [National Oceanic and Atmos- 
pheric Administration, Environmental Data and Information 
Service, National Climatic Center, 19797]. 

28801 

[8] p. : ill. ; 28 cm. 

From U.S. Department of Commerce, NOAA's Climato- 
logical Data, National Summary, Vol. 29, no. 13, 1978. 

pbk. 

1. Cyclone tracks— North Atlantic Ocean. I. National 
Climatic Center. II. National Hurricane Center. III. Title. 
OCLC 5791737 


80-4026 
C 55.214/a:L 62 
Vignasky, Henry N. 

General summary of lightning, 1978 / Henry N. Vigansky, 
National Oceanic and Atmospheric Administration, Environ- 
mental Data and Information Service, National Climatic 
Center. — Asheville, N.C. : The Center, [19787] 

28801 

[4] p. ; 28 cm. 

From U.S. Department of Commerce, NOAA’s Climato- 
logical Data, National Summary, Vol. 2, No. 13, 1978. 

Bibliography: [1] 

pbk. 

1. Lightning — United States— States. 2. Accidents — 
United States — States. I. National Climatic Center. II. 
Title. 

OCLC 5779302 


80-4027 
C 55.214/a:N 78 
National Climatic Center. 

Normals, means and extremes. — [Asheville, N.C. : Dept. of 
Commerce, National Oceanic and Atmospheric Administra- 
tion, Environmental Data and Information Service, National 
Climate Center, 19797] 

Federal Blgd., 28801 

8 p. ; 28 cm. 

“From U.S. Department of Commerce, NOAA's Climato- 
logical Data, national summary, Vol. 29, no. 13, 1978.” 


Government Publications — February 1980 


1. Meterology — United States — Statistics. 2. United 
States — Climate — Statistics. I. Title. 
OCLC 5758872 


NATIONAL CLIMATIC CENTER 
Commerce Dept. 
Washington, DC 20230 


80-4028 


C 55.286/3:Am 1 


Airport climatological summary. Amarillo, Texas, Amarillo Air 


Terminal. Asheville, N. C., Dept. of Commerce, National 
Oceanic and Atmospheric Administration, Environmental 
Data and Information Service, National Climatic Center, 
1979- 

Federal Bldg., 28801 

v. 28 cm. (Climatography of the United States ; no. 90) 

1965/74- 

June 1979. 

Main series: National Climatic Center. Climatography of 
the United States ISSN 0565-4564 

1. United States— Climate. 2. Amarillo, Tex. — Climate. 


3. Meteorology in aeronautics. I. National Climatic Center. 
II. Series. 


OCLC 5120004 


80-4029 


C 55.286/3:B 17 


Airport climatological summary. Bakersfield, California, Kern 


County Air Terminal. Asheville, N. C., Dept. of Commerce, 
National Oceanic and Atmospheric Administration, Environ- 
mental Data and Information Service, National Climatic 
Center, 1979- 

Federal Blidg., 28801 

v. 28 cm. (Climatography of the United States ; no. 90) 

1965/74- 

June 1979. 

Main series: National Climatic Center. Climatography of 
the United States ISSN 0565-4564 

1. United States— Climate. 2. Bakersfield, Calif. — Cli- 
mate. 3. Meteorology in aeronautics. I. National Climatic 
Center. II. Series. 
OCLC 5120004 


80-4030 


C 55.286/3:B 38 


Airport climatological summary. Beckley, West Virginia, Ra- 


leigh County Memorial Airport. Asheville, N. C., Dept. of 
Commerce, National Oceanic and Atmospheric Administra- 
tion, Environmental Data and Information Service, National 
Climatic Center, 1979- 

Federal Bidg., 28801 

v. 28 cm. (Climatography of the United States ; no. 90) 

1965/74- 

June 1979. 

Main series: National Climatic Center. Climatography of 
the United States ISSN 0565-4564 

1. United States — Climate. 2. Beckley, W. Va. — Climate. 
3. Meteorology in aeronautics. I. National Climatic Center. 
II. Series. 
OCLC 5120004 
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National Climatic Center — Commerce Dept. 


80-4031 
C 55.286/3:B 76 
Airport climatological summary. Bridgeport, Connecticut, Si- 
korsky Memorial Airport. Asheville, N. C., Dept. of Com- 
merce, National Oceanic and Atmospheric Administration, 
Environmental Data and Information Service, National Cli- 
matic Center, 1979- 
Federal Bldg., 28801 
v. 28 cm. (Climatography of the United States ; no. 90) 
1965/74- 
June 1979. 
Main series: National Climatic Center. Climatography of 
the United States ISSN 0565-4564 
1. United States— Climate. 2. Bridgeport, Conn. — Cli- 
mate. 3. Meteorology in aeronautics. I. National Climatic 
Center. II. Series. 
OCLC 5120004 


80-4032 
C 55.286/3:C 27 
Airport climatological summary. Casper, Wyoming, Natrona 
County International Airport. Asheville, N. C., Dept. of 
Commerce, National Oceanic and Atmospheric Administra- 
tion, Environmental Data and Information Service, National 
Climatic Center, 1979- 
Federal Bldg., 28801 
v. 28 cm. (Climatography of the United States ; no. 90) 
1965/74- 
June 1979. 
Main series: National Climatic Center. Climatography of 
the United States ISSN 0565-4564 
1. United States— Climate. 2. Casper, Wyo. — Climate. 
3. Meteorology in aeronautics. I. National Climatic Center. 
II. Series. 


OCLC 5120004 


80-4033 
C 55.286/3:C 42 
Airport climatological summary. Cheyenne, Wyoming, Munici- 
pal Airport. Asheville, N. C., Dept. of Commerce, National 
Oceanic and Atmospheric Administration, Environmental 
Data and Information Service, National Climatic Center, 
1979- 
Federal Bldg., 28801 
v. 28 cm. (Climatography of the United States ; no. 90) 
1965/74- 
June 1979. 
Main series: National Climatic Center. Climatography of 
the United States ISSN 0565-4564 
1. United States — Climate. 
mate. 3. Meteorology in aeronautics. I. National Climatic 
Center. II. Series. 
OCLC 5120004 


80-4034 


2. Cheyenne, Wyo. — Cli- 


C 55.286/3:C 71 
Airport climatological summary. Colorado Springs, Colorado, 

Peterson Field. Asheville, N. C., Dept. of Commerce, Nation- 
al Oceanic and Atmospheric Administration, Environmental 
Data and Information Service, National Climatic Center, 
1979- 

Federal Bldg., 28801 

v. 28 cm. (Climatography of the United States 

1965/74- 

June 1979. 

Main series: National Climatic Center. Climatography of 
the United States ISSN 0565-4564 

1. United States — Climate. 2. Colorado Springs, Colo. — 
Climate. 3. Meteorology in aeronautics. I. National Cli- 
matic Center. II. Series. 
OCLC 5120004 


; no. 90) 
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80-4035 
C 55.286/3:D 33 
Airport climatological summary. Daytona Beach, Florida, Re- 
gional Airport. Asheville, N. C., Dept. of Commerce, Nation- 
al Oceanic and Atmospheric Administration, Environmental 
Data and Information Service, National Climatic Center, 
1979- 
Federal Bldg., 28801 
v. 28 cm. (Climatography of the United States ; no. 90) 
1965/74- 
June 1979. 
Main series: National Climatic Center. Climatography of 
the United States ISSN 0565-4564 
1. United States — Climate. 2. Daytona Beach, Fla. — Cli- 
mate. 3. Meteorology in aeronautics. I. National Climatic 
Center. II. Series. 
OCLC 5120004 


80-4036 
C 55,.286/3:G 76 
Airport climatological summary. Grand Junction, Colorado, 
Walker Field. Asheville, N. C., Dept. of Commerce, National 
Oceanic and Atmospheric Administration, Environmental 
Data and Information Service, National Climatic Center, 
1979- 
Federal Bldg., 28801 
v. 28 cm. (Climatography of the United States ; no. 90) 
1965/74- 
June 1979. 
Main series: National Climatic Center. Climatography of 
the United States ISSN 0565-4564 
1. United States— Climate. 2. Grand Junction, Colo. — 
Climate. 3. Meteorology in aeronautics. I. National Cli- 
matic Center. II. Series. 
OCLC 5120004 


80-4037 
C 55.286/3:G 79 
Airport climatological summary. Great Falls, Montana, Interna- 
tional Airport. Asheville, N. C., Dept. of Commerce, Nation- 
al Oceanic and Atmospheric Administration, Environmental 
Data and Information Service, National Climatic Center, 
1979- 
Federal Bldg., 28801 
v. 28 cm. (Climatography of the United States ; 
1965/74- 
June 1979. 
Main series: National Climatic Center. Climatography of 
the United States ISSN 0565-4564 
1. United States — Climate. 2. Great Falls, Mont. — Cli- 
mate. 3. Meteorology in aeronautics. I. National Climatic 
Center. II. Series. 
OCLC 5120004 


80-4038 


no. 90) 


C 55.286/3:H 36 
Airport climatological summary. Helena, Montana, Helena Air- 

port. Asheville, N. C., Dept. of Commerce, National Oceanic 
and Atmospheric Administration, Environmental Data and 
Information Service, National Climatic Center, 1979- 

Federal Bldg., 28801 

v. 28 cm. (Climatography of the United States 

1965/74- 

June 1979. 

Main series: National Climatic Center. Climatography of 
the United States ISSN 0565-4564 

1. United States — Climate. 2. Helena, Mont. — Climate. 
3. Meteorology in aeronautics. I. National Climatic Center. 
Il. Series. 
OCLC 5120004 


: no. 90) 





80-4039 
C 55.286/3:In 8 
Airport climatological summary. International Falls, Minnesota, 
Falls International Airport. Asheville, N. C., Dept. of Com- 
merce, National Oceanic and Atmospheric Administration, 
Environmental Data and Information Service, National Cli- 
matic Center, 1979- 
Federal Bldg., 28801 
v. 28 cm. (Climatography of the United States ; no. 90) 
1965/74- 
June 1979. 
Main series: National Climatic Center. Climatography of 
the United States ISSN 0565-4564 
1. United States—Climate. 2. 
Minn. — Climate. 
al Climatic Center. 
OCLC 5120004 


80-4040 


International 
3. Meteorology in aeronautics. 
II. Series. 


Falls, 
I. Nation- 


C 55.286/3:K 52 
Airport climatological summary. Key West, Florida, Interna- 

tional Airport. Asheville, N. C., Dept. of Commerce, Nation- 
al Oceanic and Atmospheric Administration, Environmental 
Data and Information Service, National Climatic Center, 
1979- 

Federal Bldg., 28801 

v. 28 cm. (Climatography of the United States ; no. 90) 

1965/74- 

June 1979. 

Main series: National Climatic Center. Climatography of 
the United States ISSN 0565-4564 

1. United States — Climate. 2. Key West, Fla. — Climate. 
3. Meteorology in aeronautics. I. National Climatic Center. 
II. Series. 
OCLC 5120004 


80-4041 
C 55.286/3:L 33 
Airport climatological summary. Las Vegas, Nevada, McCarran 
International Airport. Asheville, N. C., Dept. of Commerce, 
National Oceanic and Atmospheric Administration, Environ- 
mental Data and Information Service, National Climatic 
Center, 1979- 
Federal Bldg., 28801 
v. 28 cm. (Climatography of the United States ; no. 90) 
1965/74- 
June 1979. 
Main series: National Climatic Center. Climatography of 
the United States ISSN 0565-4564 
1. United States— Climate. 2. Las Vegas, Nev. — Clli- 
mate. 3. Meteorology in aeronautics. I. National Climatic 
Center. II. Series. 
OCLC 5120004 


80-4042 
C 55.286/3:list 
Airport climatological summary. Station location and name list. 
Asheville, N. C., Dept. of Commerce, National Oceanic and 
Atmospheric Administration, Environmental Data and Infor- 
mation Service, National Climatic Center, 1979- 
Federal Bldg., 28801 
v. map 28 cm. (Climatography of the United States ; no. 90) 
1965/74- 
June 1979. 
Main series: National Climatic Center. Climatography of 
the United States ISSN 0565-4564 
1. United States — Climate. 2. Meteorology in aeronautics. 
I. National Climatic Center. II. Series. 
OCLC 5120004 


Government Publications — February 1980 


80-4043 
C 55.286/3:M 54 
Airport climatological summary. Meridian, Mississippi, Key 
Field. Asheville, N. C., Dept. of Commerce, National Ocean- 
ic and Atmospheric Administration, Environmental Data and 
Information Service, National Climatic Center, 1979- 
Federal Bldg., 28801 
v. 28 cm. (Climatography of the United States ; no. 90) 
1965/74- 
June 1979. 
Main series: National Climatic Center. Climatography of 
the United States ISSN 0565-4564 
1. United States — Climate. 2. Meridian, Miss. — Climate. 
3. Meteorology in aeronautics. I. National Climatic Center. 
II. Series. 
OCLC 5120004 


80-4044 
C 55.286/3:N 81 
Airport climatological summary. North Platte, Nebraska, Lee 
Bird Field. Asheville, N. C., Dept. of Commerce, National 
Oceanic and Atmospheric Administration, Environmental 
Data and Information Service, National Climatic Center, 
1979- 
Federal Bldg., 28801 
v. 28 cm. (Climatography of the United States ; no. 90) 
1965/74- 
June 1979. 
Main series: National Climatic Center. Climatography of 
the United States ISSN 0565-4564 
1. United States— Climate. 2. North Platte, Neb. — Cli- 
mate. 3. Meteorology in aeronautics. I. National Climatic 
Center. II. Series. 
OCLC 5120004 


80-4045 
C 55.286/3:01 9 
Airport climatological summary. Olympia, Washington, Olym- 
pia Airport. Asheville, N. C., Dept. of Commerce, National 
Oceanic and Atmospheric Administration, Environmental 
Data and Information Service, National Climatic Center, 
1979- 
Federal Bldg., 28801 
v. 28 cm. (Climatography of the United States ; 
1965/74- 
June 1979. 
Main series: National Climatic Center. Climatography of 
the United States ISSN 0565-4564 
1. United States — Climate. 2. Olympia, Wash. — Climate. 
3. Meteorology in aeronautics. I. National Climatic Center. 
II. Series. 
OCLC 5120004 


80-4046 


no. 90) 


C 55.286/3:P 56 
Airport climatological summary. Phoenix, Arizona, Sky Harbor 

International Airport. Asheville, N. C., Dept. of Commerce, 
National Oceanic and Atmospheric Administration, Environ- 
mental Data and Information Service, National Climatic 
Center, 1979- 

Federal Bldg., 28801 

v. 28 cm. (Climatography of the United States 

1965/74- 

June 1979. 

Main series: National Climatic Center. Climatography of 
the United States ISSN 0565-4564 

1. United States — Climate. 2. Phoenix, Ariz. — Climate. 
3. Meteorology in aeronautics. I. National Climatic Center. 
II. Series. 
OCLC 5120004 


; no. 90) 
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National Climatic Center — Commerce Dept. 


80-4047 
C 55.286/3:P 75 
Airport climatological summary. Pocatello, Idaho, Municipal 
Airport. Asheville, N. C., Dept. of Commerce, National Oce- 
anic and Atmospheric Administration, Environmental Data 
and Information Service, National Climatic Center, 1979- 
Federal Bldg., 28801 
v. 28 cm. (Climatography of the United States ; no. 90) 
1965/74- 
June 1979. 
Main series: National Climatic Center. Climatography of 
the United States ISSN 0565-4564 
1. United States — Climate. 2. Pocatello, Idaho — Climate. 
3. Meteorology in aeronautics. I. National Climatic Center. 
II. Series. 
OCLC 5120004 


80-4048 
C 55.286/3:R 18 
Airport climatological summary. Rapid City, South Dakota, 
Rapid City Regional Airport. Asheville, N. C., Dept. of Com- 
merce, National Oceanic and Atmospheric Administration, 
Environmental Data and Information Service, National Cli- 
matic Center, 1979- 
Federal Bldg., 28801 
v. 28 cm. (Climatography of the United States ; 
1965/74- 
June 1979. 
Main series: National Climatic Center. Climatography of 
the United States ISSN 0565-4564 
1. United States— Climate. 2. Rapid City, S.D.— Cli- 
mate. 3. Meteorology in aeronautics. I. National Climatic 
Center. II. Series. 
OCLC 5120004 


no. 90) 


80-4049 
C 55.286/3:Sa 1 
Airport climatological summary. Sacramento, California, Execu- 
tive Airport. Asheville, N. C., Dept. of Commerce, National 
Oceanic and Atmospheric Administration, Environmental 
Data and Information Service, National Climatic Center, 
1979- 
Federal Bldg., 28801 
v. 28 cm. (Climatography of the United States 
1965/74- 
June 1979. 
Main series: National Climatic Center. Climatography of 
the United States ISSN 0565-4564 
1. United States — Climate. 2. Sacramento, Calif. — Cli- 
mate. 3. Meteorology in aeronautics. I. National Climatic 
Center. II. Series. 
OCLC 5120004 


; no. 90) 


80-4050 
C 55.286/3:Si 7 
Airport climatological summary. Sioux City, Iowa, Municipal 
Airport. Asheville, N. C., Dept. of Commerce, National Oce- 
anic and Atmospheric Administration, Environmental Data 
and Information Service, National Climatic Center, 1979- 
Federal Bldg., 28801 
v. 28 cm. (Climatography of the United States 
1965/74- 
June 1979. 
Main series: National Climatic Center. Climatography of 
the United States ISSN 0565-4564 
1. United States — Climate. 2. 
mate. 3. Meteorology in aeronautics. I. National Climatic 
Center. II. Series. 
OCLC 5120004 


; no. 90) 


Sioux City, Iowa — Cli- 
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80-4051 
C 55.286/3:W 11 
Airport climatological summary. Waco, Texas, Madison Cooper 
Airport. Asheville, N. C., Dept. of Commerce, National Oce- 
anic and Atmospheric Administration, Environmental Data 
and Information Service, National Climatic Center, 1979- 
Federal Bldg., 28801 
v. 28 cm. (Climatography of the United States ; no. 90) 
1965/74- 
June 1979. 
Main series: National Climatic Center. Climatography of 
the United States ISSN 0565-4564 
1. United States — Climate. 2. Waco, Tex.— Climate. 3. 
Meteorology in aeronautics. I. National Climatic Center. 
II. Series. 
OCLC 5120004 


80-4052 
C 55.286/3:W 29 
Airport climatological summary. Waterloo, Iowa, Municipal 
Airport. Asheville, N. C., Dept. of Commerce, National Oce- 
anic and Atmospheric Administration, Environmental Data 
and Information Service, National Climatic Center, 1979- 
Federal Bidg., 28801 
v. 28 cm. (Climatography of the United States ; 
1965/74- 
June 1979. 
Main series: National Climatic Center. Climatography of 
the United States ISSN 0565-4564 
1. United States— Climate. 2. Waterloo, lowa — Climate. 
3. Meteorology in aeronautics. I. National Climatic Center 
II. Series. 
OCLC 5120004 


no. 90) 


80-4053 
C 55.286/3:W 52 
Airport climatological summary. West Palm Beach, Florida, 
Palm Beach International Airport. Asheville, N. C., Dept. of 
Commerce, National Oceanic and Atmospheric Administra- 
tion, Environmental Data and Information Service, National 
Climatic Center, 1979- 
Federal Bldg., 28801 
v. 28 cm. (Climatography of the United States ; 
1965/74- 
June 1979. 
Main series: National Climatic Center. Climatography of 
the United States ISSN 0565-4564 
1. United States — Climate. 2. West Palm Beach, Fla. — 
Climate. 3. Meteorology in aeronautics. I. National Cli- 
matic Center. II. Series. 
OCLC 5120004 


no. 90) 


80-4054 
C 55.286/3:W 89 
Airport climatological summary. Worcester, Massachusetts, Mu- 
nicipal Airport. Asheville, N. C., Dept. of Commerce, Na- 
tional Oceanic and Atmospheric Administration, Environmen- 
tal Data and Information Service, National Climatic Center. 
1979- 
Federal Bldg.. 28801 
v. 28 cm. (Climatography of the United States 
1965/74- 
June 1979. 
Main series: National Climatic Center. Climatography of 
the United States ISSN 0565-4564 
i. United States — Climate. 2. Worcester, Mass. — Cli- 
mate. 3. Meteorology in aeronautics. I. National Climatic 
Center. II. Series 
OCLC 5120004 


; no. 90) 





80-4055 
C 55.286/3:Y 1 
Airport climatological summary. Yakima, Washington, Munici- 
pal Airport. Asheville, N. C., Dept. of Commerce, National 
Oceanic and Atmospheric Administration, Environmental 
Data and Information Service, National Climatic Center, 
1979- 
Federal Bldg., 28801 
v. 28 cm. (Climatography of the United States 
1965/74- 
June 1979. 
Main series: National Climatic Center. Climatography of 
the United States ISSN 0565-4564 
1. United States— Climate. 2. Yakima, Wash. — Climate. 
3. Meteorology in aeronautics. I. National Climatic Center. 
II. Series. 
OCLC 5120004 


; no. 90) 


80-4056 
C 55.288:N 42/m/976 
National Climatic Center. 

Index of original surface weather records (hourly, synoptic, 
autographic) for stations in New Mexico. — Asheville, N.C. : 
Dept. of Commerce, [National Oceanic and Atmospheric Ad- 
ministration], National Climatic Center : for sale by the Na- 
tional Climatic Center, [19777]. 

28801 

39 p. in various pagings ; 28 cm. 

pbk. 

1. Meteorology — New Mexico. 2. New Mexico — Cli- 
mate. 3. Meteorology — United States — Observations — In- 
dexes. 4. Meteorological stations— United States. 5. 
United States — Climate — Indexes. I. Title. 

OCLC 5792039 


NATIONAL MARINE FISHERIES SERVICE 
Commerce Dept. 
Washington, DC 20235 


80-4057 
C 55.301:978 
United States. National Marine Fisheries Service 
Report of the National Marine Fisheries Service. Washing- 
ton, Dept. of Commerce, National Oceanic and Atmospheric 
Administration, National Marine Fisheries Service 
20230 
ill. 27 cm. 
1978. 
@ltem 609-C-2 
ISSN 0093-9412 
1. United States. National Marine Fisheries Service. 2 
Fisheries — Research — United States — Periodicals. I. Title 
SH11.A35a 
74-640855 
639/.2/0973 
OCLC 1791550 


80-4058 
C 55.309/2:7807 
Fish meal and oil, annual summary. Washington, Dept. of Com- 
merce, National Oceanic and Atmospheric Administration, 
National Marine Fisheries Service 
20235 
v. 27 cm. (Current fisheries statistics ; no. 7807) 
“FM” 
1978. 
@ltem 610-A 
ISSN 0162-6124 


Government Publications — February 1980 


Main series: Current fisheries statistics 

1. Fish-meal — Statistics — Periodicals. 
tistics — Periodicals. 
eries Service. 


2. Fish-oil — Sta- 
I. United States. National Marine Fish- 


sc-79003324 
OCLC 4007504 


NATIONAL OCEAN SURVEY 
Commerce Dept. 
Rockville, MD 20852 


80-4059 
C 55.402:G 29/8 
International Symposium on Problems Related to the Redefini- 
tion of North American Geodetic Networks, 2d, Arlington, 
Va., 1978. 

Proceedings : Second International Symposium on Prob- 
lems Related to the Redefinition of North American Geodetic 
Networks, held at the Marriott Hotel, Arlington, Virginia, 
April 24 to 28, 1978.—[Rockville, Md.] : Dept. of Com- 
merce, National Oceanic and Atmospheric Administration, 
[Office of Oceanic and Administrative Services], National 
Ocean Survey ; Washington : for sale by the Supt. of Docs., 
U.S. Govt. Print. Off., 1979. 

20402 

xiii, 645 p. : ill. ; 25 cm. 

“Symposium sponsored by U.S. Department of Commerce, 
National Oceanic and Atmospheric Administration, Depart- 
ment of Energy, Mines and Resources, Surveys and Mapping 
Branch, Geodetic Survey of Canada, Danish Geodetic Insti- 
tute.” 

Includes bibliographies. 

Stock number is incorrect in publication 

@ltem 192 

S/N 003-017-00426-1 

pbk. : $7.75 

1. Nets (Geodesy) — Congresses. 2. Geodesy — North 
America — Congresses. I. National Ocean Survey. Il 
Canada. Geodetic Survey. III. Denmark. Geodae@tisk Insti- 
tut. IV. Title 
QB301.166 1978 

78-015124 
526.3 
OCLC 4135295 


80-4060 
C 55.425/2:980 
National Ocean Survey 

Tidal current tables, Pacific coast of North America and 
Asia. [Rockville, Md.] Dept. of Commerce. National Oceanic 
and Atmospheric Administration, National Ocean Survey: 
[for sale by the National Ocean Survey] 

20852 

v. ill. 27 cm. (NOAA S/T ; 79-352) 

1972- 

1980. 

Includes index 

@liem 191 

Main series: United States. National Oceanic and Atmos- 
pheric Administration. NOAA S/T 

Continues: United States. Coast and Geodetic Survey. Tidal 
current tables, Pacific coast of North America and Asia 
(OCoL.C)4615056 

1. Tides — Tables 
(North America) 
Yearbooks. 1. Title 
OCLC 2458480 


Yearbooks. 2. Tides 


Yearbooks. 3. Tides 


Pacific coast 


Pacific Ocean 





Environmental Research Laboratories — Commerce Dept. 


ENVIRONMENTAL RESEARCH 
LABORATORIES 
Commerce Dept. 

Boulder, CO 80302 


80-4061 
C 55.602:En 8/3/summ. 
Environmental Research Laboratories. 
Environmental assessment of the Alaskan Continental shelf 
: executive summary, April 1976-March 1977. — [Boulder, 
Colo.] : Dept. of Commerce, National Oceanic and Atmos- 
pheric Administration, Environmental Research Laboratories, 
1977. 
80302 
xviii, 107 p. : ill., maps ; 27 cm. 
pbk. 
1. Continental shelf — Alaska. 
analysis — Alaska. I. Title. 
OCLC 5783808 


80-4062 


2. Environmental impact 


C 55.602:M 56/3 

Trace metals and marine production processes : proceedings of 
a workshop held at the Pacific Marine Environmental Labo- 
ratory, February 28 -March 2, 1978 / editors, Richard A. 
Feely, Herbert Curl, Jr., Pacific Marine Environmental Labo- 
ratory. — Boulder, Colo. : Dept. of Commerce, National Oce- 
anic and Atmospheric Administration, Environmental Re- 
search Laboratories, 1979. 

80302 

v, 22 p. ; 27 cm. — (NOAA special report) 

Jan. 1979. 

Bibliography: p. 16-21. 

@ltem 207-C-1 

pbk. 

1. Trace elements in water. 2. Marine biology. 3. Marine 
fauna. I, Feely, Richard A. II. Curl, Herbert Charles. III. 
Environmental Research Laboratories. IV. Pacific Marine 
Environmental Laboratory. 

OCLC 5303740 


80-4063 
C 55.622/2:978/v.1-13 
Environmental Research Laboratories. Outer Continental Shelf 
Environmental Assessment Program Office. 

Environmental assessment of the Alaskan continental shelf. 
Annual reports of principal investigators. Boulder, Colo., 
Dept. of Commerce, National Oceanic and Atmospheric Ad- 
ministration, [Environmental Research Laboratories], Outer 
Continental Shelf Environmental Assessment Program 
[Office] 

3100 Marine Ave., 80302 

ill. 28 cm. 

1978- 

Vols. for 1978- issued jointly by the U.S. Dept. of Com- 
merce, National Oceanic and Atmospheric Administration 
and the U.S. Dept. of the Interior, Bureau of Land Manage- 
ment. 


1978, v. 1-13. 

Reports for 1978- issued in 13 vols. 

Report year ends Mar. 30. 

CONTENTS: v. 1. Receptors-mammals, birds.—v. 2.-3. Re- 
ceptors-birds.—v. 4.-5. Receptors-fish, littoral, benthos.—v. 6. 
Receptors-microbiology.—v. 7. Effects.—v. 8. Contaminant 
baselines.—v. 9.-10. Transport.—v. 11.-12. Hazards.—v. 13. 
Data management. 

@ltem 208-C-7 (microfiche) 

Continues: Environmental Research Laboratories. Environ- 
mental assessment of the Alaskan continental shelf. Annual 
reports of principal investigators (OCoL.C)4737465 


Page 52 


1. Natural history — Alaska — Periodicals. 2. Oil pollution 
of the sea — Alaska — Periodicals. 3. Oil spills and wild- 
life — Alaska — Periodicals. 4. Continental shelf — Alaska — 
Periodicals. I. United States. National Oceanic and Atmos- 
pheric Administration. II. United States. Bureau of Land 
Management. III. Title. 

OCLC 5721406 


INDUSTRY AND TRADE ADMINISTRATION 
Commerce Dept. 
Washington, DC 20230 


80-4064 
C 57.2:Au 7 
McGeachie, David F. 
The Australian market for automotive parts and compounds 
: accessories, diagnostic test and repair equipment and me- 
chanics tools and equipment / prepared by David E. McGea- 
chie. — Washington : Dept. of Commerce, Domestic and In- 
ternational Business Administration, 1975. 
20230 
30 p. ; 26 cm. 
Dec. 1975. 
pbk. 
1. Automobile supplies industry — Australia. 2. Auto- 
mobiles — Australia — Parts. 3. Automobiles — Australia — 
Maintenance and repair — Tools and implements. I. United 
States. Domestic and International Business Administration. 
Il. Title. 
OCLC 5732511 


80-4065 
C 57.2:Ex 7/9/979 
United States. Industry and Trade Administration. 
Export contact list services. Washington, Dept. of Com- 
merce, Industry and Trade Administration. 
20230 
28 cm. 
“Export mailing lists, trade lists, data tapes, request form 
enclosed.” 
Nov. 1979. 
@ltem 231-B-1 
1. Export associations — Periodicals. 2. United States — 
Commerce — Information services — Periodicals. I. Title. 
OCLC 5734460 


80-4066 
C 57.2:F 84/977-979 
United States. Industry and Trade Administration. 

Franchising in the economy 1977-1979 / [prepared by 
Andrew Kostecka]. — [Washington] : Dept. of Commerce, In- 
dustry and Trade Administration : for sale by Supt. of Docs., 
U.S. Govt. Print. Off., 1979. 

20402 

vi, 96 p. : ill. ; 27 cm. 

Jan. 1979. 

@ltem 231-B-1 

S/N 003-009-003 14-8 

pbk. : $2.75 

1. Franchises (Retail trade) — United States. 
Andrew. II. Title. 

OCLC 4650935 


80-4067 


I. Kostecka, 


C 57.2:W 89 
United States. Industry and Trade Administration. 
Worldwide Information & Trade System. — [Washington] : 


Dept. of Commerce, Industry and Trade Administration, 
1979. 


20230 
23 p. : ill. ; 28 cm. 





On cover: Planning document. 

April 1979. 

@ltem 231-B-1 

pbk. 

1. Marketing. 2. Information storage and retrieval systems. 
I. Title. 
OCLC 5786174 


80-4068 


C 57.8:Ex 7/2 
United States. Industry and Trade Administration. 
A guide to financing exports. — [Washington] : Dept. of 
Commerce, Industry and Trade Administration, 1978. 
20230 
20 p. ; 23 x 10 cm. 
Cover title. 
Nov. 1978. 
@ltem 231-B-5 
pbk. 
1. Export credit. I. Title. 
OCLC 5778070 


Government Publications — February 1980 


80-4071 


C 57.11:79-07 


United States. Industry and Trade Administration. 


Overseas business reports. World trade outlook for Latin 
America. Washington, Dept. of Commerce, Industry and 
Trade Administration; for sale by the Supt. of Docs., U.S. 
Govt. Print. Off. 

20402 

26 cm. 

$0.80 

“International marketing information series.” 

“OBR 79-07.” 

Mar. 1979. 

Continues a publication of the same title issued by the 
Administration under its earlier name, Domestic and Interna- 
tional Business Administration. 

@liem 231-B 

S/N 003-000-90642-6 

1. Commerce — Periodicals. 2. Commerce — Latin Amer- 
ica. I. Title. 

OCLC 3836846 


80-4072 
80-4069 C 57.11:79-29 
United States. Industry and Trade Administration. 


Overseas business reports. Summary of the U.S.S.R. annual 


C 57.8:F 49 
Seiber, Marilyn J., 1945- 


Official U.S. and international financing institutions / pre- 
pared by Marilyn J. Seiber. — [Washington] : Dept. of Com- 
merce, Domestic and International Business Administration, 
Bureau of International Economic Policy and Research, 
Office of International Finance and Investment, 1976. 

20230 

13 p. : 21 x 27 cm. 

At head of title: A guide for exporters and investors. 

Includes bibliographical references. 

pbk. 

1. Financial institutions — United States. 2. Financial insti- 
tutions, International. I. United States. Bureau of Interna- 
tional Economic Policy and Research. Office of International 
Finance and Investment. II. Title. III. Title: Guide for ex- 
porters and investors. 

OCLC 3047073 


80-4070 


C 57.11:79-06 
United States. Industry and Trade Administration. 

Overseas business reports. World trade outlook for Africa. 
Washington, Dept. of Commerce, Industry and Trade Admin- 
istration; for sale by the Supt. of Docs., U.S. Govt. Print. Off. 

20402 

26 cm. 

$0.80 

“International marketing information series.” 

“OBR 79-06.” 

Mar. 1979. 

Continues a publication of the same title issued by the 
Administration under its earlier name, Domestic and Interna- 
tional Business Administration. 

@ltem 231-B 

S/N 003-000-9064 1-8 

1. Commerce — Periodicals. 2. Commerce — Africa. I. 
Title. 

OCLC 3836846 


plan Washington, Dept. of Commerce, Industry and Trade 
Administration; for sale by the Supt. of Docs., U.S. Govt. 
Print. Off. 

20402 

26 cm. 

$1.25 

“International marketing information series.” 

“OBR 79-29.” 

Sept. 1979. 

Annual plan for 1979. 

Continues a publication of the same title issued by the 
Administration under its earlier name, Domestic and Interna- 
tional Business Administration. 

@liem 231-B 

S/N 003-000-90664-7 

Continues: Overseas business reports. Summary of the 
U.S.S.R. annual plan 

1. Commerce — Periodicals. 2. Russia — Economic condi- 
tions — 1976- 3. Russia — Economic policy. I. Title 
OCLC 3836846 


80-4073 


C 57.11:79-30 


United States. Industry and Trade Administration 


Overseas business reports. East-West trade update; a com- 
mercial fact sheet for U.S. business. Washington, Dept. of 
Commerce, Industry and Trade Administration; for sale by 
the Supt. of Docs., U.S. Govt. Print. Off. 

20402 

26 cm. 

$1.25 

“International marketing information series.” 

“OBR 79-30.” 

Sept. 1979. 

Continues a publication of the same title issued by the 
Administration under its earlier name, Domestic and Interna- 
tional Business Administration 

@licm 231-B 

S/N 003-000-90665-5 

1. Commerce — Periodicals. 2. East-West trade (1945- ) 
I. Title 
OCLC 3836846 





Export Development Bureau — Commerce Dept. 


EXPORT DEVELOPMENT BUREAU 
Commerce Dept. 
Washington, DC 20230 
80-4074 
C 57,112:79-702 
United States. Industry and Trade Administration. 

Food processing and packaging equipment, Brazil. — 
[Washington] : Dept. of Commerce, Industry and Trade Ad- 
ministration, 1979. 

20230 

21 p. : ill. ; 27 cm. — (Country market survey, CMS ; 79- 
702) 

“International marketing information series.” 

Sept. 1979. 

@ltem 231-G-1 

pbk. 

1. Food industry and trade — Brazil — Equipment and sup- 
plies. I. Title. II. Series. 

OCLC 5730100 


80-4075 
C 57.112:79-907 
United States. Industry and Trade Administration. 
Textiles, Spain. — Washington : Dept. of Commerce, Indus- 
try and Trade Administration, 1979. 
20230 
iv, 58 p. ; 28 cm.— (Country market survey, CMS ; 79- 
907) (Global market survey, textiles and apparel) 
“International marketing information series.” 
Nov. 1979. 
@ltem 231-G-1 
pbk. 
1. Textile industry and fabrics— Spain. I. Title. II. 
Series. III. Series. 
OCLC 5792184 


UNITED STATES FIRE ADMINISTRATION 
Washington, DC 20236 
80-4076 
C 58.2:Ac 2 
National Academy for Fire Prevention and Control. Advisory 
Committee on Fire Training and Education. 

Accreditation in fire training and education : the final 
report / of the Advisory Committee on Fire Training and 
Education of the National Academy for Fire Prevention and 
Control. — [Washington] : Dept. of Commerce, Fire Adminis- 
tration, National Academy for Fire Prevention and Control, 
[19797]. 

20236 

xix, 163 p. ; 28 cm. 

Includes bibliographical references. 

@ltem 216-A-1 

pbk. 

}... Fives. . 2. 
United States. 
OCLC 4752411 


80-4077 


Fire prevention — Study and _ teaching — 
I. Title. 


C 58.8:Ed 8 
United States. Fire Administration. Public Education Office. 

Public fire education planning : a five step process / U.S. 
Department of Commerce, United States Fire Administration, 
Public Education Office ; [authors, Jeff Stamps ... et al. ; 
editors, Richard Strother, Pam Powell, Laura Buchbinder]. — 
[Washington] : The Office : for sale by the Supt. of Docs., 
U.S. Govt. Print. Off., 1979. 

20402 

52 p. : ill. ; 27 cm. 
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@ltem 216-A-3 

S/N 003-000-00544-5 

pbk. : $2.30 

1. Fire prevention — Study and teaching. 
II. Strother, Richard. III. Powell, Pamela. 
Laura B. V. Title. 
OCLC 5067016 


I. Stamps, Jeff. 
IV. Buchbinder, 


ECONOMIC ANALYSIS BUREAU 
Commerce Dept. 
Washington, DC 20230 


80-4078 
C 59.14:32 
Young, Paula C. 

Updated input-output table of the U.S. economy, 1972 : 
derived from the 1967 input-output table / by Paula C. 
Young, Philip M. Ritz. — [Washington] : Dept. of Commerce, 
Bureau of Economic Analysis : for sale by the National Tech- 
nical Information Service, 1979. 

5285 Port Royal Rd., 22161 

56 p. ; 28 cm. — (Staff paper - Bureau of Economic Analy- 
sis ; no. 32) 

April 1979. 

@ltem 142-G 

pbk. 

1. Gross national product— United States. 2. United 
States — Economic conditions — 1961- 3. United States — 
Industries. I. Ritz, Philip M., joint author. II. United 
States. Bureau of Economic Analysis. III. Title. IV. Series: 
United States. Bureau of Economic Analysis. Staff paper - 
Bureau of Economic Analysis ; no. 32. 

H62.5.U5US55a no. 32 
79-601994 
[HC110.15] 
330.9/73 s 
[339.2/3/0973] 
OCLC 5352815 


80-4079 
C 59.14:33 
Mantel, Ida May. 

Sources and uses of funds of majority-owned foreign affili- 
ates of U.S. companies, 1973-76 / by Ida May Mantel. — 
Washington : Dept. of Commerce, Bureau of Economic 
Analysis ; Springfield, Va. : for sale by National Technical 
Information Service, 1979. 

22161 

57 p. : ill. ; 29 cm. — (Staff paper - Bureau of Economic 
Analysis ; no. 79-33) 

May 1979. 

@ltem 142-G 

pbk. 

1. Corporations, American — Finance. 2. Subsidiary cor- 
porations — Finance. 3. International business enterprises — 
Finance. I. United States. Bureau of Economic Analysis. 
II. Title. III. Series: United States. Bureau of Economic 
Analysis. Staff paper - Bureau of Economic Analysis ; no. 79- 
033. 

OCLC 5345265 





NATIONAL TELECOMMUNICATIONS AND 
INFORMATION ADMINISTRATION 
Commerce Dept. 

Washington, DC 20504 

80-4080 
C 60.10:79-26 
Linfield, R. F. 

Switch element capacities in access area digital switching 
systems / R. F. Linfield, M. Nesenbergs. — [Washington] : 
Dept. of Commerce, National Telecommunications and Infor- 
mation Administration, 1979. 

20230 

xiii, 176 p. : ill. ; 26 cm. — (NTIA report ; 79-26) 

Prepared for U.S. Army Communications Systems Agency. 

Sept. 1979. 

Includes bibliographies. 

@ltem 126-D-3 

pbk. 

1. Telecommunication— Switching systems. I. Nesen- 
bergs, M. II. United States. National Telecommunications 
and Information Administration. III. United States. Army 
Communications Systems Agency. IV. Title. V. Series: 
United States. National Telecommunications and Information 
Administration. NTIA report ; 79-26. 

OCLC 5732552 


80-4081 
C 60.12:79-3 
Schlafly, H. J. 

The initial growth and expanding opportunities of U.S. 
domestic satellite service / H. J. Schlafly, R. E. Button, B. L. 
Wormington ; [prepared by the TransCommunications Corpo- 
ration ... under contract for the Institute for Telecommunica- 
tion Sciences, National Telecommunicatons and Information 
Administration, U.S. Department of Commerce]. — [Washing- 
ton] : Dept. of Commerce, National Telecommunications and 
Information Administration, 1979. 

20230 

vi, 149 p. : ill. ; 28 cm. — (NTIA-CR ; 79-3) 

Feb. 1979. 

Includes bibliographical references. 

@ltem 126-D-5 

pbk. 

1. Artificial satellites in telecommunication. 2. Artificial 
satellites, American. I. Button, Robert E., joint author. II. 
Wormington, B. L., joint author. III. United States. National 
Telecommunications and Information Administration. IV. 
TransCommunications Corporation. V. Institute for Tele- 
communication Sciences. VI. Title. VII. Series: United 
States. National Telecommunications and Information Admin- 
istration. NTIA contractor reports ; 79-3. 

OCLC 5730276 


80-4082 
C 60,12:79-3/errata 
Schlafly, H. J. 

The initial growth and expanding opportunities of U.S. 
domestic satellite service [errata] / H. J. Schlafly, R. E. 
Button, B. L. Wormington ; [prepared by the TransCommuni- 
cations Corporation ... under contract for the Institute for 
Telecommunication Sciences, National Telecommunicatons 
and Information Administration, U.S. Department of Com- 
merce]. — [Washington] : Dept. of Commerce, National Tele- 
communications and Information Administration, 1979. 

20230 

1 sheet ; 28 cm. 

Corrects pages 5, 13, 28, 29, 30, 37, 45, 49, 57. 

@ltem 126-D-5 

pbk. 


Government Publications — February 1980 


1. Artificial satellites in telecc ication. 2. Artificial 
satellites, American. I. Button, Robert E., joint author. II. 
Wormington, B. L., joint author. III. United States. National 
Telecc ications and Information Administration. IV. 
TransCommunications Corporation. V. Institute for Tele- 
communication Sciences. VI. Title. 

OCLC 5730276 








80-4083 


C 60.12:79-4 


Middleton, David. David 


Performance of telecommunications systems in the spectral- 
use environment / D. Middleton. — [Washington] : Dept. of 
Commerce, National Telecc ications and Information 
Administration, 1979- 

20230 

v. : ill. ; 27 cm. — (NTIA-CR ; 79-4) 

June 1979. 

Includes bibliographical references. 

Contents: pt. 5. Land-mobile and similar scenarios in class 
A interference. 

@ltem 126-D-5 

pbk. 

1. Telecommunication systems. 2. Interference (Sound) I. 
United States. National Telecommunications and Information 
Administration. II. Title. III. Series: United States. Nation- 
al Telecommunications and Information Administration. 
NTIA contractor reports ; 79-4. 

OCLC 5711790 





FEDERAL COMMUNICATIONS 
COMMISSION 
Washington, DC 20554 


80-4084 


CC 1.5:C 73/978 


United States. Laws, statutes, etc. 


The Communications act of 1934, as amended through No- 
vember 2, 1978, with index. — Washington : Federal Commu- 
nications Commission : for sale by the Supt. of Docs., U.S. 
Govt. Print. Off., 1979. 

20402 

247 p. ; 24. cm. 

Includes bibliographical references. 

@ltem 286 

S/N 004-000-00366-7 

pbk. : $5.00 

1. Telecommunication—Law and _ legislation — United 
States. I. Title. 

OCLC 5785441 


CIVIL RIGHTS COMMISSION 
Washington, DC 20425 


80-4085 


CR 1.6/3:0k 4 


United States. Commission on Civil Rights. Oklahoma Advisory 


Committee. 

Working with your schools : a handbook of the Oklahoma 
Advisory Committee to the United States Commission on 
Civil Rights. — [Washington] : Commission on Civil Rights : 
for sale by the Supt. of Docs., U.S. Govt. Print. Off., 1979. 

20402 

vii, 112 p. : ill. ; 26 cm. 

November 1979. 

Includes bibliographical references. 

@ltem 288-A 

S/N 005-000-00223-1 

pbk. : $4.00 





Community Services Administration 


1. Educational law and legislation — Oklahoma. 2. School 
management and organization — Oklahoma. I. Title. 
OCLC 5792052 


80-4086 
CR 1.8:P 53/v.1 
United States. Commission on Civil Rights. 

Hearing before the United States Commission on Civil 
Rights : police practices and civil rights : hearing held in 
Philadelphia, Pennsylvania, February 6, 1979; April 16-17, 
1979. — Washington : Commission on Civil Rights : for sale 
by the Supt. of Docs., U.S. Govt. Print. Off., 1979- 

20402 

v. ; 23 cm. 

Includes index. 

Contents: v.1. Testimony. 

@ltem 288-A-1 

S/N 005-000-0022 1-4 

pbk. : $5.50 

1. Police — Pennsylvania — Philadelphia. 2. Civil rights — 
Pennsylvania — Philadelphia. I. Title. II. Title: Police 
practices and civil rights; hearing held in Philadelphia, Penn- 
sylvania. 

OCLC 5779275 


80-4087 
CR 1.8:W 27/5/v.1 
United States. Commission on Civil Rights. 

Hearing before the United States Commission on Civil 
Rights : national Indian civil rights issues : hearing held in 
Washinton D.C., March 19-20, 1979. — [Washington] : Com- 
mission on Civil Rights : [for sale by the Supt. of Docs., U.S. 
Govt. Print. Off.], 1979- 

20402 

v. ; 23 cm. 

Includes index. 

Contents: v. 1. Testimony. 

@ltem 288-A-1 

S/N 005-000-00222-2 

pbk. : $4.50 

1. Indians of North America — United States — Civil rights. 
I. Title. II. Title: National Indian civil rights issues; hearing 
held in Washington, D.C. 

OCLC 5725182 


COMMUNITY SERVICES ADMINISTRATION 
Washington, DC 20506 


80-4088 
CSA 1.2:;W 89 
The problem of the undocumented worker / Latin American 
Institute, Univesity of New Mexico ; edited by Robert S. 
Landmann, U.S. Community Services Administration. — 
[Washington] : The Administration, [1979] 

20506 

iii, 89 p. ; 28 cm. 

Compilation of presentations at the workshop seminar held 
at the University of New Mexico. 

Includes bibliographical references and index. 

@ltem 361-A 

pbk. 

1. Alien labor. 2. Mexicans in the United States. 3. 
United States — Emigration and immigration. I. Landmann, 
Robert Stern. II. United States. Community Services Ad- 
ministration. III. University of New Mexico. Latin Ameri- 
can Institute. 

OCLC 5779315 


Page 56 


80-4089 


CSA 1.9:6124-3 


The CAA guidebook to rural housing development using Farm- 


ers Home Administration loans / written for the Low Income 
Housing Development Corporation of North Carolina by 
Billy E. Barnes. — Washington : Community Services Admin- 
istration : for sale by the Supt. of Docs., U.S. Govt. Print. 
Off., 1979. 

20402 

43 p. : ill. ; 28 cm. — (CSA pamphlet ; 6124-3) 

“The CAA housing handbook is part of a training project 
financed by the Community Services Administration.” 

@ltem 857-H-17 

S/N 059-000-00060-8 

pbk. : $2.25 

1. Housing, Rural — United States — Finance. 2. Commu- 
nity development — United States. 3. United States. Farmers 
Home Administration. I. United States. Community Services 
Administration. II. Low Income Housing Development Cor- 
poration of North Carolina. III. Title. IV. Series: United 
States. Community Services Administration. CSA pamphlet ; 
6124-3. 
OCLC 5766496 


DEFENSE DEPARTMENT 
Washington, DC 20301 


80-4090 


D 1.2:Es 8/944-78 


United States. Dept. of Defense. Historical Office. 


The Department of Defense : documents on establishment 
and organization / edited by Alice C. Cole ... [et al.].— 
Washington : Dept. of Defense, Historical Office : for sale by 
Supt. of Docs., U.S. Govt. Print. Off., 1978. 

20402 

xii, 332 p., 10 fold. leaves : diagrs. ; 26 cm. 

Includes bibliographical references. 

@ltem 306 

S/N 008-046-00098-1 

$11.00 

1. United States. Dept. of Defense — History. I. Cole, 
Alice C. II. Title. 

OCLC 5543268 


80-4091 


D 1.2:Se 4/979 


United States. Dept. of Defense. 


Selling to the military : Army, Navy, Air Force, Defense 
Logistics Agency : general information, items purchased, lo- 
cation of military purchasing offices. — Washington : Dept. of 
Defense : for sale by the Supt. of Docs., U.S. Govt. Print. 
Off., 1979. 

20402 

108 p. ; 27 cm. 

@ltem 306 

S/N 008-000-00345-9 

pbk. : $4.00 

1. United States— Armed Forces— Procurement. 2. 
Public contracts — United States. 3. Defense contracts — 
United States. I. Title. 

OCLC 5787066 





80-4092 
D 1.6:M 59/979/v.1 
United States. Office of the Assistant Secretary of Defense 
(Manpower, Reserve Affairs, and Logistics) 

MILSTAMP : military standard transportation and move- 
ment procedures. — [Washington] : Dept. of Defense, Office 
of the Assistant Secretary of Defense (Manpower, Reserve 
Affairs, and Logistics) : for sale by the Supt. of Docs., U.S. 
Govt. Print. Off., 1979- 

20402 

1 v. : ill. ; 27 cm. — (DoD 4500.32-R, vol.I) 

This regulation supersedes DoD 4500.32-R, vol. I, Jan. 1, 
1975, Changes 1 thru 5, and all interim changes. 

Aug. 1, 1979. 

“Defense Logistics Agency.” 

Includes index. 

@ltem 309 

S/N 008-007-03108-2 

pbk. : $10.00 

1. United States. Army — Supplies and stores. 2. Trans- 
portation, Military. I. United States. Defense Logistics 
Agency. II. Title. III. Title: Military standard transporta- 
tion and movement procedures. 

OCLC 5795375 


80-4093 
D 1.6:M 59/979/y.2 
United States. Office of the Assistant Secretary of Defense 
(Manpower, Reserve Affairs, and Logistics) 

MILSTAMP : transportation account codes : TACs. — 
[Washington] : Dept. of Defense, Office of the Assistant 
Secretary of Defense (Manpower, Reserve Affairs, and Logis- 
tics), 1979. 

20301 

1 v. ; 27 cm. — (DoD 4500.32-R, vol. II) 

This regulation supersedes DoD 4500.32-R, vol. II, Jan. 1, 
1974, Changes 1 thru 4, and all advance notices thereto. 

May 1, 1979. 

“Defense Logistics Agency.” 

@ltem 309 

pbk. 

1. United States. Army — Supplies and stores. 2. Trans- 
portation, Military. I. United States. Defense Logistics 
Agency. II. Title. 

OCLC 5794433 


80-4094 
D 1.6:St 7/979 
United States. Dept. of Defense. 

Storage and materials handling. — [Washington] : Dept. of 
Defense, 1979- 

20301 

1 v. : ill. ; 26 cm. — (DoD 4145.19-R-1) 

Sept. 1979. 

Includes bibliographical references. 

@item 309 

pbk. 

1. United States — Armed Forces — Supplies and stores — 
Storage. 2. Materials handling. 3. Military supplies — Stor- 
age. I. Title. 

OCLC 5795367 


Government Publications — February 1980 


DEFENSE MAPPING AGENCY 
Defense Dept. 
Washington, DC 20305 


80-4095 


D 5.317:221 (1011) 


Defense Mapping Agency. Hydrographic/Topographic Center. 


Loran-C table : North Atlantic / prepared and published by 
the Defense Mapping Agency Hydrographic/Topographic 
Center. — Washington : Dept. of Defense, Defense Mapping 
Agency, Hydrographic/Topographic Center : for sale by au- 
thorized sales agents of the Defense Mapping Agency, Office 
of Distribution Services, 1973, 1979 printing. 

20315 

liv, 391 p. : ill., maps ; 27 cm. — (Pubf[lication] - Defense 
Mapping Agency, Hydrographic/Topographic Center ; 221 
(1011)) 

Pair 7930-X. 

DMA S/N LCPUB2211011. 

@ltem 378-F 

pbk. 

1. Loran— Tables. I. Title. II. Series: Defense Mapping 
Agency. Hydrographic/Topographic Center. Publication ; 
221 (1011). 

OCLC 5712960 


80-4096 


D 5.317:221 (1012) 


Defense Mapping Agency. Hydrographic/Topographic Center. 


Loran-C table : North Atlantic / prepared and published by 
the Defense Mapping Agency Hydrographic/Topographic 
Center. — Washington : Dept. of Defense, Defense Mapping 
Agency, Hydrographic/Topographic Center : for sale by au- 
thorized sales agents of the Defense Mapping Agency, Office 
of Distribution Services, 1972, 1979 printing. 

20315 

xlix, 389 p. : ill., maps ; 27 cm. — (Pubflication] - Defense 
Mapping Agency, Hydrographic/Topographic Center ; 221 
(1012)) 

Pair 7930-Z. 

DMA S/N LCPUB2211012. 

@ltem 378-F 

pbk. 

1. Loran— Tables. I. Title. II. Series: Defense Mapping 
Agency. Hydrographic/Topographic Center. Publication ; 
221 (1012). 

OCLC 5736686 


80-4097 


D 5.317:224 (103) A-G 


Defense Mapping Agency. Hydrographic/Topographic Center. 


Omega table : area 03, Eastern USSR, pair A-G, (Norway- 
Australia) / prepared and published by the Defense Mapping 
Agency Hydrographic/Topographic Center. — Washington : 
Dept. of Defense, Defense Mapping Agency, Hydrographic/ 
Topographic Center : for sale by authorized sales agents of 
the Defense Mapping Agency, Office of Distribution Serv- 
ices, 1979. 

20315 

xi, 70 p. : ill. ; 28 cm.— (Pubflication] - Defense Mapping 
Agency, Hydrographic/Topographic Center ; 224 (103) A-G) 

DMA S/N OMPUB224103PRAG. 

@ltem 378-G 

pbk. 

1. Omega Navigation System — Tables. 2. Navigation — 
Russia— Tables. I. Title. II. Title: Area 03, Eastern 
USSR, pair A-G, (Norway-Australia) III. Series: Defense 
Mapping Agency. Hydrographic/Topographic Center. Publi- 
cation ; 224 (103) A-G. 

OCLC 5794423 
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National Defense University — Defense Dept. 


80-4098 
D 5.317:224 (103) B-G 
Defense Mapping Agency. Hydrographic/Topographic Center. 

Omega table : area 03, Eastern USSR, pair B-G, (Liberia- 
Australia) / prepared and published by the Defense Mapping 
Agency Hydrographic/Topographic Center. — Washington : 
Dept. of Defense, Defense Mapping Agency, Hydrographic/ 
Topographic Center : for sale by authorized sales agents of 
the Defense Mapping Agency, Office of Distribution Serv- 
ices, 1979. 

20315 

xi, 68 p. : ill. ; 28 cm. — (Pubflication] - Defense Mapping 
Agency, Hydrographic/Topographic Center ; 224 (103) B-G) 

DMA S/N OMPUB224103PRBG. 

@ltem 378-G 

pbk. 

1. Omega Navigation System — Tables. 2. Navigation — 
Russia— Tables. I. Title. II. Title: Area 03, Eastern 
USSR, pair B-G, (Liberia-Australia) III. Series: Defense 
Mapping Agency. Hydrographic/Topographic Center. Publi- 
cation ; 224 (103) B-G. 

OCLC 5778163 


80-4099 
D 5.317:224 (103) D-G 
Defense Mapping Agency. Hydrographic/Topographic Center. 

Omega table : area 03, Eastern USSR, pair D-G, (North 
Dakota, U.S.A.-Australia) / prepared and published by the 
Defense Mapping Agency Hydrographic/Topographic 
Center. — Washington : Dept. of Defense, Defense Mapping 
Agency, Hydrographic/Topographic Center : for sale by au- 
thorized sales agents of the Defense Mapping Agency, Office 
of Distribution Services, 1979. 

20315 

xi, 63 p. : ill. ; 28 cm. — (Pubflication] - Defense Mapping 
Agency, Hydrographic/Topographic Center ; 224 (103) D-G) 

DMA S/N OMPUB224103PRDG. 

@ltem 378-G 

pbk. 

1. Omega Navigation System — Tables. 2. Navigation — 
Russia— Tables. I. Title. II. Title: Area 03, Eastern 
USSR, pair D-G, (North Dakota, U.S.A.-Australia) III. 
Series: Defense Mapping Agency. Hydrographic/Topograph- 
ic Center. Publication ; 224 (103) D-G. 

OCLC 5756887 


NATIONAL DEFENSE UNIVERSITY 
Defense Dept. 
Washington, DC 20319 


80-4100 
D 5.402:C 76/978-79 
The future of conflict / edited by John J. McIntyre. — Wash- 
ington : Dept. of Defense, Joint Chiefs of Staff, National 
Defense University, National Defense University Press : for 


sale by the Supt. of Docs., U.S. Govt. Print. Off., 1979. 
20402 


xii, 186 p. ; 23 cm. 

“The National Security Affairs Institute 1978-1979 seminar 
series.” 

Bibliography: p. 173-174. 

@ltem 378-H-1 

S/N 008-020-00793-5 

pbk. : $4.25 
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1. Military policy — Addresses, essays, lectures. 
al security — Addresses, essays, lectures. 3. International re- 
lations — Addresses, essays, lectures. I. McIntyre, John 
Joseph, 1930- II. National Security Affairs Institute. 
U21.2.F87 


2. Nation- 


79-013993 
355.02 


OCLC 5007244 


80-4101 
D 5.409:79-2 
Burrell, Raymond E. 

The French Communist Party, nuclear weapons, and na- 
tional defense : issues of the 1978 election campaign / by 
Raymond E. Burrell, Research Directorate. — Washington : 
National Defense University, Research Directorate : for sale 
by the Supt. of Docs., U.S. Govt. Print. Off., 1979. 

20402 

vi, 41 p. ; 21 cm. — (National security affairs monograph ; 
79-2) 

On cover: “The 1978 election ... exposed the left alliance as 
a facade.” 

Jan. 1979. 

Bibliography: p. 37-40. 

@ltem 378-H 

S/N 008-020-00769-2 

pbk. : $1.80 

1. Communism — France. 2. Atomic weapons and disar- 
mament. 3. France — Defenses. I. National Defense Uni- 
versity. Research Directorate. II. Title. III. Title: The 1978 
election exposed the left alliance as a facade. IV. Series. 
OCLC 4644548 


80-4102 
D 5.409:79-3 
Daniel, Marshall E. 

Defense transportation organization : strategic mobility in 
changing times / by Marshall E. Daniel, Jr., Research Direc- 
torate. — Washington : National Defense University, Research 
Directorate : for sale by the Supt. of Docs., U.S. Govt. Print. 
Off., 1979. 

20402 

vi, 113 p. ; 21 cm. — (National security affairs monograph ; 
79-3) 

Bibliography: p. 99-111. 

@ltem 378-H 

S/N 008-020-00780-3 

pbk. : $3.50 

1. Transportation, Military. 2. United States — Armed 
Forces — Transportation. I. National Defense University. 
Research Directorate. II. Title. III. Series. 

OCLC 4866332 


DEFENSE LOGISTICS AGENCY 
Cameron Station 
Alexandria, VA 22314 
80-4103 
D 7.6/4:D 26/v.2/978/ch.6 
United States. Defense Logistics Services Center. 

Defense integrated data system (DIDS) procedures 
manual. — 1978 ed. — Battle Creek, Mich. : Dept. of Defense, 
Defense Logistics Agency, Defense Logistics Services Center 
; Washington : for sale by the Supt. of Docs., U.S. Govt. 
Print. Off., 1978- 

20402 

v. : ill. ; 27 cm. — (DoD ; 4100.39-M) 


This quarterly change supersedes DIDS Advance Change 
Notice 79-2-1 thru 79-2-3. 





Change 6, Oct. 1, 1979, to Vol. 2, Multiple application 
procedures, of the DIDS procedures manual. 

@ltem 314-A 

S/N 008-007-03098-1 

pbk. : $2.00 

1. United States. Dept. of Defense — Procurement — Hand- 
books, manuals, etc. 2. United States — Armed Forces — 
Procurement — Handbooks, manuals, etc. 3. Inventory con- 
trol — Handbooks, manuals, etc. I. Title. II. Title: Multiple 
application procedures. 
OCLC 3569247 


80-4104 
D 7.6/4:D 26/v.5/978/ch.5 
United States. Defense Logistics Services Center. 

Defense integrated data system (DIDS) procedures 
manual. — 1978 ed. — Battle Creek, Mich. : Dept. of Defense, 
Defense Logistics Agency, Defense Logistics Services Center 
; Washington : for sale by the Supt. of Docs., U.S. Govt. 
Print. Off., 1978- 

20402 

v. : ill. ; 27 cm. — (DoD ; 4100.39-M) 

This quarterly change supersedes DIDS Advance Change 
Notice 79-5-1. 

Change 5, May 1, 1979, to Vol. 5, Data bank interroga- 
tions/search, of the DIDS procedures manual. 

@ltem 314-A 

S/N 008-007-03063-9 

pbk. : $0.80 

1. United States. Dept. of Defense — Procurement — Hand- 
books, manuals, etc. 2. United States — Armed Forces — 
Procurement — Handbooks, manuals, etc. 3. Inventory con- 
trol — Handbooks, manuals, etc. I. Title. II. Title: Data 
bank interrogations/search 
OCLC 3569247 


80-4105 
D 7.6/4:D 26/v.8/978/ch.6 
United States. Defense Logistics Services Center. 

Defense integrated data system (DIDS) procedures 
manual. — 1978 ed. — Battle Creek, Mich. : Dept. of Defense, 
Defense Logistics Agency, Defense Logistics Services Center 
; Washington : for sale by the Supt. of Docs., U.S. Govt. 
Print. Off., 1978- 

20402 

v. : ill. ; 27 cm. — (DoD ; 4100.39-M) 

This quarterly change supersedes DIDS Advance Change 
Notice 79-8-3. 

Change 6, Oct. 1, 1979, to Vol. 8, Document indentifer 
code (DIC) input/output (I/O) formats (fixed length), of the 
DIDS procedures manual. 

@ltem 314-A 

S/N 008-007-03104-0 

pbk. : $3.50 

1. United States. Dept. of Defense — Procurement — Hand- 
books, manuals, etc. 2. United States — Armed Forces — 
Procurement — Handbooks, manuals, etc. 3. Inventory con- 
trol — Handbooks, manuals, etc. I. Title. II. Title: Docu- 
ment identifier code (DIC) input/output (I/O) formats (fixed 
length) 

OCLC 3569247 


Government Publications — February 1980 


80-4106 
D 7.6/4:D 26/v.9/978/ch.6 
United States. Defense Logistics Services Center. 

Defense integrated data system (DIDS) procedures 
manual. — 1978 ed. — Battle Creek, Mich. : Dept. of Defense, 
Defense Logistics Agency, Defense Logistics Services Center 
; Washington : for sale by the Supt. of Docs., U.S. Govt. 
Print. Off., 1978- 

20402 

v. : ill. ; 27 cm. — (DoD ; 4100.39-M) 

Change 6, Oct. 1, 1979, to Vol. 9, Document identifier code 
(DIC) input/output (I/O) formats (variable length) 

@ltem 314-A 

S/N 008-007-03105-8 

pbk. : $1.25 

1. United States. Dept. of Defense — Procurement — Hand- 
books, manuals, etc. 2. United States— Armed Forces — 
Procurement — Handbooks, manuals, etc. 3. Inventory con- 
trol — Handbooks, manuals, etc. I. Title. II. Title: Docu- 
ment identifier code (DIC) input/output (I/O) formats (vari- 
able length) 

OCLC 3569247 


80-4107 
D 7.6/4:D 26/v.10/979 
United States. Dept. of Defense. 

Defense integrated data system : DIDS procedures manual : 
multiple application references/instructions/tables and grids / 
[prepared and maintained by the Defense Logistics Services 
Center]. — [Battle Creek, Mich.] : Dept. of Defense, [Defense 
Logistics Agency, Defense Logistics Services Center ; Wash- 


ington : for sale by the Supt. of Docs., U.S. Govt. Print Off.], 
1979- 


20402 

1 v. ; 27 cm. — (DoD ; 4100.39-M, v.10) 

This document supersedes vol. 10, DoD 4100.39-M, May 
1978; changes 1 thru 5; and DIDS Advance Change Notices 
79-10-7 and 79-10-14. 

Oct. 1, 1979. 

@ltem 314-A 

S/N 008-007-03109-1 

pbk. : $9.00 

1. United States. Dept. of Defense — Procurement — Hand- 
books, manuals, etc. 2. United States— Armed Forces — 
Procurement — Handbooks, manuals, etc. 3. Inventory con- 
trol — Handbooks, manuals, etc. I. United States. Defense 
Logistics Services Center. II. Title. III. Title: DIDS proce- 
dures manual. IV. Title: Multiple application references/ 
instructions/tables and grids. 

OCLC 5794812 


80-4108 
D 7.6/4:D 26/v.12/978/ch.6 
United States. Defense Logistics Services Center. 

Defense integrated data system (DIDS) procedures 
manual. — 1978 ed. — Battle Creek, Mich. : Dept. of Defense, 
Defense Logistics Agency, Defense Logistics Services Center 
; Washington : for sale by the Supt. of Docs., U.S. Govt. 
Print. Off., 1978- 

20402 

v. : ill. ; 27 cm. — (DoD ; 4100.39-M) 

Change 6, Oct. 1, 1979, to Vol. 12, Data element dictionary 
and glossary of terms/acronyms, of the DIDS procedures 
manual. 

@ltem 314-A 

S/N 008-007-03 106-6 

pbk. : $3.25 





National Guard Bureau — Defense Dept. 


1. United States. Dept. of Defense — Procurement — Hand- 
books, manuals, etc. 2. United States— Armed Forces — 
Procurement — Handbooks, manuals, etc. 3. Inventory con- 
trol — Handbooks, manuals, etc. I. Title. II. Title: Data 
element dictionary and glossary of terms/acronyms. 

OCLC 3569247 


80-4109 
D 7.6/4:D 26/v.13/979/ch.1 
United States. Dept. of Defense. 

Defense integrated data system : DIDS procedures manual : 
materiel management decision rule tables / [prepared and 
maintained by the Defense Logistics Services Center]. — 
[Battle Creek, Mich.] : Dept. of Defense, [Defense Logistics 
Agency, Defense Logistics Services Center ; Washington : for 
sale by the Supt. of Docs., U.S. Govt. Print Off.], 1979- 

20402 

1 v.; 27 cm. — (DoD ; 4100.39-M) 

This quarterly change supersedes DIDS Advance Change 
Notice 79-13-1. 

Change 1, Oct. 1, 1979. 

@ltem 314-A 

S/N 008-007-03111-2 

pbk. : $3.75 

1. United States. Dept. of Defense — Procurement — Hand- 
books, manuals, etc. 2. United States— Armed Forces — 
Procurement — Handbooks, manuals, etc. 3. Inventory con- 
trol — Handbooks, manuals, etc. I. United States. Defense 
Logistics Services Center. II. Title. III. Title: DIDS proce- 
dures manual. IV. Title: Materiel management decision rule 
tables. 

OCLC 5422167 


80-4110 
D 7.6/4:D 26/v.15/978/ch.4 
United States. Defense Logistics Services Center. 

Defense integrated data system (DIDS) procedures 
manual. — 1978 ed. — Battle Creek, Mich. : Dept. of Defense, 
Defense Logistics Agency, Defense Logistics Services Center 
; Washington : for sale by the Supt. of Docs., U.S. Govt. 
Print. Off., 1978- 

20402 

v. : ill. ; 27 cm. — (DoD ; 4100.39-M) 

Change 4, Oct. 1, 1979, to Vol. 15, Publications, of the 
DIDS procedures manual. 

@ltem 314-A 

S/N 008-007-03107-4 

pbk. : $1.25 

1. United States. Dept. of Defense — Procurement — Hand- 
books, manuals, etc. 2. United States — Armed Forces — 
Procurement — Handbooks, manuals, etc. 3. Inventory con- 
trol — Handbooks, manuals, etc. I. Title. II. Title: Publica- 
tions. 

OCLC 3569247 


80-4111 
D 7.6/4:M 59/976/ch.7 
United States. Defense Logistics Agency. 

Military standard requisitioning and issue procedures. — Al- 
exandria, Va. : Dept. of Defense, Office of Assistant Secre- 
tary of Defense (Manpower, Reserve Affairs, and Logistics), 
Defense Logistics Agency ; Washington : for sale by the 
Supt. of Docs., U.S. Govt. Print. Off., 1976- 

20402 

v. ; 26cm. — (DoD ; 4140.17-M) 

Change 7, Nov. 1, 1979. 

@ltem 314-A 

S/N 008-007-03112-1 

pbk. : $4.00 


Page 60 


1. United States— Armed Forces— Procurement. 2. 
United States— Armed Forces— Supplies and stores. I. 
Title. Il. Title: MILSTRIP. 

OCLC 3857990 


80-4112 
D 7.6/4:P 94/5/978/ch.3 
United States. Office of the Assistant Secretary of Defense 
(Manpower, Reserve Affairs, and Logistics) 

Department of Defense provisioning and other preprocure- 
ment screening manual / Department of Defense, Office of 
the Assistant Secretary of Defense (Manpower, Reserve Af- 
fairs & Logistics). — [Washington] : Dept. of Defense, Office 
of the Assistant Secretary of Defense (Manpower, Reserve 
Affairs & Logistics) : for sale by the Supt. of Docs., U.S. 
Govt. Print. Off., 1978- 

20402 

1 v. : ill. ; 26cm. — (DoD ; 4100.38-M) 

Change 3, Apr. 11, 1979. 

@ltem 314-A 

S/N 008-007-03072-8 

pbk. : $3.00 

1. United States— Armed Forces — Procurement — Hand- 
books, manuals, etc. I. Title. 

OCLC 4147889 


80-4113 
D 7.6/16:979/ch.9 
United States. Office of the Assistant Secretary of Defense 
(Manpower, Reserve Affairs, and Logistics). 

MILSTRIP routing identifier codes. — [Washington] 
Dept. of Defense, Office of the Assistant Secretary of De- 
fense (Manpower, Reserve Affairs, and Logistics) : for sale by 
the Supt. of Docs., U.S. Govt. Print. Off., 1979- 

20402 

v. ; 26cm. — (DoD ; 4140.17-M) 

This change supersedes Change 8, DoD 4140.17-M, Supple- 
ment 1, Sept. 1, 1979. 

Change 9, Oct. 1, 1979. 

“Defense Logistics Agency.” 

@ltem 314-A 

S/N 008-007-03113-9 

pbk. : $2.50 

1. United States—Armed Forces— Procurement. I. 
United States. Defense Logistics Agency. II. Title. 

OCLC 5624227 


NATIONAL GUARD BUREAU 
Defense Dept. 
Washington, DC 20301 


80-4114 
D 12.2:M 34 
Your National Guard marksmanship program puts you right on 
target. — [Washington : Dept. of Defense, National Guard 
Bureau], 1979. 
20310 
[8] p. : col. ill. ; 23 x 10 cm.— (NGB pamphlet ; 79-MT) 
August 1979. 
@liem 356 
pbk. 
1. Shooting contests. 2. United States — National Guard. 
I. United States. National Guard Bureau. II. Series: United 
States. National Guard Bureau. NGB pamphlet ; 79-MT. 
OCLC 5766445 





ARMY DEPARTMENT 
Defense Dept. 
Washington, DC 20310 


80-4115 
D 101.2:R 18 
United States. Army Criminal Investigation Command. 

Rape : what every women should know. — [Washington] : 
[Dept. of Defense], Dept. of the Army, Criminal Investigation 
Command, 1979. 

20310 

folder (6 p.) : ill. ; 21 x 9 cm. 

pbk. 

1. Rape — Prevention. I. Title. 

OCLC 5779380 


80-4116 
D 101.20:1-71 P/CM/rev. 
United States. Dept. of the Army. 

Flight operations coordinator / Headquarters, Department 
of the Army ; [prepared by the US Army Aviation 
Center]. — Washington : [Dept. of Defense], Dept. of the 
Army, Headquarters, 1979- 

US Army AG Publications Center, 2800 Eastern Boule- 
vard, Baltimore, Md. 21220 

1 v. ; 26 cm. — (Field manual ; FM 1-71 P/CM) 

This field manual supersedes FM 1-71P/CM dated Aug. 30, 
1977. 

MOS 7IP, skill levels 1 through 5. 

Commander’s manual. 

Sept. 14, 1979. 

Includes bibliographical references. 

@ltem 324 

pbk. 

1. United States. Army — Handbooks, manuals, etc. 2 


United States. Army — Air controlmen. I. United States. 
Army Aviation Center. II. Title. 
OCLC 5712381 


80-4117 


D 101.20:1-71 P 4/5 
United States. Dept. of the Army. 

Flight operations coordinator / Headquarters, Department 
of the Army ; [prepared by the US Army Aviation 
Center]. — Washington : [Dept. of Defense], Dept. of the 
Army, Headquarters, 1979- 

US Army AG Publications Center, 2800 Eastern Boule- 
vard, Baltimore, Md. 21220 

1 v. : ill. ; 26 cm.— (Field manual ; FM 1-71 P 4/5) 

This field manual supersedes FM 1-71P4 and FM 1-71P5 
dated Sept. 30, 1976. 

MOS 71P, skill levels 4 and 5. 

Soldier’s manual. 

Sept. 14, 1979. 

Includes bibliographical references. 

@ltem 324 

pbk. 

1. United States. Army — Handbooks, manuals, etc. 2. 
United States. Army — Air controlmen. I. United States. 
Army Aviation Center. II. Title. 

OCLC 5712480 


80-4118 
D 101.20:5-00 B/CM 
United States. Dept. of the Army. 

Diver / Headquarters, Department of the Army ; [prepared 
by the United States Army Engineer School]. — Washington : 
[Dept. of Defense], Dept. of the Army, Headquarters, 1979- 

US Army AG Publications Center, 2800 Eastern Boule- 
vard, Baltimore, Md. 21220 

1 v. ; 26 cm. — (Field manual ; FM 5-00 B/CM) 


Government Publications — February 1980 


MOS OOB. 

Commander's manual. 

Oct. 16, 1979. 

Includes bibliographical references. 

@ltem 324 

pbk. 

1. United States. Army — Handbooks, manuals, etc. 2. 
Diving, Submarine — Handbooks, manuals, etc. I. United 
States. Army Engineer School, Fort Belvoir, Va. II. Title. 
OCLC 5715864 


80-4119 


D 101.20:5-00 B 1/2 


United States. Dept. of the Army. 


Diver / Headquarters, Department of the Army ; [prepared 
by the US Army Engineer School]. — Washington : [Dept. of 
Defense], Dept. of the Army, Headquarters, 1979- 

US Army AG Publications Center, 2800 Eastern Boule- 
vard, Baltimore, Md. 21220 

1 v. : ill. ; 26 cm.— (Field manual ; FM 5-00 B 1/2) 

MOS 00B, skill levels 1 and 2. 

Soldier’s manual. 

Nov. 6, 1979. 

Includes bibliographical references. 

@ltem 324 

pbk. 

1. United States. Army — Handbooks, manuals, etc. 2. 
Diving, Submarine — Handbooks, manuals, etc. I. United 
States. Army Engineer School, Fort Belvoir, Va. II. Title. 
OCLC 5746379 


80-4120 


D 101.20:5-00 B 4 


United States. Dept. of the Army. 


Diver / Headquarters, Department of the Army ; [prepared 
by the United States Army Engineer School]. — Washington : 
[Dept. of Defense], Dept. of the Army, Headquarters, 1979- 

US Army AG Publications Center, 2800 Eastern Boule- 
vard, Baltimore, Md. 21220 

1 v. : ill. ; 26 cm.— (Field manual ; FM 5-00 B 4) 

MOS 0OB, skill level 4. 

Soldier’s manual. 

Nov. 28, 1979. 

Includes bibliographical references. 

@ltem 324 

pbk. 

1. United States. Army — Handbooks, manuals, etc. 2. 
Diving, Submarine — Handbooks, manuals, etc. I. United 
States. Army Engineer School, Fort Belvoir, Va. II. Title. 
OCLC 5744901 


80-4121 


D 101.20:5-51 H 3 


United States. Dept. of the Army. 


Construction engineering supervisor / Headquarters, De- 
partment of the Army ; [prepared by the US Army Engineer 
School]. — Washington : [Dept. of Defense], Dept. of the 
Army, Headquarters, 1979- 

US Army AG Publications Center, 2800 Eastern Boule- 
vard, Baltimore, Md. 21220 

1 v. : ill. ; 26 cm.— (Field manual ; FM 5-51 H 3) 

MOS 51H, skill level 3. 

Soldier’s manual. 

Apr. 12, 1979. 

Includes bibliographical references. 

@ltem 324 

pbk. 





Army Department — Defense Dept. 


1. United States. Army — Handbooks, manuals, etc. 2. 
United States. Army — Military construction operations. I. 
United States. Army Engineer School, Fort Belvoir, Va. II. 
Title. 

OCLC 5711989 


80-4122 
D 101.20:5-51 H 4 
United States. Dept. of the Army. 

Construction engineering supervisor / Headquarters, De- 
partment of the Army ; [prepared by the United States Army 
Engineer School]. — Washington : [Dept. of Defense], Dept. 
of the Army, Headquarters, 1979- 

US Army AG Publications Center, 2800 Eastern Boule- 
vard, Baltimore, Md. 21220 

1 v. : ill. ; 26 cm.— (Field manual ; FM 5-51 H 4) 

MOS 51H, skill level 4. 

Soldier’s manual. 

Nov. 9, 1979. 

Includes bibliographical references. 

@ltem 324 

pbk. 

1. United States. Army — Handbooks, manuals, etc. 2 
United States. Army — Military construction operations. I 
United States. Army Engineer School, Fort Belvoir, Va. II 
Title. 

OCLC 5711843 


80-4123 


D 101.20:5-52 C 1/2 
United States. Dept. of the Army. 

Utilities equipment repairer / Headquarters, Department of 
the Army ; [prepared by the US Army Engineer School]. — 
Washington : [Dept. of Defense], Dept. of the Army, Head- 
quarters, 1979- 

US Army AG Publications Center, 2800 Eastern Boule- 
vard, Baltimore, Md. 21220 

1 v. : ill. ; 26 cm.— (Field manual ; FM 5-52 C 1/2) 

MOS 52C, skill levels 1/2. 

Soldier’s manual. 

Apr. 11, 1979. 

Includes bibliographical references. 

@ltem 324 

pbk. 

1. United States. Army — Handbooks, manuals, etc. 2. En- 
gines — Maintenance and repair — Handbooks, manuals, etc. 
I. United States. Army Engineer School, Fort Belvoir, Va. 
Il. Title. 

OCLC 5712146 


80-4125 


D 101.20:5-52 E 2 


United States. Dept. of the Army. 


Prime power production specialist / Headquarters, Depart- 
ment of the Army ; [prepared by the US Army Engineer 
School]. — Washington : [Dept.. of Defense], Dept. of the 
Army, Headquarters, 1979- 

US Army AG Publications Center, 2800 Eastern Boule- 
vard, Baltimore, Md. 21220 

1 v. : ill. ; 26 cm.— (Field manual ; 

MOS 52E, skill level 2. 

Soldier’s manual. 

Nov. 6, 1979. 

Includes bibliographical references. 

@ltem 324 

pbk. 

1. United States. Army — Handbooks, manuals, etc. 2. En- 
gines — Maintenance and repair — Handbooks, manuals, etc. 
I. United States. Army Engineer School, Fort Belvoir, Va. 
II. Title. 

OCLC 5712105 


FM 5-52 E 2) 


80-4126 


D 101.20:5-52 E 3 


United States. Dept. of the Army. 


Prime power production specialist / Headquarters, Depart- 
ment of the Army ; [prepared by the US Army Engineer 
School]. — Washington : [Dept. of Defense], Dept. of the 
Army, Headquarters, 1979- 

US Army AG Publications Center, 2800 Eastern Boule- 
vard, Baltimore, Md. 21220 

1 v. : ill. ; 26 cm.— (Field manual ; 

MOS 52E, skill level 3. 

Soldier’s manual. 

Nov. 6, 1979. 

Includes bibliographical references. 

@ltem 324 

pbk. 

1. United States. Army — Handbooks, manuals, etc. 2. En- 
gines — Maintenance and repair — Handbooks, manuals, etc. 
I. United States. Army Engineer School, Fort Belvoir, Va. 
II. Title. 

OCLC 5712113 


FM 5-52 E 3) 


80-4127 
80-4124 D 101,20:5-62 F 
United States. Dept. of the Army. 


Lifting and loading equipment operator / Headquarters, 


D 101.20:5-52 C 3 
United States. Dept. of the Army. 


Utilities equipment repairer / Headquarters, Department of 
the Army ; [prepared by the US Army Engineer School]. — 
Washington : [Dept. of Defense], Dept. of the Army, Head- 
quarters, 1979- 

US Army AG Publications Center, 2800 Eastern Boule- 
vard, Baltimore, Md. 21220 

1 v. : ill. ; 26 cm.— (Field manual 

MOS 52C, skill level 3. 

Soldier’s manual. 

Apr. 10, 1979. 

Includes bibliographical references. 

@ltem 324 

pbk. 

1. United States. Army — Handbooks, manuals, ete. 2. En- 
gines — Maintenance and repair — Handbooks, manuals, etc. 
I. United States. Army Engineer School, Fort Belvoir, Va. 
II. Title. 

OCLC 5712135 


; FM 5-52 C 3) 


Page 62 


Department of the Army ; [prepared by the US Army Engi- 
neer School]. — [Washington : Dept. of Defense], Dept. of 
the Army, Headquarters : for sale by the Supt. of Docs., U.S. 
Govt. Print. Off., 1979- 

20402 

lv. : ill. ; 26cm. — (Field manual ; FM 5-62 F) 

MOS 62F, skill level 1/2. 

Soldier’s manual. 

Apr. 11, 1979. 

Includes bibliographical references. 

@ltem 324 

S/N 008-020-00795-1 

pbk. : $10.50 

1. United States. Army — Handbooks. manuals, etc. 2. 
Loaders (Machines) — Handbooks, manuals. ete. I. United 
States. Army Engineer School. Fort Belvoir. Va. II. Title. 
OCLC 5762969 





80-4128 


D 101.20:5-62 F/CM 
United States. Dept. of the Army. 

Lifting & loading equipment operator / Headquarters, De- 
partment of the Army ; [prepared by the United States Army 
Engineer School]. — Washington : [Dept. of Defense], Dept. 
of the Army, Headquarters, 1979- 

US Army AG Publications Center, 2800 Eastern Blvd., 
Baltimore, Md. 21220 

1 v. : ill. ; 26 cm.— (Field manual ; FM 5-62 F/CM) 

MOS 62F. 

Commander's manual. 

Feb. 6, 1979. 

Includes bibliographical references. 

@ltem 324 

pbk. 

1. United States. Army — Handbooks, manuals, etc. 2. 
Loaders (Machines) — Handbooks, manuals, etc. I. United 
States. Army Engineer School, Fort Belvoir, Va. II. Title. 
OCLC 5765738 


Government Publications — February 1980 


80-4131 


D 101.20:5-62 H 3 


United States. Dept. of the Army. 


Concrete and asphalt equipment operator / Headquarters, 
Department of the Army ; [prepared by the US Army Engi- 
neer School]. — Washington : [Dept. of Defense], Dept. of 
the Army, Headquarters, 1979- 

US Army AG Publications Center, 2800 Eastern Boule- 
vard, Baltimore, Md. 21220 

1 v. : ill. ; 26 cm.— (Field manual 

MOS 62H, skill level 3. 

Soldier’s manual. 

Sept. 18, 1979. 

Includes bibliographical references. 

@ltem 324 

pbk. 

1. United States. Army — Handbooks, manuals, etc. 2. 
Concrete construction— Equipment and supplies — Hand- 
books, manuals, etc. I. United States. Army Engineer 
School, Fort Belvoir, Va. II. Title. 

OCLC 5724523 


; FM 5-62 H 3) 


80-4129 
D 101.20:5-62 H/CM 80-4132 
United States. Dept. of the Army. 


Concrete and asphalt equipment operator / Headquarters, 


D 101.20:5-62 J 
United States. Dept. of the Army. 


Department of the Army ; [prepared by the United States 
Army Engineer School]. — Washington : [Dept. of Defense], 
Dept. of the Army, Headquarters, 1979- 

US Army AG Publications Center, 2800 Eastern Boule- 
vard, Baltimore, Md. 21220 

1 v. ; 26cm. — (Field manual ; FM 5-62 H/CM) 

MOS 62H. 

Commander's manual. 

Sept. 18, 1979. 

Includes bibliographical references. 

@ltem 324 

pbk. 

1. United States. Army — Handbooks, manuals, etc. 2. 
Concrete construction— Equipment and supplies — Hand- 
books, manuals, etc. I. United States. Army Engineer 
School, Fort Belvoir, Va. II. Title. 

OCLC 5724767 


General construction equipment operator / Headquarters, 
Department of the Army ; [prepared by the US Army Engi- 
neer School]. — Washington : [Dept. of Defense], Dept. of 
the Army, Headquarters, 1979- 

US Army AG Publications Center, 2800 Eastern Boule- 
vard, Baltimore, Md. 21220 

1 v. : ill. ; 26 cm. — (Field manual ; FM 5-62 J) 

MOS 62J, skill levels 1/2. 

Soldier’s manual. 

Sept. 28, 1979. 

Includes bibliographical references. 

@ltem 324 

pbk. 

1. United States. Army — Handbooks, manuals, etc. 2. 
Construction equipment — Maintenance and repair — Hand- 
books, manuals, etc. I. United States. Army Engineer 
School, Fort Belvoir, Va. II. Title. 

OCLC 5712062 


80-4130 80-4133 
D 101.20:5-62 H 1/2 


5 D 101.20:5-62 J/CM 
United States. Dept. of the Army. 


United States. Dept. of the Army. 


Concrete and asphalt equipment operator / Headquarters, 
Department of the Army ; [prepared by the US Army Engi- 
neer School]. — Washington : [Dept. of Defense], Dept. of 
the Army, Headquarters, 1979- 

US Army AG Publications Center, 2800 Eastern Boule- 
vard, Baltimore, Md. 21220 

1 v. : ill. ; 26 cm.— (Field manual 

MOS 62H, skill level 1/2. 

Soldier’s manual. 

Sept. 18, 1979. 

Includes bibliographical references. 

@ltem 324 

pbk. 

1. United States. Army — Handbooks, manuals, etc. 2. 
Concrete construction— Equipment and supplies — Hand- 
books, manuals, etc. I. United States. Army Engineer 
School, Fort Belvoir, Va. II. Title. 

OCLC 5756357 


; FM 5-62 H 1/2) 


General construction equipment operator / Headquarters, 
Department of the Army ; [prepared by the United States 
Army Engineer School]. — Washington : [Dept. of Defense], 
Dept. of the Army, Headquarters, 1979- 

US Army AG Publications Center, 2800 Eastern Boule- 
vard, Baltimore, Md. 21220 

1 v. : ill. ; 26 cm.— (Field manual ; FM 5-62 J/CM) 

MOS 62J. 

Commander's manual. 

Apr. 11, 1979. 

Includes bibliographical references. 

@ltem 324 

pbk. 

1. United States. Army — Handbooks, manuals, etc. 2. 
Construction equipment — Maintenance and repair — Hand- 
books, manuals, etc. I. United States. Army Engineer 
School, Fort Belvoir, Va. II. Title. 

OCLC 5711901 
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Army Department — Defense Dept. 


80-4134 
D 101.20:5-62 N/CM 
United States. Dept. of the Army. 

Construction equipment supervisor / Headquarters, Depart- 
ment of the Army ; [prepared by the United States Army 
Engineer School]. — Washington : [Dept. of Defense], Dept. 
of the Army, Headquarters, 1979- 

US Army AG Publications Center, 2800 Eastern Boule- 
vard, Baltimore, Md. 21220 

1 v. ; 26cm. — (Field manual ; FM 5-62 N/CM) 

MOS 62N. 

Commander’s manual. 

Mar. 8, 1979. 

Includes bibliographical references. 

@ltem 324 

pbk. 

1. United States. Army — Handbooks, manuals, etc. 2. 
Construction equipment — Maintenance and repair — Hand- 
books, manuals, etc. I. United States. Army Engineer 
School, Fort Belvoir, Va. II. Title. 

OCLC 5712050 


80-4135 
D 101.20:5-62 N 3 
United States. Dept. of the Army. 

Construction equipment supervisor / Headquarters, Depart- 
ment of the Army ; [prepared by the US Army Engineer 
School]. — [Washington : Dept. of Defense], Dept. of the 
Army, Headquarters : for sale by the Supt. of Docs., U.S. 
Govt. Print. Off., 1979- 

20402 

1 v. : ill. ; 26 cm.— (Field manual ; FM 5-62 N 3) 

MOS 62N, skill level 3. 

Soldier’s manual. 

Apr. 9, 1979. 

Includes bibliographical references. 

@ltem 324 

S/N 008-020-00807-9 

pbk. : $7.00 

1. United States. Army — Handbooks, manuals, etc. 2. 
Construction equipment — Maintenance and repair — Hand- 
books, manuals, etc. I. United States. Army Engineer 
School, Fort Belvoir, Va. _ II. Title. 

OCLC 5711879 


80-4136 
D 101.20:6-17 C/CM 
United States. Dept. of the Army. 

FA target acquisition specialist / Headquarters, Department 
of the Army ; [prepared by the US Army Field Artillery 
School]. — Washington : [Dept. of Defense], Dept. of the 
Army, Headquarters, 1979- 

US Army AG Publications Center, 2800 Eastern Boule- 
vard, Baltimore, Md. 21220 

1 v. : ill. ; 26 cm.— (Field manual ; FM 6-17 C/CM) 

Caption title: Field artillery target acquisition specialist. 

This manual supersedes FM 6-17C/CM, Mar. 18, 1977. 

MOS 17C. 

Commander’s manual. 

Nov. 6, 1979. 

Includes bibliographical references. 

@ltem 324 

pbk. 

1. United States. Army — Handbooks, manuals, etc. 2. 
Military reconnaissance — Handbooks, manuals, etc. 3. Artil- 
lery, Field and mountain — Handbooks, manuals, etc. I. 
United States. Army Field Artillery School, Fort Sill, Okla. 
II. Title. III. Title: Field artillery target acquisition special- 
ist. 

OCLC 5713105 


Page 64 


80-4137 


D 101.20:6-20-1/2 


United States. Dept. of the Army. 


Field artillery cannon battalion / Headquarters, Department 
of the Army. — Washington : [Dept. of Defense], Dept. of the 
Army, Headquarters, 1979- 

US Army AG Publications Center, 2800 Eastern Boule- 
vard, Baltimore, Md. 21220 

1 v. : ill. ; 26 cm. — (Field manual ; FM 6-20-1) 

July 5, 1979. 

Includes bibliographical references. 

@ltem 324 

1. United States. Army — Handbooks, manuals, etc. 2. 
United States. Army — Organization. 3. Artillery, Field and 
mountain — Handbooks, manuals, etc. I. Title. 

OCLC 5715960 


80-4138 


D 101.20:6-82 C/CM/rev. 


United States. Dept. of the Army. 


Field artillery surveyor / Headquarters, Department of the 
Army ; [prepared by the US Army Field Artillery School]. — 
Washington : [Dept. of Defense], Dept. of the Army, Head- 
quarters, 1979- 

US Army AG Publications Center, 2800 Eastern Boule- 
vard, Baltimore, Md. 21220 

1 v. : ill. ; 26 cm.— (Field manual ; FM 6-82 C/CM) 

This manual supersedes FM 6-82C/CM, Apr. 25, 1977. 

MOS 82C. 

Commander’s manual. 

Nov. 6, 1979. 

Includes bibliographical references. 

@ltem 324 

pbk. 

1. United States. Army — Handbooks, manuals, etc. 2. Ar- 
tillery, Field and mountain — Handbooks, manuals, etc. 3. 
Military topography — Handbooks, manuals, etc. I. United 
States. Army Field Artillery School, Fort Sill, Okla. II. 
Title. 

OCLC 5712454 


80-4139 


D 101.20:7-11 H 1/2 


United States. Dept. of the Army. 


Heavy antiarmor weapons crewman / Headquarters, De- 
partment of the Army ; [prepared by the US Army Infantry 
School]. — Washington : [Dept. of Defense], Dept. of the 
Army, Headquarters : for sale by the Supt. of Docs., U.S. 
Govt. Print. Off., 1979- 

20402 

1 v. : ill. ; 26 cm.— (Field manual ; FM 7-11 H 1/2) 

MOS 11H, skill levels 1 and 2. 

Soldier’s manual. 

Nov. 16, 1979. 

@ltem 324 

S/N 008-020-008 11-7 

pbk. : $11.00 

1. United States. Army — Handbooks, manuals, etc. 2. 
Antitank weapons — Handbooks, manuals, etc. I. United 
States. Army Infantry School, Fort Benning, Ga. II. Title. 
OCLC 5756454 





80-4140 


D 101.20:7-11 H 3/4 
United States. Dept. of the Army. 

Heavy antiarmor weapons crewman / Headquarters, De- 
partment of the Army ; [prepared by the US Army Infantry 
School]. — Washington : [Dept. of Defense], Dept. of the 
Army, Headquarters : for sale by the Supt. of Docs., U.S. 
Govt. Print. Off., 1979- 

20402 

1 v. : ill. ; 26 cm.— (Field manual ; FM 7-11 H 3/4) 

MOS 11H, skill levels 3 and 4. 

Soldier’s manual. 

Nov. 16, 1979. 

@ltem 324 

pbk. 

1. United States. Army — Handbooks, manuals, etc. 2. 
Antitank weapons — Handbooks, manuals, etc. I. United 
States. Army Infantry School, Fort Benning, Ga. II. Title. 
OCLC 5762870 


Government Publications — February 1980 


80-4143 


D 101.20:11-26 Q 3/4 


United States. Dept. of the Army. 


Tactical satellite/microwave systems operator / Headquar- 
ters, Department of the Army ; [prepared by the US Army 
Signal Center]. — Washington : [Dept. of Defense], Dept. of 
the Army, Headquarters, 1979- 

US Army AG Publications Center, 2800 Eastern Boule- 
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Docs., U.S. Govt. Print. Off. 

20402 

28 cm. (Energy data reports) 

$1.00 





“Rate schedules for electric service in communities of 2,500 
population or more residential, commercial, and industrial 
services.” 

Aug. 1979. 

CONTENTS: Alaska. 

Continues: National electric rate book, ISSN 0364-8095, 
issued by: United States. Federal Power Commission. 

@ltem 437-A-49 

S/N 061-003-90068-2 

Main series: United States. Energy Information Administra- 
tion. Energy data reports 

Main series: United States. Dept. of Energy. DOE/EIA 

1. Electric utilities — United States — Statistics — Periodi- 
cals. 2. Electric utilities — Alaska — Statistics — Periodicals. 
I. Title. II. Series. 


78-643273 
OCLC 2252688 


80-4527 
E 3.14:N 41/979 
United States. Energy Information Administration. Office of 
Energy Data and Interpretation. 

National electric rate book. Washington, Dept. of Energy, 
Energy Information Administration; [Office of Energy Data, 
Office of Energy Data and Interpretation] : for sale by the 
Supt. of Docs., U. S Govt. Print. Off. 

20402 

28 cm. (Energy data reports) (DOE/EIA ; 0198) 

$1.00 

“Rate schedules for electric service in communities of 2,500 
population or more residential, commercial, and industrial 
services.” 

CONTENTS: Nevada. 

Continues: National electric rate book, ISSN 0364-8095, 
issued by: United States. Federal Power Commission. 

@ltem 437-A-26 

S/N 061-003-90069-1 

ISSN 0364-8095 

Main series: United States. Enegy Information Administra- 
tion. Energy data reports 

Main series: United States. Dept. of Energy, DOE/EIA 

1. Electric utilities — United States — Statistics — Periodi- 
cals. 2. Electric utilities — Nevada — Statistics — Periodi- 
cals. I. Title. II. Series. 

PAR 


78-643273 
OCLC 2252688 


80-4528 
E 3.18/3:977 
Statistics of publicly owned electric utilities in the United 
States. Washington, Dept. of Energy, Energy Information 
Administration, Office of Energy Data; Springfield, Va., for 
sale by the National Technical Information Service. 
5285 Port Royal Rd., 22161 
28 cm. (DOE/EIA ; 0172) 
$3.50 
Vols. for 1966-75 issued by the Federal Power Commission; 
1976- by the Office of Energy Data, Energy Information 
Administration. 
1977. 
@ltem 435-E-1 
S/N 061-002-00018-9 
Main series: United States. Dept. of Energy. DOE/EIA 
Main series: United States. Energy Information Administra- 
tion. Energy data report 


Government Publications — February 1980 


1. Electric utilities — United States — Statistics — Periodi- 
cals. I. United States. Energy Information Administration. 
Office of Energy Data. II. United States. Federal Power 
Commission. 

HD9685.U4A4523 

72-626948 //r79 
338.4/7/621310973 
OCLC 2418769 


80-4529 


E 3.27:979/2 


United States. Energy Information Administration. 


EIA publications directory. supplement. Washington, Dept. 
of Energy, Energy Information Administration, Office of 
Energy Information Services; for sale by the Supt. of Docs., 
U.S. Govt. Print. Off. 

20402 

28 cm. (DOE/EIA) 

$3.50 

1979- 

@ltem 429-T-49 

S/N 061-000-00348-7 

Main series: United States. Dept. of Energy. DOE/EIA 

1. United States. Energy Information Administration — Bib- 
liography. 2. Power resources — Bibliography. I. Title. 
OCLC 5779264 


ENVIRONMENTAL PROTECTION AGENCY 
Washington, DC 20460 


80-4530 


EP 1.2:Al 8 


United States. Environmental Protection Agency. Office of Air 


Quality Planning and Standards. 

Primary aluminum draft guidelines for control of fluoride 
emissions from existing primary aluminum plants. — Research 
Triangle Park, N. C. : Environmental Protection Agency, 
Office of Air, Noise, and Radiation, Office of Air Quality 
Planning and Standards ; Springfield, Va. : for sale by the 
National Technical Information Service, 1979. 

22161 

341 p. in various pagings : ill. ; 28 cm..— (EPA ; 450/2-78- 
049 a) 

Feb. 1979. 

Includes bibliographical references. 

@ltem 431-I-1 (microfiche) 

pbk. 

1. Aluminum industry and trade— Waste disposal. 2. 
Fluorides — Environmental aspects. I. Title. 

OCLC 5787128 


80-4531 


EP 1.2:H 99/10 


Pellizzari, Edo D. 


Quantification of chlorinated hydrocarbons in previously 
collected air samples / by E. D. Pellizzari, Research Triangle 
Institute ; prepared for U.S. Environmental Protection 
Agency, Office of Air, Noise, and Radiation, Office of Air 
Quality Planning and Standards. — Research Triangle Park, 
N. C. : The Office ; Springfield, Va. : for sale by the National 
Technical Information Service, 1978. 

5285 Port Royal Road, 22161 

xii, 136 p. : maps ; 28 cm. — (EPA ; 450/3-78-112) 

Contract no. DA-8-1938J. 

Oct. 1978. 

Includes bibliographical references. 

@ltem 431-I-1 (microfiche) 

pbk. 
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Environmental Protection Agency 


1. Hydrocarbons. 2. Organochlorine compounds. 3. Car- 
cinogeus. 4. Air— Pollution. I. Research Triangle Insti- 
tute. II. United States. Environmental Protection Agency. 
Office of Air Quality Planning and Standards. III. Title. 
OCLC 5785854 


80-4532 


EP 1.2:Z7 
United States. Environmental Protection Agency. Office of Air 
Quality Planning and Standards. 

Legal issues of emission density zoning / by Martin S. 
Jaffe, American Society of Planning Officials ... [et al.] ; 
submitted through Energy and Environmental Systems Divi- 
sion, Argonne, National Laboratory ; EPA contract no. EPA- 
1AG-D7-01157 with Argonnne National Laboratory ; pre- 
pared for U.S. Environmental Protection Agency, Office of 
Air, Noise, and Radiation, Office of Air Quality Planning and 
Standards. — Research Triangle Park, N. C. : The Office of 
Air Quality Planning and Standards; Springfield, Va. : for sale 
by the National Technical Information Service, 1978. 

5285 Port Royal Road, 22161 

vi, 136 p. ; 28 cm. — (EPA ; 450/3-78-049) 

Sept. 1978. 

Includes bibliographical references. 

@ltem 431-I-1 (microfiche)@RB@ 

pbk. 

1. Zoning law — United States. 2. Air — Pollution — Law 
and legislation. 3. Industry and state. I. Jaffe, Martin S. 
II. American Society of Planning Officials. III]. Argonne 
National Laboratory. Energy and Environmental Systems Di- 
vision. IV. Title. 

OCLC 5786267 


80-4534 


EP 1.23/8:600/7-79-142 


United States. Environmental Protection Agency. Office of Re- 


search and Development. 

Environmental considerations of selected energy conserving 
manufacturing process options. — Cincinnati, Ohio : Environ- 
mental Protection Agency, Office of Research and Develop- 
ment, Industrial Environmental Research Laboratory ; Wash- 
ington : for sale by the Supt. of Docs., U.S. Govt. Print. Off., 
1976- 

20402 

v. ; 28 cm.— (Interagency energy-environment research 
and development program report ; EPA-600/7-79-142) 

Prepared by Arthur D. Little, Inc., contract no. 68-03-2198. 

July 1979. 

Includes bibliographical references. 

Contents: v. 17. Nitrogen oxides summary report. 

@ltem 431-1-62 

S/N 055-000-00179-1 (v.17) 

pbk. : $3.50 (v.17) 

1. Nitrogen compounds. 2. Factory and trade waste — 
United States. 3. Air — Pollution — United States — Mea- 
surement. 4. Energy conservation — United States. 5. Man- 
ufacturing processes. I. Industrial Environmental Research 
Laboratory, Cincinnati, Ohio. II. Arthur D. Little, inc. III. 
Title. IV. Title: Nitrogen oxides summary report. V. 
Series: United States. Environmental Protection Agency. 
Interagency energy-environment research and development 
program report ; EPA 600/7-79-142. 

OCLC 2850122 


80-4535 
EP 1.23/8:600/7-79-145 
United States. Environmental Protection Agency. Office of Re- 
search and Development. 


80-4533 
EP 1.23/8:600/7-79-141 
United States. Environmental Protection Agency. Office of Re- 


search and Development. 

Environmental considerations of selected energy-conserving 
manufacturing process options. — Cincinnati, Ohio : Environ- 
mental Protection Agency, Office of Research and Develop- 
ment, Industrial Environmental Research Laboratory ; Wash- 


ington : for sale by the Supt. of Docs., U.S. Govt. Print. Off., 
1976- 


20402 

v. ; 28 cm.— (Interagency energy-environment research 
and development program report ; EPA-600/7-79-141) 

Prepared by Arthur D. Little, Inc., contract no. 68-03-2198. 

August 1979. 

Includes bibliographical references. 

Contents: v. 16. Sulfur oxides summary report. 

@ltem 431-1-62 

S/N 055-000-00178-2 (v.16) 

pbk. : $4.00 (v.16) 

1. Sulphur compounds. 2. Factory and trade waste — 
United States. 3. Air — Pollution — United States — Mea- 
surement. 4. Energy conservation — United States. 5. Man- 
ufacturing processes. I. Industrial Environmental Research 
Laboratory, Cincinnati, Ohio. II. Arthur D. Little, inc. III. 
Title. IV. Title: Sulfur oxides summary report. V. Series: 
United States. Environmental Protection Agency. Interagency 
energy-environment research and development program 
report ; EPA 600/7-79-141. 

OCLC 2850122 
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Environmental considerations of selected energy conserving 
manufacturing process options. — Cincinnati, Ohio : Environ- 
mental Protection Agency, Office of Research and Develop- 
ment, Industrial Environmental Research Laboratory ; Wash- 
ington : for sale by the Supt. of Docs., U.S. Govt. Print. Off., 
1976- 

20402 

v. ; 28 cm.— (Interagency energy-environment research 
and development program report ; EPA-600/7-79-145) 

Prepared by Arthur D. Little, contract no. 68-03-2198. 

August 1979. 

Includes bibliographical references. 

Contents: v. 18. Particulates summary report. 

@ltem 431-1-62 

S/N 055-000-00181-2 (v.18) 

pbk. : $4.00 (v.18) 

1. Contamination (Technology) 2. Factory and trade 
waste — United States. 3. Pollution — United States — Mea- 
surement. 4. Energy conservation — United States. 5. Man- 
ufacturing processes. I. Industrial Environmental Research 
Laboratory, Cincinnati, Ohio. Il. Arthur D. Little, inc. III. 
Title. IV. Title: Particulates summary report. V. Series: 
United States. Environmental Protection Agency. Interagency 
energy-environment research and development program 
report ; EPA 600/7-79-145. 

OCLC 2850122 





80-4536 


EP 1.23/8:600/7-79-161 
United States. Environmental Protection Agency. Office of Re- 
search and Development. 

Environmental considerations of selected energy conserving 
manufacturing process options. — Cincinnati, Ohio : Environ- 
mental Protection Agency, Office of Research and Develop- 
ment, Industrial Environmental Research Laboratory ; Wash- 
ington : for sale by the Supt. of Docs., U.S. Govt. Print. Off., 
1976- 

20402 

v. ; 28 cm.— (Interagency energy-environment research 
and development program report ; EPA-600/7-79-161) 

Prepared by Arthur D. Little, Inc., contract no. 68-03-2198. 

August 1979. 

Includes bibliographical references. 

Contents: v. 19. Solid residues summary report. 

@ltem 431-1-62 

S/N 055-000-00182-1 (v.19) 

pbk. : $3.75 (v.19) 

1. Pollution — United States — Measurement. 2. Factory 
and trade waste — United States. 3. Energy conservation — 
United States. 4. Manufacturing processes. I. Industrial 
Environmental Research Laboratory, Cincinnati, Ohio. II. 
Arthur D. Little, inc. III. Title. IV. Title: Solid residues 
summary report. V. Series: United States. Environmental 
Protection Agency. Interagency energy-environment research 
and development program report ; EPA 600/7-79-161. 

OCLC 2850122 


80-4537 


EP 1.23/8:600/7-79-162 
United States. Environmental Protection Agency. Office of Re- 
search and Development. 

Environmental considerations of selected energy conserving 
manufacturing process options. — Cincinnati, Ohio : Environ- 
mental Protection Agency, Office of Research and Develop- 
ment, Industrial Environmental Research Laboratory ; Wash- 
ington : for sale by the Supt. of Docs., U.S. Govt. Print. Off., 
1976- 

20402 

v. ; 28 cm.— (Interagency energy-environment research 
and development program report ; EPA-600/7-79-162) 

Prepared by Arthur D. Little, Inc., contract no. 68-03-2198. 

August 1979. 

Includes bibliographical references. 

Contents: v. 20. Toxics/organics. 

@ltem 431-1-62 

S/N 055-000-00180-4 (v.20) 

pbk. : $3.75 (v.20) 

1. Organic compounds. 2. Poisons. 3. Factory and trade 
waste — United States. 4. Manufacturing processes. 5. Pol- 
lution — United States — Measurement. 6. Energy conserva- 
tion — United States. I. Industrial Environmental Research 
Laboratory, Cincinnati, Ohio. II. Arthur D. Little, inc. III. 
Title. IV. Title: Toxics/organics. V. Series: United States. 
Environmental Protection Agency. Interagency energy-envi- 
ronment research and development program report ; EPA- 
600/7-79-162. 

OCLC 2850122 


Government Publications — February 1980 


PESTICIDE PROGRAMS OFFICE 
Environmental Protection Agency 
Washington, DC 20460 


80-4538 


EP 5.2:T 73 


United States. Environmental Protection Agency. Office of Pes- 


ticide Programs. 

Decision and emergency order suspending registrations for 
certain uses of 2-(2, 4, 5-trichlorophenoxy) propionic acid 
(silvex). — Washington : Environmental Protection Agency, 
Office of Pesticide Programs, 1979. 

20460 

85 p. : ill. ; 27 cm. 

Feb. 28, 1979. 

@ltem 473-B-1 

pbk. 

1. Pesticides— Environmental aspects. 2. Herbicides — 
Environmental aspects. I. Title. 

OCLC 4740334 


FARM CREDIT ADMINISTRATION 
Washington, DC 20578 


80-4539 


FCA 1.1:977-78 


United States. Farm Credit Administration. 


Annual report of the Farm Credit Administration and the 
cooperative Farm Credit System. Washington, Farm Credit 
Administration; for sale by the Supt. of Docs., U.S. Govt. 
Print. Off. 

20402 

23 cm. 

$3.50 

34th- 1966/67- 

Title varies slightly. 

45th, 1977-78. 

@ltem 430-J-1 

S/N 011-000-00010-0 

Continues: United States. Farm Credit Administration. 
Annual report of the Farm Credit Administration on the 
work of the cooperative Farm Credit System 1957/58-1965/ 
66 

1. United States. Farm Credit Administration — Periodicals. 
2. Agricultural credit — United States — Periodicals. I. Title. 
OCLC 3107752 


FEDERAL INSURANCE AND HAZARD 
MITIGATION OFFICE 
Washington, DC 20410 


80-4540 


FEM 1.208:F 65 


United States. Federal Insurance Administration. 


Flood emergency and residential repair handbook / [author 
and principal investigator, Charles M. Anderson]. — Washing- 
ton : Federal Emergency Management Agency, Federal In- 
surance Administration : for sale by the Supt. of Docs., U.S. 
Govt. Print. Off., 1979. 

20402 

63 p. in various pagings : ill. ; 28 cm. — (HUD-FIA ; 527) 

National Flood Insurance Program. 

October 1979. 

@ltem 594-A-3 

S/N 023-000-00552-2 

pbk. : $3.50 

1. Flood damage prevention — United States — Handbooks, 
manuals, etc. I. Anderson, Charles M., 1938- II. Title. 
OCLC 5733223 
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Federal Home Loan Bank Board 


FEDERAL HOME LOAN BANK BOARD 
Washington, DC 20552 


80-4541 
FHL 1.2:F 31/4/978 
Federal Savings and Loan Insurance Corporation. Insurance 
Division. 

FSLICsafety / prepared by the Insurance Division, Federal 
Savings and Loan Insurance Corporation. — Washington : 
Federal Savings and Loan Insurance Corporation, 1978. 

20552 

9 p.: ill. ; 18 cm. 

“Fourth printing.” 

Dec. 1978. 

@ltem 596 

pbk. 

1. Federal Savings and Loan Insurance Corporation. 2. 
Savings-banks — United States. 3. Building and loan associ- 
ations. I. Title. 

OCLC 5740010 


80-4542 
FHL 1.2:R 26 
United States. Federal Home Loan Band Board. 

Statement of the Federal Home Loan Board on proposed 
variable rate mortgage regulations before the Subcommittee 
on Financial Institutions, Supervision, Regulation, and Insur- 
ance of the Committee on Banking, Currency, and Housing, 
U.S. House of Representatives, 94th Congress, April 9, 
1975.— Washington : Federal Home Loan Bank Board, 
[19767] 

20552 

56, 10 p. ; 36 cm. 

1. Mortgages — United States. I. Title. 

OCLC 5759026 


FEDERAL MEDIATION AND CONCILIATION 
SERVICE 
Washington, DC 20427 
80-4543 
FM 1.1:978 
United States. Federal Mediation and Conciliation Service. 
Annual report - Federal Mediation and Conciliation Serv- 
ice. Washington, Federal Mediation and Conciliation Service; 
for sale by the Supt. of Docs., U.S. Govt. Print. Off. 
20402 
v. 21 x 27 cm. 
$3.50 
Ist- 1947/48- 
31st report, covering fiscal year 1978. 
@ltem 433 
S/N 013-000-00017-4 
1. United States. Federal Mediation and Conciliation Serv- 
ice — Periodicals. 2. Mediation and conciliation, Industri- 
al — United States — Periodicals. I. Title. 
HD5503.A3285 
49-045739 
331.154 
OCLC 1953688 


80-4544 
FM 1.2:L 11/5/978 
United States. Federal Mediation and Conciliation Service. 
Securing labor-management peace through mediation / 
Federal Mediation & Conciliation Service. — Washington : 
The Service, 1978. 
20427 
folder (6 p.) : ill. ; 23 x 11 cm. 
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@ltem 434 

pbk. 

1. United States. Federal Mediation and Conciliation Serv- 
ice. 2. Industrial relations. 3. Mediation and conciliation, 
Industrial — United States. I. Title. 

OCLC 4948337 


80-4545 
FM 1.2:P 75/979 
United States. Federal Mediation and Conciliation Service. 
Office of Arbitration Services. 

Policies, functions, and procedures. — [Washington] : Fed- 
eral Mediation and Conciliation Service, Office of Arbitration 
Services, 1979. 

20427 

15 p. ; 21 x 11 cm. 

April 15, 1979. 

@ltem 434 

pbk. 

1. United States. Federal Mediation and Conciliation Serv- 
ice. I. Title. 

OCLC 5778192 


FEDERAL MARITIME COMMISSION 
Washington, DC 20573 


80-4546 
FMC 1.10:20 
United States. Federal Maritime Commission. 

Decisions of the Federal Maritime Commission. Washing- 
ton, Federal Maritime Commission; for sale by the Supt. of 
Docs., U.S. Govt. Print. Off. 

20402 

v. 24 cm. 

$20.00 

v. 7- Sept. 1961/Feb. 1964- 

Spine title: Federal Maritime Commission reports 

v. 20, June 1977 to July 1978. 

@ltem 233-A 

S/N 014-000-00066-6 

Continues: Decisions of the Federal Maritime Board, and 
Maritime Administration, Department of Commerce 

1. Maritime law — United States — Cases. 2. Inland water 
transportation— Law and _legislation— United States — 
Cases. I. Title. 

KF2606.A553 

75-647749 
343/.73/096402646 
OCLC 0929110 


80-4547 
FMC 1.11:979 
United States. Federal Maritime Commission. 

Approved conference, rate, interconference, pooling and 
joint service agreements and selective major cooperative 
working arrangements of steamship lines in the foreign com- 
merce of the United States. Washington, Federal Maritime 
Commssion; for sale by the Supt. of Docs., U.S. Govt. Print. 

20402 

23 cm. 

$5.50 

1976- 

1979. 

@ltem 432-L 

S/N 014-000-00068-2 

Continues: Approved conference, rate and interconference 


agreements of steamship lines in the foreign commerce of the 
United States 





1. Shipping conferences — Periodicals. I. Title. 
OCLC 4179008 


FEDERAL RESERVE SYSTEM BOARD OF 
GOVERNORS 
Washington, DC 20551 


80-4548 
FR 1.51:;105 


Round Table Conference on Capacity Utilization, Washington, 
D.C., 1978. 


Measurement of capacity utilization : problems and tasks / 


Frank de Leeuw ... [et al.]. — Washington : Board of Gover- 
nors of the Federal Reserve System, 1979. 

20551 

259 p. : graphs ; 28 cm. — (Staff studies - Board of Gover- 
nors of the Federal Reserve System ; 105) 

July 1979. 

Bibliography: p. 129-135. 

pbk. 

1. Industrial capacity — United States — Congresses. I. De 


Leeuw, Frank, 1930- II. United States. Board of Governors 


of the Federal Reserve System. III. Title. IV. Series: 


United States. Board of Governors of the Federal Reserve 


System. Staff studies - Board of Governors of the Federal 
Reserve System ; 105. 
OCLC 5469444 


FEDERAL TRADE COMMISSION 
Washington, DC 20580 


80-4549 
FT 1.2:C 48/6 
Whitten, Ira Taylor. 


Brand performance in the cigarette industry and the advan- 
tage to early entry, 1913-74 : staff report to the Federal Trade 


Commission / by Ira Taylor Whitten. — Washington : Feder- 


al Trade Commission, Bureau of Economics : for sale by the 


Supt. of Docs., U.S. Govt. Print. Off., 1979. 
20402 
54 p. : graphs ; 20 cm. 
At head of title: Economic report, June 1979. 
Bibliography : p. 53-54. 
@ltem 535 
S/N 018-000-00252-3 
pbk. : $2.50 


1. Cigarette manufacture and trade — United States. 2. 


Advertising — United States — Cigarettes. I. United States. 


Federal Trade Commission. Bureau of Economics. II. Title. 


OCLC 5508162 


80-4550 
FT 1.2:C 73/3 


How to complain and get results.— Washington : Federal 


Trade Commission, 1978. 
20580 


[2] ; 28 cm. — (Publication - Federal Trade Commission ; 


no. J-15-1) 
August 1978. 
@ltem 535 
pbk. 


1. Complaints (Retail trade) I. United States. Federal 
Trade Commission. II. Series: United States. Federal Trade 
Commission. Publication - Federal Trade Commission ; no. J- 


15-1. 
OCLC 5766758 


Government Publications — February 1980 


80-4551 


FT 1.2:Ur 1 


Mulholland, Joseph P. 


An analysis of competitive structure in the uranium supply 
industry : staff report to the Federal Trade Commission / by 
Joseph P. Mulholland, John Haring, Steven Martin. — August 
1979. — [Washington] : Federal Trade Commission, Bureau of 
Economics : for sale by the Supt. of Docs., U.S. Govt. Print. 
Off., 1979. 

20402 

vi, 146 p. : ill. ; 28 cm. 

At head of title: Economic report. 

Cover title: Staff report on an analysis of competitive struc- 
ture in the uranium supply industry. 

August 1979. 

Includes bibliographical references. 

@ltem 535 

S/N 018-000-00256-6 

pbk. : $4.75 

1. Uranium industry. I. Haring, John R., joint author. II. 
Martin, Steven, joint author. III. United States. Federal 
Trade Commission. Bureau of Economics. IV. Title. V. 
Title: Staff report on an analysis of competitive structure in 
the uranium supply industry. 

OCLC 5690499 


80-4552 


FT 1,8/2:F 84 


United States. Federal Trade Commission. 


Franchising and business opportunities : rules and guides. — 
[Washington] : Federal Trade Commission : for sale by the 
Supt. of Docs., U.S. Govt. Print. Off., 1979. 

20402 

88 p. ; 28 cm. 

Cover title. 

@ltem 535-A 

S/N 018-000-00254-0 

pbk. : $3.75 

1. Franchises (Retail trade) I. Title. 

OCLC 5454026 


GENERAL ACCOUNTING OFFICE 
Washington, DC 20548 


80-4553 


GA 1.5:57 


United States. General Accounting Office. 


Decisions of the comptroller general of the United States. 
[Washington] General Accounting Office; for sale by the 
Supt. of Docs., U. S. Gov. Print. Off. 

20402 

24 cm. 

$14.00 

v. 1- July 1, 1921- 

Compiled in the Office of the General Counsel, Index- 
Digest Section. 

v. 57, Oct. 1, 1977-Sept. 30, 1978. 

Annual. 

@ltem 544 

S/N 020-000-00175-5 

ISSN 0011-7323 

Continues: Decisions of the comptroller of the Treasury 

Related records: United States. General Accounting Office. 
Index-digest of the published decisions of the Comptroller 
General of the United States 

1. United States — Appropriations and expenditures — Per- 
iodicals. 2. United States Government property — Law 
and legislation — Periodicals. 3. United States. General Ac- 
counting Office — Periodicals. I. Title. 

OCLC 1982979 
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General Accounting Office 


Reports to Congress by Comptroller General of United States. 
Order multiple copies from GAO, Box 1020, Washington, DC 
20013; $1.00 each. Single copies free (write: GAO, 441 G St., 
N.W., Washington, DC 20548) 


80-4554 
GA 1.13:CED-79-83 
United States. General Accounting Office. 
Issues surrounding the Surface mining control and reclama- 
tion act : report / by the Comptroller General of the United 


States. — [Washington] : General Accounting Office, 1979. 
20548 


vi, 45 p. 28 cm. 

“CED-79-83.” 

*“B-190462.” 

Sept. 21, 1979. 

@ltem 546-D (microfiche) 

pbk. 

1. Strip mining — Environmental aspects — United States. 
2. Reclamation of land— Environmental aspects — United 
States. I. Title. 

OCLC 5711640 


80-4555 
GA 1,13:CED-79-92 
United States. General Accounting Office. 

Lower graded military personnel with families are not suit- 
ably housed but should be : report to the Congress / by the 
Comptroller General of the United States. — [Washington] : 
General Accounting Office, 1979. 

20548 

viii, 38 p. : ill. ; 27 cm. 

“CED-79-92.” 

*“*B-133102.” 

Sept. 25, 1979. 

@ltem 546-D (microfiche) 

pbk. 

1. United States — Armed Forces — Barracks and quarters. 
2. Military dependents — Housing — United States. I. Title. 
OCLC 5460167 


80-4556 
GA 1.13:CED-79-103 
United States. General Accounting Office. 
Efforts to improve management of the Small Business Ad- 
ministration have been unsatisfactory — more aggressive 
action needed : report / by the Comptroller General of the 


United States. — [Washington] : General Accounting Office, 
1979. 


20548 

iv, 94 p. ; 27 cm. 

“CED-79-103”. 

“B-114835.” 

Aug. 21, 1979. 

@ltem 546-D (microfiche) 

pbk. 

1. United States. Small Business Administration. 
OCLC 5540941 


80-4557 


I. Title. 


GA 1.13:CED-79-115 
United States. General Accounting Office. 

Improving the scientific and technical information available 
to the Environmental Protection Agency in its decisionmak- 
ing process : report to the Congress / by the Comptroller 
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Mental Health workshop, September 14-16, 1978. — [Bethes- 
da, Md.] : Dept. of Health, Education, and Welfare, Public 
Health Service, National Institutes of Health ; Washington : 
for sale by the Supt. of Docs., U. S. Govt. Print. Off., 1979. 

20402 

51, [5] p. ; 27 cm. — (DHEW publication ; no. (NIH) 79- 
1897) 

Oct. 1979. 

@ltem 507 

S/N 017-062-001 16-2 

pbk. : $2.50 

1. Aged women—Congresses. 2. Women — Mental 
health — Congresses. 3. Aging— Congresses. I. United 
States. National Institutes of Health. II. National Institute on 
Aging. III. United States. National Institute of Mental 
Health. IV. Series: United States. Dept. of Health, Educa- 
tion, and Welfare. DHEW publication ; no. (NIH) 79-1897. 
OCLC 5744290 


80-4710 


HE 20.3008:Se 4 


United States. National Institutes of Health. 


A guide to medical self-care and self-help groups for the 
elderly. — [Bethesda, Md.] : Dept. of Health, Education, and 
Welfare, Public Health Service, National Institutes of Health ; 
Washington : for sale by the Supt. of Docs., U.S. Govt. Print. 
Off., 1979. 

20402 

23 p. : ill. ; 16 x 20 cm. — (DHEW publication ; no. (NIH) 
80-1687) 

November 1979. 

Includes bibliographical references. 

@ltem 507-H 

S/N 017-062-00119-7 

pbk. : $1.50 

1. Aged — Medical care — United States. I. Title. II. 
Series: United States. Dept. of Health. Education, and Wel- 
fare. DHEW publication ; no. (NIH) 80-1687. 

OCLC 5783359 


80-4711 


HE 20.3008:V 88 


United States. National Institutes of Health. Clinical Center. 


Normal volunteer program : handbook : Clinical Center. — 
Rev. 1979. — [Bethesda, Md.] : Dept. of Health, Education, 
and Welfare, Public Health Service. National Institutes of 
Health, 1979. 

20014 

8 p.; 24cm. 

@liem 507-H 

pbk. 

1. Medical research — United States. I. United States. Na- 
tional Institutes of Health. IL. Title. 

OCLC 5766403 





80-4712 


HE 20.3009:979 
United States. National Institutes of Health. Editorial Oper- 
ations Branch. 

NIH publications list. Bethesda, Md., Dept. of Health, Edu- 
cation, and Welfare, Public Health Service, National Institutes 
of Health, Office of Communications, OD, Division of Public 
Information, Editorial Operations Branch. 

20205 

24 cm. (DHEW publication ; no. (NIH) 80-6) 

Oct. 1979. 

Continues: NIH publications list, ISSN 0027-6650, issued 
by: United States. National Institutes of Health. Publications 
and Reports Branch. 

@ltem 506-A 

ISSN 0027-6650 

Main series: United States. Dept. of Health, Education, and 
Welfare. DHEW publication ; no. (NIH) 

1. Medicine — Bibliography — Periodicals. 2. United 
States. National Institutes of Health — Bibliography — Perio- 
dicals. I. Title. II. Series: United States. Dept. of Health, 
Education, and Welfare. DHEW publication ; no. (NIH) 80-6. 
Z6660.USa 

75-642518 
[RA11]} 
016.61 
OCLC 2070912 


80-4713 


HE 20.3018:979-2 
United States. National Institutes of Health. 

NIH public advisory groups; authority, structure, functions, 
members. [Bethesda, Md.] Dept. of Health, Education, and 
Welfare, Public Health Service, National Institutes of Health, 
Committee Management Staff. 

20014 

24 cm. (DHEW publication ; no. (NIH) 79-10) 

1969- 

July 1979. 

Semiannual. 

@ltem 507-N 

ISSN 0566-8301 

Main series: United States. Dept. of Health, Education, and 
Welfare. DHEW publication ; no. (NIH) 

1. Public health advisory groups — Directories — Periodi- 
cals. I. United States. National Institutes of Health. Commit- 
tee Management Staff. 

Key Title: NIH public advisory groups II. Title. III. 
Series: United States. Dept. of Health, Education, and Wel- 
fare. DHEW publication ; no. (NIH) 79-10. 

RA11.D32a 

73-602922 //r73 
353.007/7/025 
OCLC 2177513 


80-4714 


HE 20.3027/2:978 
United States. National Arthritis Advisory Board. 

Annual report of the National Arthritis Advisory Board. 
[Bethesda, Md.] Dept. of Health, Education, and Welfare, 
Public Health Service, National Institutes of Health, National 
Arthritis Advisory Board. 

20014 

ill. 28 cm. (DHEW publication ; no. (NIH) 79-1235) 

1977- 

Title varies slightly. 

1978. 

@ltem 506-A-12 

ISSN 0190-5422 


Government Publications — February 1980 


Main series: United States. Dept. of Health, Education, and 
Welfare. DHEW publication ; no. (NIH) 

1. United States. National Arthritis Advisory Board — Per- 
iodicals. 2. Arthritis — Research — United States — Periodi- 
cals. 3. Arthritis — Research grants — United States — Per- 
iodicals. 

Key Title: Annual report - National Arthritis Advisory 
Board I. Title. II. Series: United States. Dept. of Health, 
Education, and Welfare. DHEW publication ; no. (NIH) 79- 
1235. 

RC933.A1U54a 

79-640464 
353.008/41/9672 
OCLC 4714649 


NATIONAL CANCER INSTITUTE 
Health, Education, and Welfare Dept. 
Bethesda, MD 20014 


80-4715 


HE 20.3151/2:978-79 


United States. National Cancer Institute. Division of Cancer 


Research Resources and Centers. 

Annual report - National Cancer Institute, Division of 
Cancer Research Resources and Centers. [Bethesda, Md., 
Dept. of Health, Education, and Welfare, Public Health Serv- 
ice, National Institutes of Health], National Cancer Institute, 
Division of Cancer Research Resources and Centers. 

20014 

27 cm. 

Report covers fiscal year 1979. 

Includes bibliographies. 

@ltem 507-G-17 

1. United States. National Cancer Institute. Division of 
Cancer Research Resources and Centers — Periodicals. 2. 
Cancer — Research — United States — Periodicals. I. Title. 

sc-79005089 
OCLC 3519114 


80-4716 


HE 20.3152:J 82/979-2 


United States. National Cancer Institute 


A compilation of journal instructions to authors. — [Bethes- 
da, Md.] : Dept. of Health, Education, and Welfare, Public 
Health Service National Institutes of Health, National Cancer 
Institute, 1979. 

20205 

vi, 440 p. ; 28 cm. — (DHEW publication ; no. (NIH) 80- 
1991) 

Oct. 1979. 

@ltem 507-G-2 

pbk. 

1. Journalism — Authorship. 2. Journalism, Medical. 3. 
Authorship. I. Title. II. Series: United States. Dept. of 
Health, Education, and Welfare. DHEW publication ; no. 
(NIH) 80-1991. 

OCLC 5786734 


80-4717 


HE 20.3152:M 51 


Membership roster, cancer clinical trials groups and projects 


[Bethesda, Md.] Dept. of Health, Education. and Welfare. 
Public Health Service, National Institutes of Health, National 
Cancer Institute, Division of Cancer Treatment, Cancer Ther- 
apy Evaluation Program 

20205 

28 cm 

Aug. 1977- 

Sept. 1979 

@ltem 507-G-2 
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National Heart, Lung, and Blood Institute — Health, Education, and Welfare Dept. 


ISSN 0161-8679 

Continues: Membership roster, cancer clinical cooperative 
groups 

1. Cancer — Research — Directories. I. National Cancer 
Institute. Cancer Therapy Evaluation Program. [DNLM 1. 
Neoplasms — therapy — directories. 2. Research — directo- 
ries. QZ 22.1 M533] 


sc-79003678 
OCLC 4029032 


80-4718 
HE 20.3152:M 54/v.1/sec.1-3 
United States. National Cancer Institute. 

Merit peer review report to the National Cancer Insti- 
tute. —[Bethesda, Md. : Dept. of Health, Education, and 
Welfare, Public Health Service, National Institutes of Health, 
National Cancer Institute], 1979- 

20014 

v.: ill. ; 28 cm. 

“Rhode Island Cancer Control Program, Providence.” 

July 1979. 

Contents: v. 1. Sections 1, 2, 3. 

@ltem 507-G-2 

pbk. 

1. Cancer — Rhode Island — Prevention. 2. Cancer educa- 
tion. I. Title. 

OCLC 5755095 


80-4719 
HE 20.3158:B 74/3 
United States. National Cancer Institute. 

User's guide to Progress against breast cancer (black family 
focus). — [Bethesda, Md.] : Dept. of Health, Education, and 
Welfare, Public Health Service, National Institutes of Health, 
National Cancer Institute, 1979. 

20014 

18 p. ; 27 cm. — (DHEW publication ; no. (NIH) 80-2058) 

Oct. 1979. 

@ltem 507-G-6 

pbk. 

1. Breast — Cancer. I. Title. II. Series: United States. 
Dept. of Health, Education, and Welfare. DHEW publication 
; no. (NIH) 80-2058. 

OCLC 5766342 


80-4720 
HE 20.3168:977 
United States. National Cancer Advisory Board. 

National cancer program, report of the National Cancer 
Advisory Board; submitted to the President of the United 
States for transmittal to the Congress. [Bethesda, Md.] Dept. 
of Health, Education, and Welfare, Public Health Service. 
National Institutes of Health, [National Cancer Institute] 

20014 

27 cm. (DHEW publication ; no. (NIH) 79-1867) 

1973- 

Subtitle varies. 

1977. 

@ltem 507-G-7 

ISSN 0092-9468 

Main series: United States. Dept. of Health. Education, and 
Welfare. DHEW publication ; no. (NIH) 


Page 158 


1. United States. National Cancer Advisory Board — Perio- 
dicals. 2. Cancer — Research — United States — Periodicals. 
3. Cancer — United States — Periodicals. 

Key Title: Report of the National Cancer Advisory Board 
submitted to the President of the United States for transmittal 
to the Congress of the United States I. Title. II. Series: 
United States. Dept. of Health, Education, and Welfare. 
DHEW publication ; no. (NIH) 79-1867. 

RC267.U47a 

73-647238 
616.9/94/00973 
OCLC 1789404 


80-4721 


HE 20.3168/4:977 


United States. National Cancer Institute. 


National cancer program, report of the Director; submitted 
to the President of the United States for transmittal to the 
Congress. [Bethesda, Md.] Dept. of Health, Education, and 
Welfare, Public Health Service, National Institutes of Health, 
[National Cancer Institute] 

20014 

28 cm. (DHEW publication ; no. (NIH) 79-1866) 

1973- 

1977. 

Annual. 

@ltem 507-G-8 

ISSN 0095-1781 

Main series: United States. Dept. of Health, Education, and 
Welfare. DHEW publication ; no. (NIH) 

1. Cancer — United States — Periodicals. 2. Cancer — 
United States — Prevention — Periodicals. 

Key Title: National Cancer Program. Report of the Direc- 
tor I. Title. II. Series: United States. Dept. of Health, Edu- 
cation, and Welfare. DHEW publication ; no. (NIH) 79-1866. 
[DNLM 1. Neoplasms — periodicals. 2. Research Support — 
periodicals. W2 A N1476r] 

RC276.USSa 

74-646774 
362.1/9/699400973 
OCLC 2023259 


NATIONAL HEART, LUNG, AND BLOOD 
INSTITUTE 
Health, Education, and Welfare Dept. 
Bethesda, MD 20014 


80-4722 


HE 20.3202:H 99/5 


Minority Hypertension Research Development Summer Pro- 


gram Seminar, 2d, Bethesda, Md.. 1979. 

Proceedings of the second Minority Hypertension Research 
Development Summer Program Seminar / sponsored by the 
National Heart, Lung, and Blood Institute. March 30. 1979. — 
[Bethesda.Md.] : Dept. of Health, Education, and Welfare. 
Public Health Service, National Institutes of Health. 1979. 

20014 

xii, 39 p. : map ; 28 cm. — (DHEW publication ; no. (NIH) 
80-1270) 

Sept. 1979. 

@ltem 507-E-1 

pbk. 

1. Hypertension — Research — United States — Congresses. 
I. National Heart. Lung. and Blood Institute. Il. United 
States. National Institutes of Health. IIL. Title. IV. Series: 
United States. Dept. of Health, Education. and Welfare. 
DHEW publication ; no. (NIH) 80-1270 
OCLC 5766583 





80-4723 
HE 20.3202:H 99/6 
National Heart, Lung, and Blood Institute. 

For dietary management of hypercholesterolemia (Type Ila 
hyperlipoproteinemia) / prepared by the National Heart, 
Lung, and Blood Institute.— (Bethesda, Md.] : Dept. of 
Health, Education, and Welfare, Public Health Service, Na- 
tional Institutes of Health, 1980, i.e, 1979. 

20014 

v, 10 p. ; 24 cm.— (DHEW publication ; no. (NIH) 80- 
112) 

Cover title: Diet 2 for dietary managment of 
hypercholesterolemia. 

“Reprinted January 1980.” 

Includes bibliographical references. 


Government Publications — February 1980 


At head of title: Proceedings, International Nutrition Con- 
ference. 

Sponsored by the Joint U.S.-Japan Malnutrition Panels, 
U.S.-Japan Cooperative Medical Science Program, and the 
Committee on Nutrition, Brain Development and Behavior, 
Food and Nutrition Board, National Academy of Sciences. 

Held Nov. 30-Dec. 2, 1977. 

Aug. 1979. 

Includes bibliographies. 

@ltem 505-A-1 

S/N 017-045-00093-8 

pbk. : $7.50 

1. Nutrition — Congresses. 2. Nutrition disorders — Con- 
gresses. 3. Deficiency diseases— Congresses. 4. Human be- 


havior — Physiological aspects— Congresses. I. Brozek, 
@ltem 507-E-1 Josef, M. II. National Institute of Arthritis, Metabolism, and 
pbk. Digestive Diseases. III. Lehigh University, Bethlehem, Pa. 
1. Hypercolesteremia. 2. Hyperlipoproteinemia. 3. Low- IV. Title. V. Series: United States. Dept. of Health, Educa- 
cholesterol diet. I. United States. National Institutes of tion, and Welfare. DHEW publication ; no. (NIH) 79-1906. 
Health. II. Title. Ill. Title: Diet 2 for dietary management OCLC 5594056 
of hypercholesterolemia. IV. Series: United States. Dept. of 
Health, Education, and Welfare. DHEW publication ; no. 80-4726 
(NIH) 80-112. HE 20.3320:Ar 7/979 
OCLC 5763475 National Institute of Arthritis, Metabolism, and Digestive Dis- 
eases. 
80-4724 Arthritis, rheumatic diseases, and related disorders. [Bethes- 
: HE 20.3211/2:978 da, Md.] Dept. of Health, Education, and Welfare, Public 
National Heart, Lung, and Blood Institute. 


Report of the Director of the National Heart, Lung, and 
Blood Institute. [Bethesda, Md.] Dept. of Health, Education, 
and Welfare, Public Health Service, National Institutes of 
Health, National Heart, Lung, and Blood Institute. 

20205 

ill. 27 cm. (DHEW publication ; no. (NIH) 79-1605) 

4th- 1977- 

Sixth report, 1979. 

Annual. 

@ltem 507-E-4 

ISSN 0193-7340 

Main series: United States. Dept. of Health, Education, and 
Welfare. DHEW publication ; no. (NIH) 

Continues: Report of the Director of the National Heart 
and Lung Institute ISSN 0145-6679 

1. Cardiovascular system — Diseases — United States — 
Periodicals. 2. Lungs — Diseases — United States — Periodi- 
cals. 3. Blood — Diseases — United States — Periodicals. 4. 
Preventive health services — United States — Periodicals. I. 
Title. II. Series: United States. Dept. of Health, Education, 
and Welfare. DHEW publication ; no. (NIH) 79-1605. 

PAR 


79-644010 
OCLC 3075833 


NATIONAL INSTITUTE OF ARTHRITIS, 
METABOLISM AND DIGESTIVE DISEASES 
Health, Education, and Welfare Dept. 
Bethesda, MD 20014 


80-4725 
HE 20.3302:B 39 
International Nutrition Conference, Washington, D.C., 1977. 

Behavioral effects of energy and protein deficits / editor, 
Josef Brozek, Lehigh University. —[Bethesda, Md.] : Dept. 
of Health, Education, and Welfare, Public Health Service, 
National Institutes of Health, National Institute of Arthritis, 
Metabolism, and Digestive Diseases ; Washington : for sale by 
the Supt. of Does., U.S. Govt. Print. Off., 1979. 

20402 

viii, 370 p. : ill. ; 26 cm.— (DHEW publication ; no. 
(NIH) 79-1906) 


Health Service, National Institutes of Health, [National Insti- 
tute of Arthritis, Metabolism, and Digestive Diseases] 

9000 Rockville Pike, 20014 

28 cm. (DHEW publication ; no. (NIH) 79-1983) 

Cover title. 

At head of title, 1979-: NIAMDD research advances. 

1979. 

Prepared in connection with 1980 appropriation hearings. 

Annual. 

@ltem 506-A-11 

Main series: United States. Dept. of Health, Education, and 
Welfare. DHEW publication ; no. (NIH) 

1. Arthritis — Periodicals. 2. Rheumatism — Periodicals. 
3. Connective tissues — Diseases — Periodicals. 4. Bones — 
Diseases — Periodicals. I. Title. II. Series: United States. 
Dept. of Health, Education, and Welfare. DHEW publication 
; no. (NIH) 79-183. 
OCLC 5722744 


80-4727 


HE 20.3320:C 99/979 


National Institute of Arthritis, Metabolism, and Digestive Dis- 


eases. 

Cystic fibrosis. [Bethesda, Md.] Dept. of Health, Education, 
and Welfare, Public Health Service, National Institutes of 
Health, [National Institute of Arthritis, Metabolism, and Di- 
gestive Diseases] 

20014 

28 cm. (DHEW publication ; no. (NIH) 79-1981) 

1979- 

Cover title. 

At head of title, 1979- : NIAMDD research advances. 

1979. 

Prepared in connection with 1980 appropriation hearings. 

Annual. 

@ltem 506-A-11 

Main series: United States. Dept. of Health, Education, and 
Welfare. DHEW publication ; no. (NIH) 

1. Cystic fibrosis — Research — United States — Periodi- 
cals. I. Title. II. Series: United States. Dept. of Health, 


Education, and Welfare. DHEW publication ; no. (NIH) 79- 
1981. 


OCLC 5757987 
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National Institute of Child Health and Human Development — Health, Education, and Welfare Dept. 


80-4728 


HE 20.3320:D 54/979 
National Institute of Arthritis, Metabolism, and Digestive Dis- 
eases. 

Diabetes mellitus. [Bethesda, Md.] Dept. of Health, Educa- 
tion, and Welfare, Public Health Service, National Institutes 
of Health, [National Institute of Arthritis, Metabolism, and 
Digestive Diseases] 

20014 

28 cm. (DHEW publication ; no. (NIH) 79-1982) 

1979- 

Cover title. 

At head of title, 1979- : NIAMDD research advances. 

1979. 

Prepared in connection with 1980 appropriation hearings. 

Annual. 

@ltem 506-A-11 

Main series: United States. Dept. of Health, Education, and 
Welfare. DHEW publication ; no. (NIH) 

1. Diabetes — Research — United States — Periodicals. I. 
Title. II. Series: United States. Dept. of Health, Education, 
and Welfare. DHEW publication ; no. (NIH) 79-1982. 

OCLC 5758516 


80-4729 


HE 20.3320:D 56/979 
National Institute of Arthritis, Metabolism, and Digestive Dis- 
eases. 

Digestive diseases. [Bethesda, Md.] Dept. of Health, Educa- 
tion, and Welfare, Public Health Service, National Institutes 
of Health, [National Institute of Arthritis, Metabolism, and 
Digestive Diseases] 

20014 

28 cm. (DHEW publication ; no. (NIH) 79-1984) 

1979- 

Cover title. 

At head of title, 1979- : NIAMDD research advances. 

1979, 

Prepared in connection with 1980 appropriation hearings. 

Annual. 

@ltem 506-A-11 

Main series: United States. Dept. of Health, Education, and 
Welfare. DHEW publication ; no. (NIH) 

1. Digestive | organs — Diseases — Research — United 
States — Periodicals. I. Title. II. Series: United States. 
Dept. of Health, Education, and Welfare. DHEW publication 


1. Kidneys — Diseases — Research — United States — Per- 
iodicals. 2. Urinary organs — Diseases — Research — United 
States — Periodicals. I. Title. II. Series: United States. 
Dept. of Health, Education, and Welfare. DHEW publication 
; no. (NIH) 79-1985. 

OCLC 5758367 


80-4731 


HE 20.3321:978 


National Institute of Arthritis, Metabolism, and Digestive Dis- 


eases. 

The arthritis program; report of the Director, National In- 
stitute of Arthritis, Metabolism, and Digestive Diseases. [Be- 
thesda, Md.] Dept. of Health, Education, and Welfare, Public 
Health Service, National Institutes of Health, National Insti- 
tute of Arthritis, Metabolism, and Digestive Diseases. 

20014 

27 cm. (DHEW publication ; no. (NIH) 79-1650) 

Subtitle varies. 

Second annual report, 1978. 

“Submitted to the President of the United States and to the 
Congress.” 

@ltem 506-A-14 

ISSN 0191-0337 

Main series: United States. Dept. of Health, Education, and 
Welfare. DHEW publication ; no. (NIH) 

1. Arthritis — Research — United States — Periodicals. 2. 
Arthritis — Research grants — United States — Periodicals. 

Key Title: The Arthritis program I. Title. II. Series: 
United States. Dept. of Health, Education, and Welfare. 
DHEW publication ; no. (NIH) 79-1650. 

RC933.A1N37a 

79-642499 
362.1/9/672 
OCLC 4761621 


NATIONAL INSTITUTE OF CHILD HEALTH 
AND HUMAN DEVELOPMENT 
Health, Education, and Welfare Dept. 

Bethesda, MD 20014 


80-4732 


HE 20.3352:Ur 1 


; no. (NIH) 79-1984. 


Zimmer, Basil George, 1920- 
OCLC 5758425 


Urban family-building patterns : the social mobility-fertility 
hypothesis re-examined / Basil George Zimmer, Brown Uni- 
versity. — Bethesda, Md. : Dept. of Health, Education, and 
Welfare, [Public Health Service], National Institutes of 
Health, National Institute of Child Health and Human Devel- 


80-4730 
HE 20.3320:K 54/979 
National Institute of Arthritis, Metabolism, and Digestive Dis- 


eases. 

Kidney & urinary tract diseases and treatment. [Bethesda, 
Md.] Dept. of Health, Education, and Welfare, Public Health 
Service, National Institutes of Health, [National Institute of 
Arthritis, Metabolism, and Digestive Diseases] 

20014 

28 cm. (DHEW publication ; no. (NIH) 79-1985) 

1979- 

Cover title. 

At head of title, 1979- : NIAMDD research advances. 

1979. 

Prepared in connection with 1980 appropriation hearings. 

Annual. 

@ltem 506-A-11 

Main series: United States. Dept. of Health, Education, and 
Welfare. DHEW publication ; no. (NIH) 
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opment ; Springfield, Va. : for sale by the National Technical 
Information Service, 1979. 

22161 

xv, 193 p. : ill. ; 23 cm. 

Aug. 1979. 

“PB-299 425.” 

Contract no. NIH-71-2011. 

Includes bibliographical references. 

@ltem 506-D-2 

pbk. 

1. Demography. 2. Family size. 3. Fertility, Human. I. 
United States. National Institute of Child Health and Human 
Development. Center for Population Research. II. Brown 
University. III. Title. 

OCLC 5763485 





Government Publications — February 1980 


NATIONAL INSTITUTE OF GENERAL 
MEDICAL SCIENCES 
Health, Education, and Welfare Dept. 
Bethesda, MD 20014 


Main series: United States. Dept. of Health, Education, and 
Welfare. DHEW publication ; no. (NIH) 

1. United States. National Institute of General Medical Sci- 
ences — Periodicals. 2. Pharmaceutical research — United 
States — Periodicals. I. Title. II. Series: United States. 
Dept. of Health, Education, and Welfare. DHEW publication 
; no. (NIH) 80-135. 

OCLC 5770209 


80-4733 
HE 20.3451:979 
United States. National Institute of General Medical Sciences. 
Annual report - National Institute of General Medical Sci- 
ences. Bethesda, Md., [Dept. of Health, Education, and Wel- 
fare, Public Health Service], National Institutes of Health, 
National Institute of General Medical Sciences. 
20205 
27 cm. 
1962/63- 
Report covers fiscal year 1979. 
@ltem 497-C-3 
ISSN 0565-775X 
1. United States. National Institute of General Medical Sci- 
ences — Periodicals. 2. Medical research — United States — 
Periodicals. I. Title. [DNLM 1. Medicine — periodicals. 
2. Research — U. S. — periodicals. W2 A N1689a] 
sc-79004299 


NATIONAL LIBRARY OF MEDICINE 
Health, Education, and Welfare Dept. 
Bethesda, MD 20209 


80-4736 
HE 20.3602:G 76/2/979 
National Library of Medicine grant programs. — [Bethesda, Md. 
: Dept. of Health, Education, and Welfare, Public Health 
Service, National Institutes of Health], 1979. 
20014 
1 sheet ; 41 x 36 cm. fold. to 21 x 9 cm.— (DHEW 
publication ; no. (NIH) 80-260) 
October 1979. 
OCLC 3885183 @ltem 508-D 


pbk. 
80-4734 baie Beasts es = 
HE 20.3452:G 28/4/979 1. tha eee Library of Medicine. 
Institute for Medical Research, Camden, NJ. ices — United States. I. United States. National Institutes of 

The human genetic as cell repository. [Bethesda, Md.] Health. II. Series: United States. Dept. of Health, Education, 
Dept. of Health, Education, and Welfare, Public Health Serv- and Welfare. DHEW publication ; no. (NIH) 80-260 
ice, National Institutes of Health. OCLC 5783286 ae 

9000 Rockville Pike, 20205 

graphs 27 cm. (DHEW publication ; no. (NIH) 80-2011) 

“List of genetic variants, chromosomal aberrations and 
normal cell cultures submitted to the repository.” 

Vols. for 1974- sponsored by the National Institute of Gen- 
eral Medical Sciences. 

Contract no. NO1-GM9-2101. 

Sixth ed., Oct. 1979. 

Includes alphabetical index. 

Includes bibliographical references. 

@ltem 497-C-1 

ISSN 0148-835X 

Main series: United States. Dept. of Health, Education, and 
Welfare. DHEW publication ; no. (NIH) 

1. Human chromosome abnormalities — Catalogs and col- 
lections. 2. Human cell culture — Catalogs and collections. 
3. Medical genetics — Catalogs and collections. 4. Cell 
lines — Catalogs and collections. I. United States. National 
Institutes of Health. II. United States. National Institute of 
General Medical Sciences. III. Title. IV. Series: United 
States. Dept. of Health, Education, and Welfare. DHEW pub- 
lication ; no. (NIH) 80-2011. 

RB155.1527a 


2. Grants- 
3. Public health — Information serv- 


80-4737 
HE 20.3602:M 46/5/980 
United States. National Library of Medicine. 

Permuted medical subject headings. [Bethesda, Md., Dept. 
of Health, Education, and Welfare, Public Health Service, 
National Institutes of Health], National Library of Medicine; 
Springfield, Va., for sale by the National Technical Informa- 
tion Service. 

22161 

28 cm. 

“PB-300 499.” 

1980. 

Annual. 

@ltem 508-D 

Related records: Medical subject headings. Annotated al- 
phabetic list ISSN 0147-5711 

Related records: Medical subject headings. Tree structures 
ISSN 0147-099X 

1. Subject headings — Medicine — Periodicals. 

OCLC 1644827 


77-644219 wane 
616/.042 HE 20.3614/2:79-11 


OCLC 3380754 
80-4735 


Kenton, Charlotte. 

Hypertension : role of body weight, sodium, food habits, 
and weight reduction : January 1975 through September 1979, 
81 citations / prepared by Charlotte Kenton. — [Bethesda, 
Md.] : Dept. of Health, Education, and Welfare, Public 
Health Service, National Institutes of Health, National Li- 


HE 20.3452:P 49/979-2 
United States. National Institute of General Medical Sciences. 
Pharmacology research associate program of the National 


Institute of General Medical Sciences, National Institutes of 
Health. Bethesda, Md., Dept. of Health, Education, and Wei- 
fare, Public Health Service, National Institutes of Health, 
National Institute of General Medical Sciences. 

20014 

23 cm. (DHEW publication ; no. (NIH) 80-135) 

Sept. 1979. 

@ltem 497-C-1 


brary of Medicine, 1979. 

20014 

6 p. ; 27 cm. — (Literature search ; no. 79-11) 

pbk. 

1. Hypertension — Bibliography. I. United States. Nation- 
al Library of Medicine. II. Title. III. Series: United States. 
National Library of Medicine. Literature search ; no. 79-11. 
OCLC 5737286 
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John E. Fogarty International Center for Advanced Study in the Health Sciences — HEW 


80-4739 
HE 20.3614/2:79-13 
Kenton, Charlotte. 

Hypertension in the child or adolescent : January 1977 
through September 1979, 122 citations / prepared by Char- 
lotte Kenton. — (Bethesda, Md.] : Dept. of Health, Education, 
and Welfare, Public Health Service, National Institutes of 
Health, National Library of Medicine, [19797] 

20014 

8 p. ; 27 cm. — (Literature search ; no. 79-13) 

@ltem 508-H-1 

pbk. 

1. Hypertension — Bibliography. 2. Hypertension in chil- 
dren — Bibliography. I. United States. National Library of 
Medicine. II. Title. III. Series: United States. National Li- 
brary of Medicine. Literature search ; no. 79-13. 

OCLC 5744844 


80-4740 
HE 20.3615:14 
Bibliography of the history of medicine. Bethesda, Md., Dept. 
of Health, Education, and Welfare, Public Health Service, 
National Institutes of Health, National Library of Medicine; 
(Washington, for sale by the Supt. of Docs., U.S. Govt. Print. 
Off.] 

20402 

26 cm. (DHEW publication ; no. (NIH) 80-315) 

$5.50 

no. 1- 1965- 

No. 14, 1978. 

Annual. 

@ltem 508-F 

S/N 017-052-00207-4 

ISSN 0067-7280 

Main series: United States. Dept. of Health, Education, and 
Welfare. DHEW publication ; no. (NIH) 

1. Medicine — History — Indexes — Periodicals. I. United 
States. National Library of Medicine. II. Series: United 
States. Dept. of Health, Education, and Welfare. DHEW pub- 
lication ; no. (NIH) 80-315. 

Z6660.B582 

66-062950 
016.61/09 
OCLC 1532763 


80-4741 
HE 20.3641/2:79-12 
Kenton, Charlotte. 

Hypertension in the elderly : January 1975 through Septem- 
ber 1979, 78 citations / prepared by Charlotte Kenton. — 
[Bethesda, Md.] : Dept. of Health, Education and Welfare, 
Public Health Service, National Institutes of Health, National 
Library of Medicine, 1979. 

20209 

6 p. ; 27 cm. — (Literature search ; no. 79-12) 

@ltem 508-H-1 

pbk. 

1. Hypertension — Bibliography. 2. Geriatrics — Bibliog- 
raphy. I. United States. National Library of Medicine. II. 
Title. III. Series: United States. National Library of Medi- 
cine. Literature search ; no. 79-12. 

OCLC 5737278 
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JOHN E. FOGARTY INTERNATIONAL 
CENTER FOR ADVANCED STUDY IN THE 
HEALTH SCIENCES 
Health, Education, and Welfare Dept. 
Bethesda, MD 20014 


80-4742 


HE 20.3701/2:978 


John E. Fogarty International Center for Advanced Study in 


the Health Sciences. 

National Institutes of Health annual report of international 
activities. [Bethesda, Md.] Dept. of Health, Education, and 
Welfare, Public Health Service, National Institutes of Health. 

20014 

ill. 23 cm. (DHEW publication ; no. (NIH) 79-1994) 

1968/69- 

Report covers fiscal year 1978. 

@ltem 507-C-4 

ISSN 0146-6690 

Main series: United States. Dept. of Health, Education, and 
Welfare. DHEW publication ; no. (NIH) 

1. United States. National Institutes of Health — Periodi- 
cals. 2. Medicine — International cooperation — Periodicals. 
3. Medical research — International cooperation — Periodi- 
cals. I. United States. National Institutes of Health. II. 
Title. III. Series: United States. Dept. of Health, Education, 
and Welfare. DHEW publication no. (NIH) 79-1994. 
[DNLM 1. Biology — periodicals. 2. International Coopera- 
tion — periodicals. 3. Medicine — periodicals. 4. Re- 
search — periodicals. W2 A N206n] 

RA11.D13 

71-631032 
610/.72 
OCLC 2982336 


NATIONAL EYE INSTITUTE 
Health, Education, and Welfare Dept. 
Bethesda, MD 20014 


80-4743 


HE 20.3751:979 


National Eye Institute. 


Annual report - National Eye Institute. [Bethesda, Md., 
Dept. of Health, Education, and Welfare, Public Health Serv- 
ice, National Institutes of Health], National Eye Institute. 

20205 

27 cm. 

1969/70- 

Report covers fiscal year 1979. 

@ltem 507-Y-3 

ISSN 0161-7699 

1. National Eye Institute — Periodicals. 2. Ophthalmol- 
ogy — Research — United States — Periodicals. 

Key Title: Annual report - National Eye Institute I. Title. 
[DNLM 1. Ophthalmology — periodicals. 2. Research Sup- 
port — periodicals. W2 A N157a] 

sc-79002784 
OCLC 3993857 





NATIONAL INSTITUTE ON AGING 
Health, Education, and Welfare Dept. 
Bethesda, MD 20014 


80-4744 
HE 20.3851:979 
National Institute on Aging. 

NIA annual report. [Bethesda, Md., Dept. of Health, Edu- 
cation, and Welfare, Public Health Service, National Institutes 
of Health, National Institute on Aging.] 

20014 

27 cm. 

1977/78- 

Report covers fiscal year 1979. 

@ltem 447-A-10 

1. National Institute on Aging — Periodicals. 
Periodicals. I. Title. [DNLM 1. Aging — periodicals. 2. 
Geriatrics — periodicals. 3. Research Support — periodicals. 
4. Research Support — directories.] 

OCLC 4676321 


2. Aging — 


80-4745 
HE 20.3852:Ex 8 
National Institute on Aging. Program Analysis Office. 

Extramural research and training program grant and con- 
tract summaries : National Institute on Aging, FY 1974-1977 / 
prepared by Program Analysis Office and Special Projects 
Office, National Institute on Aging. — [Bethesda, Md.] : Dept. 
of Health, Education, and Welfare, Public Health Service, 
National Institutes of Health, National Institute on Aging, 
1979. 

20014 

v, 497 p. ; 27 cm. — (DHEW publication ; 
235) 

Oct. 1979. 

@ltem 447-A-1 

pbk. 

1. Aging — Research grants — United States. 
aid to research — United States. 3. Grants-in-aid. I. Nation- 
al Institute on Aging. Special Projects Office. II. Title. III. 
Series: United States. Dept. of Health, Education, and Wel- 
fare. DHEW publication ; no. (NIH) 80-235. 

OCLC 5685385 


no. (NIH) 80- 


2. Federal 


FOOD AND DRUG ADMINISTRATION 
Health, Education, and Welfare Dept. 
Rockville, MD 20857 


80-4746 
HE 20.4010/2:M 58 
An FDA consumer memo. — [Rockville, Md. : Dept. of Health, 
Education, and Welfare, Public Health Service, Food and 
Drug Administration, 1979]. 

20857 

folder (8 p.) : ill. ; 22 x 10 cm. — (DHEW publication ; no. 
(FDA) 79-8058) 

Caption title: Microwave oven radiation. 

Reissue March 1979. 

pbk. 

1. Microwaves. 2. Microwave ovens. I. United States. 
Food and Drug Administration. II. Title. III. Title: Micro- 
wave oven radiation. IV. Series: United States. Dept. of 
Health, Education, and Welfare. DHEW publication ; no. 
(FDA) 79-8058. 

OCLC 5737272 


Government Publications — February 1980 


80-4747 
HE 20.4010/2:P 92 
An FDA consumer memo. — Rockville, Md. : Dept. of Health, 
Education, and Welfare, Public Health Service, Food and 
Drug Administration, Office of Public Affairs, 1979. 

20857 

folder (8 p.) ; 22 x 10 cm.— (DHEW publication ; no. 
(FDA) 78-3059) 

Caption title: Prescription drugs. 

@ltem 475-W 

pbk. 

1. Drugs— United States. 2. Drugs — Prescribing — 
United States. I. United States. Food and Drug Administra- 
tion. Office of Public Affairs. II. Title: Prescription drugs. 
III. Series: United States. Dept. of Health, Education, and 
Welfare. DHEW publication ; no. (FDA) 78-3059. 

OCLC 5791895 


80-4748 
HE 20.4023:24 
United States. Food and Drug Administration. 

Selected technical publications. [Rockville, Md.] Dept. of 
Health, Education, and Welfare, [Public Health Service], 
Food and Drug Administration. 

20857 

ill. 27 cm. 

No. 24, July-Dec. 1976. 

Includes bibliographies. 

Includes indexes. 

Semiannual. 

1. Food research — United States — Periodicals. 
maceutical research — United States — Periodicals. 
OCLC 2252209 


2. Phar- 
I. Title. 


RADIOLOGICAL HEALTH BUREAU 
Health, Education, and Welfare Dept. 
Bethesda, MD 20014 


80-4749 
HE 20.4102:R 31/2 
Goldman, Lee W. 

Analysis of retakes : understanding, managing, and using an 
analysis of retakes program for quality assurance / by Lee W. 
Goldman, Division of Training and Medical Applications and 
Scott Beech, Baltimore Public Health Service. — Rockville, 
Md. : Dept. of Health, Education, and Welfare, Public Health 
Service, Food and Drug Administration, Bureau of Radiologi- 
cal Health, 1979. 

20857 

vi, 38 p. : ill. ; 27 cm.— (Quality assurance series : diag- 
nostic radiology) (DHEW publication ; no. (FDA) 79-8097) 

August 1979. 

Includes bibliographical references. 

@ltem 498-B-2 

pbk. 

1. Radiography. 2. Diagnosis, Radioscopic. I. Beech, 
Scott, joint author. II. United States. Bureau of Radiological 
Health. III. United States. Bureau of Radiological Health. 
Division of Training and Medical Applications. IV. Balti- 
more. Public Health Service. V. Title. VI. Series. VII. 
Series: United States. Dept. of Health, Education, and Wel- 
fare. DHEW publication ; no. (FDA) 79-8097. 

OCLC 5711342 
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Radiological Health Bureau — Health, Education, and Welfare Dept. 


80-4750 


HE 20.4102:T 68/979 
United States. Bureau of Radiological Health. 

Radiological health training resources. Rockville, Md., 
Dept. of Health, Education, and Welfare, Public Health Serv- 
ice, Food and Drug Administration, Bureau of Radiological 
Health. 

20857 

27 cm. (DHEW publication ; no. (FDA) 79-8023) 

Vols. for 197 - prepared by the Bureau’s Division of Train- 
ing and Medical Applications. 

1979. 

@ltem 498-B-2 

Main series: United States. Dept. of Health, Education, and 
Welfare. DHEW publication ; no. (FDA) 

1. Radiology, Medical— Study and teaching — United 
States — Periodicals. 2. Radiology, Medical — Audio-visual 
aids — Catalogs. I. United States. Bureau of Radiological 
Health. Division of Training and Medical Applications. II. 
Title. III. Series: United States. Dept. of Health, Education, 
and Welfare. DHEW publication ; no. (FDA). 79-8023. 
OCLC 3967759 


80-4751 


HE 20.4102:X 1/14 
Hendee, William R., 1938- 

Quality assurance for radiographic x-ray units and associat- 
ed equipment / by William R. Hendee, Raymond P. Rossi, 
University of Colorado Medical Center. — Rockville, Md. : 
Dept. of Health, Education, and Welfare, Public Health Serv- 
ice, Food an Drug Administration, Bureau of Radiological 
Health, 1979. 

20857 

vi, 109, : ill. ; 27 cm. — (Quality assurance series : diagnos- 
tic radiology) (DHEW publication ; no. (FDA) 79-8094) 

Carried out under FDA Contract Number AD-39. 

August 1979. 

Bibliography: p. 64-77. 

@ltem 498-B-2 

pbk. 

1. X-rays. 2. Diagnosis, Radioscopic. I. Rossi, Raymond 
P., joint author. II. United States. Bureau of Radiological 
Health. III. University of Colorado. Medical Center. IV. 
Title. V. Series. VI. Series: United States. Dept. of Health, 
Education, and Welfare. DHEW publication ; no. (FDA) 79- 
8094. 

OCLC 5745913 


Continues: Annual report - CSU-PHS Collaborative Radio- 
logical Health Laboratory ISSN 0090-368X 

1. Collaborative Radiological Health Laboratory — Periodi- 
cals. 2. Medical research — United States — Periodicals. 3. 
Ionizing radiation — Periodicals. 4. Radiation — Physiologi- 
cal effect — Periodicals. I. United States. Bureau of Radio- 
logical Health. Division of Biological Effects. II. Title. III. 
Series: United States. Dept. of Health, Education, and Wel- 
fare. DHEW publication ; no. (FDA) 79-8042. 
PAR 


79-642567 


OCLC 3080815 q 


80-4753 


HE 20.4120:979-2 


United States. Bureau of Radiological Health. 


Bureau of Radiological Health publications index. Rock- 
ville, Md., Dept. of Health, Education, and Welfare, Public 
Health Service, Food and Drug Administration, Bureau of 
Radiological Health; Washington, for sale by the Supt. of 
Docs., U.S. Govt. Print. Off. 

20402 

27 cm. (DHEW publication ; no. (FDA) 79-8033) 

$5.50 

1978- 

Vols. for 1978 compiled by Technical Information Staff, 
Office of the Associate Director for Administration; 1979- by 
the Technical Information Staff, Office of Management and 
Systems. 

1979. 

Each annual issue supersedes all previous issues. 

@ltem 498-B-4 

S/N 017-015-00160-1 

ISSN 0191-300X 

Main series: United States. Dept. of Health, Education, and 
Welfare. DHEW publication ; no. (FDA) 

Supersedes: BRH publications index ISSN 0090-8495 

1. Radiology, Medical — United States — Indexes — Perio- 
dicals. 2. United States. Bureau of Radiological Health — 
Periodicals. I. United States. Bureau of Radiological Health. 
Office of Management and Systems. Technical Information 
Staff. II. Title. III. Series: United States. Dept. of Health, 
Education, and Welfare. DHEW publication ; no. (FDA) 79- 
8033. 

PAR 


79-642649 
OCLC 4430580 


80-4754 
80-4752 HE 20.4120:979/2/erratum 
United States. Bureau of Radiological Health. 


Bureau of Radiological Health publications index [erratum]. 


HE 20.4119:978 
Collaborative Radiological Health Laboratory. 


CSU-FDA Collaborative Radiological Health Laboratory 
annual report. Rockville, Md., Dept. of Health, Education, 
and Welfare, Public Health Service, Food and Drug Adminis- 
tration, Bureau of Radiological Health. 

20857 

ill. 27 cm. (DHEW publication ; no. (FDA) 79-8042) 

1975- 

Vols. for 1978- prepared in collaboration with Division of 
Biological Effects, Bureau of Radiological Health. 

Contracts FDA 72-302 and 223-76-6002: Study of the long- 
term effects in the beagle dog from whole-body exposure to 
ionizing radiation. 

1978 

Includes bibliographies. 

@ltem 498-B-9 

ISSN 0191-2089 

Main series: United States. Dept. of Health, Education, and 
Welfare. DHEW publication ; no. (FDA) 
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Rockville, Md., Dept. of Health, Education, and Welfare, 
Public Health Service, Food and Drug Administration. 

20857 

14 x 21 cm. (DHEW publication ; (FDA) 79-8033) 

1978- 

Corrects the stock no. for item 77190 in the Aug. 1979 
issue, effective Oct. 9, 1979. 

@ltem 498-B-4 

ISSN 0191-300X 

Main series: United States. Dept. of Health, Education, and 
Welfare. DHEW publication ; no. (FDA) 

1. Radiology, Medical — United States — Indexes — Perio- 
dicals. I. Title. II. Series: United States. Dept. of Health, 
Education, and Welfare. DHEW publication ; no. (FDA) 79- 
8033. 

PAR 


79-642649 
OCLC 4430580 





MEDICAL DEVICES BUREAU 
Health, Education, and Welfare Dept. 
Rockville, MD 20857 


80-4755 

HE 20.4302:D 49/2 

United States. Bureau of Medical Devices. Division of Compli- 
ance Programs. 

Device good manufacturing practices : a quality audit pro- 
gram for industry. — [Silver Spring, Md.] : Dept. of Health, 
Education, and Welfare, Public Health Service, Food and 
Drug Administration, Bureau of Medical Devices, Division of 
Compliance Programs, 1979. 

20910 

v, 162 p. ; 28 cm. 

September 1979. 

@ltem 499-L 

pbk. 

1. Medical instruments and apparatus — Safety regulations. 

. Title. 
OCLC 5724664 


COMMUNITY HEALTH SERVICES BUREAU 
Health, Education, and Welfare Dept. 
Rockville, MD 20857 


80-4756 
HE 20.5102:C 86 
United States. Health Services Administration. Bureau of Com- 
munity Health Services. 

Crib death : sudden infant death syndrome / [written by 
Kristen Brett and Kathy McKnight]. —[Rockville, Md.] : 
Dept. of Health, Education, and Welfare, Public Health Serv- 
ice, Health Services Administration, Bureau of Community 
Health Services, [1979] 

20857 

20 p. : ill. ; 23 cm. — (DHEW publication ; no. (HSA) 79- 
5262) 

@ltem 532-E-1 

pbk. 

1. Sudden death in infants. I. Brett, Kristen. II. 
McKnight, Kathy. III. Title. IV. Series: United States. 
Dept. of Health, Education, and Welfare. DHEW publication 
; no. (HSA) 79-5262. 

OCLC 5766515 


80-4757 
HE 20.5102:F 21/9 
United States. Health Services Administration. Bureau of Com- 
munity Health Services. 

Natural family planning. —[Rockville, Md.] : Dept. of 
Health, Education, and Welfare, Public Health Service, 
Health Services Administration, Bureau of Community Health 
Services, 1979. 

5600 Fishers Lane, 20857 

folder (5 p.) ; 22 x 9 cm.— (DHEW publication ; no. 
(HSA) 79-5621) 

@ltem 532-E-7 

pbk. 

1. Birth control. I. Title. II. Series: United States. Dept. 
of Health, Education, and Welfare. DHEW publication ; no. 
(HSA) 79-5621. 

OCLC 5783253 


Government Publications — February 1980 


MEDICAL SERVICES BUREAU 
Health, Education, and Welfare Dept. 
Rockville, MD 20852 


80-4758 
HE 20.5402:C 86 
Meeting a critical need : the National Health Service Corps. — 
[Rockville, Md. : Dept. of Health, Education, and Welfare, 
Public Health Service, Health Services Administration, 
Bureau of Medical Services, 19797] 

20857 

1 sheet : ill. ; 41 x 23 cm. fold. to 11 x 23 cm— (DHEW 
publication ; no. (HSA) 79-6024) 

@ltem 493-C-1 

pbk. 

1. United States. National Health Service Corps. 2. Medi- 
cal care — United States. I. United States. Health Services 
Administration. Bureau of Medical Services. II. Series: 
United States. Dept. of Health, Education, and Welfare. 
DHEW publication ; no. (HSA) 79-6024. 

OCLC 5716660 


80-4759 
HE 20.5402:In 2 
The challenge of the Indian Health Service. — [Rockville, Md. : 
Dept. of Health, Education, and Welfare, Public Health Serv- 
ice, Health Services Administration, Bureau of Medical Serv- 
ices, 19797] 

20857 

1 sheet : ill. ; 41 x 23 cm. fold. to 11 x 23 cm.— (DHEW 
publication ; no. (HSA) 79-6023) 

@ltem 493-C-1 

pbk. 

1. United States. Indian Health Service. I. United States. 
Health Services Administration. Bureau of Medical Services. 
II. Series: United States. Dept. of Health, Education, and 
Welfare. DHEW publication ; no. (HSA) 79-6023. 

OCLC 5716616 


80-4760 
HE 20.5402:Op 5 
United States. Health Services Administration. Bureau of Medi- 
cal Services. 

The Bureau of Medical Services : opportunity unlimited. — 
Rockville, Md. : Dept. of Health, Education, and Welfare, 
Public Health Service, Health Services Administration, 
Bureau of Medical Services, [1977] 

20857 

1 sheet : ill. ; 41 x 23 cm. fold. to 11 x 23 cm.— (DHEW 
publication ; no. (HSA) 79-6025) 

@ltem 493-C-1 

pbk. 

1. United States. Health Services Administration. Bureau of 
Medical Services. I. Title. II. Series: United States. Dept. 
of Health, Education, and Welfare. DHEW publication ; no. 
(HSA) 79-6025. 

OCLC 5711328 
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Health Resources Administration — Health, Education, and Welfare Dept. 


HEALTH RESOURCES ADMINISTRATION 
Health, Education, and Welfare Dept. 
Rockville, MD 20857 


80-4761 
HE 20.6002:B 56 
Koba Associates. 

The treatment practices of black physicians / a report pre- 
pared under order no. PLD0766178 by Koba Associates, Inc. 
for U.S. Dept. of Health, Education, and Welfare, Public 
Health Service, Health Resources Administration, Office of 
Health Resources Opportunity. — [Hyattsville, Md.] : The 
Office, 1979. 

20782 

xii, 75 p. ; 28 cm. — (DHEW publication ; no. (HRA) 80- 
628) 

Apr. 1979. 

Includes bibliographical references. 

@ltem 507-H-1 

pbk. 

1. Afro-American physicians. 2. Medicine — United 
States — Practice. 3. Medical care— United States. I. 
United States. Office of Health Resources Opportunity. II. 
Title. III. Series: United States. Dept. of Health, Education, 
and Welfare. DHEW publication ; no. (HRA) 80-628. 

OCLC 5739551 


80-4762 
HE 20.6012:P 43 
United States. Health Resources Administration. 

Report on health personnel in the United States. — [Hyatts- 
ville, Md.] : Dept. of Health, Education, and Welfare, Public 
Health Service, Health Resources Administration ; Washing- 
ton : for sale by the Supt. of Docs., U.S. Govt. Print. Off., 
1979. 

20402 

38 p. : ill. ; 24 cm.— (Health resources studies) (DHEW 
publication ; no. (HRA) 80-651) 

Oct. 1979. 

@ltem 507-H-7 

S/N 017-022-00679-1 

pbk. : $2.00 

1. Medical personnel— United States— Supply and 

demand. 2. Physicians— United States—Supply and 
demand. I. Title. II. Series. III. Series: United States. 
Dept. of Health, Education, and Welfare. DHEW publication 
; no. (HRA) 80-651. 

OCLC 5730012 


80-4763 
HE 20.6019:C 18/979 
United States. Office of Health Resources Opportunity. 

Health career opportunity grants for the disadvantaged. 
(Hyattsville, Md.] Dept. of Health, Education, and Welfare, 
Public Health Service, Health Resources Administration, 
Office of Health Resources Opportunity. 

3700 East-West Highway, Center Bldg. 20782 

23 cm. (OHRO digest) (DHEW publication ; no. (HRA) 
79-624) 

Feb. 1979. 

@ltem 507-H-10 

Main series: United States. Office of Health Resources Op- 
portunity. OHRO digest 

Main series: United States. Dept. of Health, Education, and 
Welfare. DHEW publication ; no. (HRA) 
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1. Minorities in medicine — United States — Periodicals. 2. 
Minorities — Scholarships, fellowships, etc. — United 
States — Periodicals. I. Title. II. Series. III. Series: 
United States. Dept. of Health, Education, and Welfare. 
DHEW publication ; no. (HRA) 79-624. 

OCLC 5758665 


HEALTH PLANNING AND RESOURCES 
DEVELOPMENT BUREAU 
Health, Education, and Welfare Dept. 
Bethesda, MD 20014 


80-4764 
HE 20.6110/2:16 
McClure, Walter. 

Conversion and other policy options to reduce excess hos- 
pital capacity / prepared by Walter McClure, and Lenore 
Kligman, InterStudy. — [Hyattsville, Md.] : Dept. of Health, 
Education, and Welfare, Public Health Service, Health Re- 
sources Administration, Bureau of Health Planning, 1979. 

20782 

v, 126 p. ; 28 cm. — (Health planning information series ; 
16) (DHEW publication ; no. (HRA) 79-14044) 

Prepared under Contract No. HRA 230-77-0033. 

September 1979. 

Includes bibliographical references. 

@ltem 509-A-6 

pbk. 

1. Health planning — United States. 2. Hospital utiliza- 
tion — United States. I. Kligman, Lenore, joint author. II. 
United States. Bureau of Health Planning. III. InterStudy 
(Center) IV. Title. V. Series. VI. Series: United States. 
Dept. of Health, Education, and Welfare. DHEW publication 
; no. (HRA) 79-14044. 

OCLC 5716594 


80-4765 
HE 20.6110/4:1 
Blum, Henrik L. 

Health planning methods : an international perspective : 
report of the 1978 International Workshop / by Henrik L. 
Blum, School of Public Health, University of California at 
Berkeley. — [Hyattsville, Md.] : Dept. of Health, Education, 
and Welfare, Public Health Service, Health Resources Ad- 
ministration, Bureau of Health Planning, National Health 
Planning Information Center, 1979. 

20782 

xi, 177 p. ; 28 cm. — (International health planning infor- 
mation series ; 1) (DHEW publication ; no. (HRA) 79-14042) 

Cosponsors Pan American Health Organization, Pan 
American Sanitary Bureau and, U.S. Bureau of Health Plan- 
ning. 

Sept. 1979. 

“HRP-0250101" 

@ltem 509-A-6 

pbk. 

1. Health planning. 2. Public health — International coop- 
eration. I. National Health Planning Information Center. 
II. Pan American Health Organization. III. Pan American 
Sanitary Bureau. IV. United States. Bureau of Health Plan- 
ning. V. Title. VI. Series. VII. Series: United States. 
Dept. of Health, Education, and Welfare. DHEW publication 
; no. (HRA) 79-14042. 

OCLC 5622397 





NATIONAL CENTER FOR HEALTH 
STATISTICS 
Health, Education, and Welfare Dept. 
Washington, DC 20202 


80-4766 


HE 20.6202:Ap 5/980 
United States. Applied Statistics Training Institute. 

Bulletin of courses - Applied Statistics Training Institute. 
Hyattsville, Md., Dept. of Health, Education, and Welfare, 
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Public Health Service, Alcohol, Drug Abuse, and Mental 
Health Administration, National Institute on Drug Abuse, Di- 
vision of Scientific and Program Information. 

5600 Fishers Lane, 20857 

ill. 26 cm. (DHEW publication ; no. (ADM) 79-845) 

OTrend report 

Other title: Data from the client oriented data acquisition 
process (CODAP) 

Produced for the Division of Scientific and Program Infor- 
mation under contract no. 271-78-5702. 

Jan. 1975-Sept. 1978; no. 10. 

Annual. 

@ltem 467-A-6 

Main series: United States. Dept. of Health, Education, and 
Welfare. DHEW publication ; no. (ADM) 





1. Drug abuse — Treatment — United States — Statistics — 
Periodicals. I. National Institute on Drug Abuse. Division 
of Scientific and Program Information. II. Title. III. Series: 
United States. Dept. of Health, Education, and Welfare. 
DHEW publication ; no. (ADM) 79-845. 

OCLC 4485995 


80-4815 


HE 20.8212/3:11 
National Institute on Drug Abuse. 

National Institute on Drug Abuse statistical series. Series E. 
Annual summary report. Rockville, Md., Dept. of Health, 
Education, and Welfare, Public Health Service, Alcohol, 
Drug Abuse, and Mental Health Administration, National In- 
stitute on Drug Abuse, Division of Scientific and Program 
Information. 

5600 Fishers Lane, 20857 

26 cm. (DHEW publication ; no. (ADM) 80-865) 

Other title: Data from the Client Oriented Data Acquisition 
Process (CODAP) 

Produced for the Division of Scientific and Program Infor- 
mation under contract no. 271-78-5702. 

No. 11, 1978. 

@ltem 467-A-6 

Main series: United States. Dept. of Health, Education, and 
Welfare. DHEW publication ; no. (ADM). 

1. Drug abuse — Treatment — United States — Statistics — 
Periodicals. I. National Institute on Drug Abuse. Division 
of Scientific and Program Information. II. Title. III. Series: 
United States. Dept. of Health, Education, and Welfare. 
DHEW publication ; no. (ADM) 80-865. 

OCLC 4011104 


80-4816 


HE 20.8212/3:12 
National Institute on Drug Abuse. 

National Institute on Drug Abuse statistical series. Series E. 
Annual data. Rockville, Md., Dept. of Health, Education, and 
Welfare, Public Health Service, Alcohol, Drug Abuse, and 
Mental Health Administration, National Institute on Drug 
Abuse, Division of Scientific and Program Information. 

5600 Fishers Lane, 20857 

26 cm. (DHEW publication ; no. (ADM) 80-866) 

OAnnual data. 

Other title: Data from the Client Oriented Data Acquisition 
Process (CODAP) 

Produced for the Division of Scientific and Program Infor- 
mation under contract no. 271-78-5702. 

No. 12, 1978. 

@ltem 467-A-6 

Main series: United States. Dept. of Health, Education, and 
Welfare. DHEW publication ; no. (ADM) 

1. Drug abuse — Treatment — United States — Statistics — 
Periodicals. I. National Institute on Drug Abuse. Division 
of Scientific and Program Information. II. Title. III. Series: 
United States. Dept. of Health, Education, and Welfare. 
DHEW publication ; no. (ADM) 80-866. 

OCLC 4449845 
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80-4817 


HE 20.8216:25 


National Institute on Drug Abuse. Research Division. 


Behavioral analysis and treatment of substance abuse / 
editor: Norman A. Krasnegor. — Rockville, Md. : Dept. of 
Health, Education, and Welfare, Public Health Service, Alco- 
hol, Drug Abuse, and Mental Health Administration, National 
Institute on Drug Abuse, Division of Research ; Washington : 
for sale by the Supt. of Docs., U.S. Govt. Print. Off., 1979. 

20402 

viii, 256 p. : ill. ; 23 cm.— (National Institute on Drug 
Abuse research monograph series ; no. 25) (DHEW publica- 
tion ; no. (ADM) 79-839) 

Based on papers presented at a technical review conducted 
by Plog, Inc., Reseda, Calif. 

June 1979. 

Includes bibliographies. 

@ltem 831-C-8 

S/N 017-024-00939-3 

pbk. : $4.50 

1. Drug abuse. 2. Cigarette habit. 3. Alcoholism. I. 
Krasnegor, Norman A. II. Plog, inc. III. Title. IV. 
Series. V. Series: United States. Dept. of Health, Education, 
and Welfare. DHEW publication ; no. (ADM) 79-839. 

OCLC 5758905 


80-4818 


HE 20.8216:26 


The behavioral of aspects of smoking / editor: Norman A. 


Krasnegor. — Rockville, Md. : Dept. of Health, Education, 
and Welfare, Public Health Service, Alcohol, Drug Abuse, 
and Mental Health Administration, National Institute on Drug 
Abuse, Division of Research ; Washington : for sale by the 
Supt. of Docs., U.S. Govt. Print. Off., 1979. 

20402 

vii, 192 p. ; 23 cm. — (National Institute on Drug Abuse 
research monograph series ; no. 26) (DHEW publication ; no. 
(ADM) 79-882) 

Aug. 1979. 

@ltem 831-C-8 

S/N 017-024-00947-4 

pbk. : $4.25 

1. Cigarette habit — Psychological aspects. 2. Cigarette 
habit. I. Krasnegor, Norman A. II. National Institute on 
Drug Abuse. Research Division. III. Series. IV. Series: 
United States. Dept. of Health, Education, and Welfare. 
DHEW publication ; no. (ADM) 79-882. 
OCLC 5783241 


NATIONAL INSTITUTE ON ALCOHOL 
ABUSE AND ALCOHOLISM 
Health, Education, and Welfare Dept. 
Rockville, MD 20857 


80-4819 


HE 20.8302:N 93 


National Institute on Drug Abuse. 


Nurse practitioners and physician assistants in substance 
abuse programs / National Institute on Drug Abuse, National 
Institute on Alcohol Abuse and Alcoholism. — [Rockville, 
Md.] : Dept. of Health, Education, and Welfare, Public 
Health Service, Alcohol, Drug Abuse, and Mental Health 
Administration, 1979. 

20857 

17 p. : ill. ; 24 cm. — (DHEW publication ; no. (ADM) 79- 
884) 

Produced under NIDA contract No. 271-77-1213 to Re- 
search Triangle Institute. 
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Health Care Financing Administration — Health, Education, and Welfare Dept. 


Bibliography: p. 17. 

@ltem 498-C-1 

pbk. 

1. Nurse practitioners — United States. 2. Physicians’ assis- 
tants — United States. I. United States. Alcohol, Drug 
Abuse, and Mental Health Administration. II. National Insti- 
tute on Alcohol Abuse and Alcoholism. III. Research Trian- 
gle Institute. IV. Title. V. Series: United States. Dept. of 
Health, Education, and Welfare. DHEW publication ; no. 
(ADM) 79-884. 

OCLC 5720975 


80-4820 
HE 20.8308:Al 1/5 
National Clearinghouse for Alcohol Information. 

Alcoholism prevention : guide to resources and references / 
developed by National Clearinghouse for Alcohol Informa- 
tion. — Rockville, Md. : Dept. of Health, Education, and 
Welfare, Public Health Service, Alcohol, Drug Abuse, and 
Mental Health Administration, National Institute on Alcohol 
Abuse and Alcoholism, 1979. 

5600 Fishers Lane, 20857 

iv, 88 p. ; 24 cm.— (DHEW publication ; no. (ADM) 79- 
886) 

@ltem 483-G-2 

pbk. 

1. Alcoholism — Prevention — Handbooks, manuals, etc. 
I. National Institute on Alcohol Abuse and Alcoholism. II. 
Title. III. Series: United States. Dept. of Health, Education, 
and Welfare. DHEW publication ; no. (ADM) 79-886. 

OCLC 5720345 


HEALTH CARE FINANCING 
ADMINISTRATION 
Health, Education, and Welfare Dept. 
Washington, DC 20201 
80-4821 
HE 22.2:C 37/2 
Medicare directory of prevailing charges. [Washington} Dept. 
of Health, Education, and Welfare, Health Care T inancing 
Administration. 

20201 

maps 22 x 28 cm. (DHEW publication ; no. (HCFA) 10007) 

1979. 

Main series: United States. Dept. of Health, Education, and 
Welfare. DHEW publication ; no. (HCFA) 

1. Medical fees — United States — States — Statistics — Per- 
iodicals. 2. Medicare — Periodicals. I. United States. 
Health Care Financing Administration. II. Series: United 
States. Dept. of Health, Education, and Welfare. DHEW pub- 
lication ; no. (HCFA) 10007. 

OCLC 5761249 


80-4822 
HE 22.2:M 46/5 
United States. Medicare Bureau. 

Introduction to medicare : a basic orientation, hospital in- 
surance part A, medical insurance part B. — [Washington : 
Dept. of Health, Education, and Welfare], Health Care Fi- 
nancing Administration, Medicare Bureau, 1979. 

20201 

53 p. : ill. ; 28 cm.— (DHEW publication ; no. (HCFA) 
10005) 

May 1979. 

pbk. 

1. Medicare. I. Title. II. Series: United States. Dept. of 
Health, Education, and Welfare. DHEW publication ; no. 
(HCFA) 10005. 

OCLC 5745121 


Page 178 


80-4823 
HE 22.2:St 1 
United States. Health Care Financing Administration. Office of 
Demonstrations and Evaluations. 

Abstracts of state legislated hospital cost containment pro- 
grams / [prepared by the staff of the Hospital Rate Regula- 
tion Branch, Office of Demonstrations and Evaluations, 
Office of Policy, Planning, and Research, Office of Demon- 
strations and Evaluations, 1978. — [Washington] : Dept. of 
Health, Education, and Welfare, Health Care Financing Ad- 
ministration, Office of Policy, Planning and Research, Office 
of Demonstrations and Evaluations, 1978. 

20201 


vi, 63 p. ; 27 cm.— (DHEW publication ; no. (HCFA) 


Hospitals — Rates. 2. Hospitals —Cost control. L 
United States. Health Care Financing Administration. Hospi- 
tal Rate Regulation Branch. II. Title. III. Title: State legis- 
lated hospital cost containment programs. IV. Series: United 
States. Dept. of Health, Education, and Welfare. DHEW pub- 
lication ; no. (HCFA) 017. 

OCLC 5201771 


HUMAN DEVELOPMENT SERVICES OFFICE 
Health, Education, and Welfare Dept. 
Washington, DC 20201 

80-4824 
HE 23.2:H 19/979 
Federal assistance for programs serving the handicapped. Wash- 
ington, Dept. of Health, Education, and Welfare, Office of 
Human Development Service, Office for Handicapped Indi- 
viduals; for sale by the Supt. of Docs., U.S. Govt. Print. Off. 

20402 

26 cm. (DHEW publication ; no. (OHDS) 79-22001) 

$7.00 

1976- 

1979. 

Annual. 

@ltem 529-B-6 

S/N 017-000-00228-7 

Main series: United States. Dept. of Health, Education, and 
Welfare. DHEW publication ; no. (OQHDS) 

1. Federal aid to handicapped services — United States — 
Directories. I. United States. Office for Handicapped Indi- 
viduals. II. Series: United States. Dept. of Health, Educa- 
tion, and Welfare. DHEW publication ; no. (OHDS) 79- 
22001. 

OCLC 5778185 


CHILDREN, YOUTH, AND FAMILIES 
ADMINISTRATION 
Health Education, and Welfare Dept. 
Washington, DC 20201 
80-4825 
HE 23.1002:11 6 
The project to determine the legal and social benefits, rights and 
remedies accuring to illegitimate children upon the establish- 
ment of paternity. — [Washington] : Dept. of Health, Educa- 
tion, and Welfare, [Office of Human Development Services], 


Administration for Children, Youth, and Families, 1979. 
20201 


58 p., [17] leaves ; 27 cm. 
Performed under grant no. 90-C-1334 awarded by the Ad- 
ministration for Children, Youth, and Families. 





“Center for Health Services Research, University of South- 
ern California, School of Medicine.” 

pbk. 
1. Illegitimacy. 2. Paternity. I. United States. Adminis- 
tration for Children, Youth, and Families. II. University of 
Southern California. Center for Health Services Research. 
OCLC 5739485 


CHILDREN’S BUREAU 
Health, Education, and Welfare Dept. 
Washington, DC 20201 


80-4826 


HE 23.1210:C 43/2 
National Center on Child Abuse and Neglect. 

National analysis of official child neglect and abuse report- 
ing : 1977. — [Washington] : Dept. of Health, Education, and 
Welfare, Office of Human Development Services, Administra- 
tion for Children, Youth and Families, Children’s Bureau, 
National Center on Child Abuse and Neglect : for sale by the 
Supt. of Docs., U.S. Govt. Print. Off., 1979. 

20402 

x, 64, [43] p. : ill. ; 28 cm.— (DHEW publication ; no. 
(OHDS) 79-30232) 

Made possible by Contract No. 105-78-1104. 

September 1979. 

Bibliography: p. 62-63. 

@ltem 445-L-1 

S/N 017-092-00060-0 

pbk. : $4.00 

1. Child abuse— United States. I. Title. II. Series: 
United States. Dept. of Health, Education, and Welfare. 
DHEW publication ; no. (OHDS) 79-30232. 

OCLC 5737917 


80-4827 


HE 23.1210:M 85 
Selected readings on mother-infant bonding / compiled by 
Kathleen M. Yost. — [Washington] : Dept. of Health, Educa- 
tion, and Welfare, Office of Human Development Services, 
Administration for Children, Youth, and Families, Children’s 
Bureau, National Center on Child Abuse and Neglect : for 
sale by the Supt. of Docs., U.S. Govt. Print. Off., 1979. 

20402 

115 p. : ill. ; 28 cm. — (DHEW publication ; no. (OHDS) 
79-30225) 

September 1979. 

Includes bibliographical references. 

@ltem 445-L-1 

S/N 017-092-00057-0 

pbk. : $4.00 

1. Mother and child. I. Yost, Kathleen M. II. National 
Center on Child Abuse and Neglect. III. Series: United 
States. Dept. of Health, Education, and Welfare. DHEW pub- 
lication ; no. (OHDS) 79-30225. 
OCLC 5729937 


NATIONAL CLEARINGHOUSE ON AGING 
Health, Education, and Welfare Dept. 
Washington, DC 20201 


80-4828 


HE 23,3112:3 
National Clearinghouse on Aging. 

Statistical notes from the National Clearinghouse on Aging. 
[Washington] Dept. of Health, Education, and Welfare, Office 
of Human Development Services, Administration on Aging, 
National Clearinghouse on Aging. 

20201 

27 cm. (DHEW publication ; no. (OHDS) 79-20041) 


Government Publications — February 1980 


no. 3, Jan. 1979. 

Includes bibliographical references. 

@ltem 502-A-3 

Main series: United States. Dept. of Health, Education, and 
Welfare. DHEW publication ; no. (OHDS) 

1. Aged— United States — Statistics — Periodicals. I. 
Title. II. Series: United States. Dept. of Health, Education, 
and Welfare. DHEW publication ; no. (OHDS) 79-20041. 
OCLC 5418912 


REHABILITATION SERVICES 
ADMINISTRATION 
Health, Education, and Welfare Dept. 
Washington, DC 20201 


80-4829 
HE 23.4102:B 61 
Facts about blind persons. — [Washington : Dept. of Health, 
Education, and Welfare, Office of Human Development Serv- 
ices, Rehabilitation Services Administration, 19797] 

20201 

[4] p. ; 23 x 11 cm.— (DHEW publication ; no. (OHDS) 
79-25053) 

@ltem 529 

pbk. 

1. Blind — Rehabilitation — United States. I. United 
States. Rehabilitation Services Administration. II. Series: 
United States. Dept. of Health, Education, and Welfare. 
DHEW publication ; no. (OHDS) 79-25053. 

OCLC 5720788 


HOUSING AND URBAN DEVELOPMENT 
DEPARTMENT 
Washington, DC 20410 


80-4830 
HH 1.2:C 76/4 
United States. Dept. of Housing and Urban Development. 
HUD repair contractors. — [Washington] : Dept. of Hous- 
ing and Urban Development, 1974. 
20410 
folder (8 p.) : ill. ; 23 x 11 cm.— (HUD-HM ; 374) 
June 1974. 
pbk. 
1. Housing — Contracts and specifications. I. Title. 
OCLC 5728805 


80-4831 
HH 1.2:D 46 
Designing the urban environment. — [Washington] : Dept. of 
Housing and Urban Development, 1976. 

20410 

folder (8 p.) : ill. ; 23 x 11 cm.— (HUD-CPD ; 438) 

A folder to accompany film produced by Roger Hagan 
Associates for the Department of Housing and Urban Devel- 
opment. 

Includes bibliographical references. 

pbk. 

1. City planning. 2. Housing policy. I. United States. 
Dept. of Housing and Urban Development. II. Roger Hagan 
Associates. 

OCLC 5763799 
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Housing and Urban Development Department 


80-4832 
HH 1.2:El 2/8 
United States. Dept. of Housing and Urban Development. 
Housing and related programs for the elderly. — [Washing- 
ton] : Dept. of Housing and Urban Development, 1978. 
20410 
1 sheet ; 51 x 24 cm. fold. to 11 x 24cm. — (HUD-H ; 302 
(2)) 
September 1978. 
@ltem 582 
pbk. 
1. Aged — Dwellings. 
OCLC 5739995 


I. Title. 


80-4833 
HH 1.2:In 8/3 
United States. Dept. of Housing and Urban Development. 
Office of Personnel. 

Intergovernmental personnel mobility assignments : HUD 
questions & answers fact sheet.— [Washington] : Dept. of 
Housing and Urban Development, Office of Administration, 
Office of Personnel, 1979. 

20410 

(3] p. ; 23 x 11 cm. — (HUD-P ; 505) 

May 1979. 

pbk. 

1. Intergovernmental personnel programs — Miscellanea. 
I. Title. 

OCLC 5747596 


80-4834 
HH 1.2:In 8/4 
United States. Dept. of Housing and Urban Development. 
Intergovernmental management program. — [Washington] : 
Dept. of Housing and Urban Development, 1979. 
20410 
folder (10 p.) ; 23 x 11 cm. — (HUD-P (2) ; 534) 
June 1979. 
pbk. 
1. Housing management. 
Title. 
OCLC 5723081 


2. Community development. I. 


80-4835 
HH 1.2:L 95/5 
United States. Dept. of Housing and Urban Development. 
Office of Policy Development and Research. 

Lower Income Housing Assistance Program (Section 8) : 
nationwide evaluation of the existing housing program / by 
Margaret Drury ... [et al]. — Washington : Dept. of Housing 
and Urban Development, Office of Policy Development and 
Research : for sale by the Supt. of Docs., U.S. Govt. Print. 
Off., 1978. 

20402 

xx, 101 p. ; 26cm. — (HUD-PDR ; 359) 

Nov. 1978. 

Bibliography: p. 99-101. 

@ltem 582 

S/N 023-000-00488-7 

pbk. : $3.00 

1. Rent subsidies — United States. 
Housing — United States. 3. Housing — United States — Fi- 
nance. I. Drury, Margaret J. II. Title. 

OCLC 4739544 
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80-4836 
HH 1.2:L 95/5/supp. 
Yap, Lorene. 

Lower Income Housing Assistance Program (Section 8) : 
nation wide evaluation of existing housing program : technical 
supplement / by Lorene Yap, Peter Greenston, and Robert 
Sadacca. — Washington : U.S. Dept. of Housing and Urban 
Development, Office of Policy Development and Research : 
for sale by the Supt. of Docs., U.S. Govt. Print. Off., 1978. 

20402 

ix, 232 p. ; 26cm. — (HUD-PDR ; 360) 

Chiefly tables. 

Nov. 1978. 

@ltem 582 

S/N 023-000-00489-5 

pbk. : $4.50 

1. Rent subsidies — United States — Statistics. 
recipients — Housing — United States — Statistics. 
ing — United States— Finance. I. Greenston, Peter, joint 
author. II. Sadacca, Robert, joint author. III. United 
States. Dept. of Housing and Urban Development. Office of 
Policy Development and Research. IV. Title. 

OCLC 5436262 


2. Welfare 
3. Hous- 


80-4837 
HH 1.2:R 31/3/979 
United States. Dept. of Housing and Urban Development. 
Office of Policy Development and Research. 

Compendium of research reports. [Washington] Dept. of 
Housing and Urban Development, Office of Policy Develop- 
ment and Research; for sale by the Supt. of Docs., U.S. Govt. 
Print. Off. 

20402 

28 cm. (HUD-PDR ; 473) 

$5.50 

Aug. 1979- 

Vols. for Aug. 1979- published by HUD USER, a comput- 
erized data base. 

Aug. 1979. 

Semiannually. 

@ltem 582 

S/N 023-000-00543-3 

Main series: United States. Dept. of Housing and Urban 
Development. Office of Policy Development and Research. 
HUD-PDR 

1. United States. Dept. of Housing and Urban Develop- 
ment. Office of Policy Development and Research — Bibliog- 
raphy — Periodicals. 2. Housing — United States — Bibliog- 
raphy — Periodicals. I. Title. 

OCLC 5625450 


80-4838 
HH 1.2:R 31/3/979-2 
United States. Dept. of Housing and Urban Development. 
Office of Policy Development and Research. 

Compendium of research reports. [Washington] Dept. of 
Housing and Urban Development, Office of Policy Develop- 
ment and Research; for sale by the Supt. of Docs., U.S. Govt. 
Print. Off. 

20402 

28 cm. (HUD-PDR ; 473-2) 

$7.00 

Vols. for Aug. 1979- published by HUD USER, a comput- 
erized data base. 

Oct. 1979. 

Semiannual. 

@ltem 582 

S/N 023-000-00557-3 





Main series: United States. Dept. of Housing and Urban 
Development. Office of Policy Development and Research. 
HUD-PDR 

1. United States. Dept. of Housing and Urban Develop- 
ment. Office of Policy Development and Research — Bibliog- 
raphy — Periodicals. 2. Housing — United States — Bibliog- 
raphy — Periodicals. I. Title. 

OCLC 5625450 


80-4839 
HH 1.2:T 23/2/979/supp. 
United States. Dept. of Housing and Urban Development. 

Supplementary telephone directory; alphabetical listing of 
headquarter employees. [Washington] Dept. of Housing and 
Urban Development. 

20410 

26 cm. (HUD ; 417-13-ASI) 

Cover title. 

Current as of Aug. 21, 1979. 

“According to information submitted by administrative offi- 
cers.” 

Main series: United States. Dept. of Housing and Urban 
Development. HUD 

Supplement to: United States. Dept. of Housing and Urban 
Development. Telephone directory - Department of Housing 
and Urban Development 

1. United States. Dept. of Housing and Urban Develop- 
ment — Directories — Telephone. I. Title. 
OCLC 5203543 


80-4840 
HH 1.2:T 27/2 
United States. Dept. of Housing and Urban Development. 

What is TOPPS? — [Washington] : Dept. of Housing and 
Urban Development, 1979. 

20410 

[4] p. ; 23 x 1l cm. — (HUD-P (2) ; 495) 

January 1979. 

@ltem 582 

pbk. 

1. United States. Dept. of Housing and Urban Develop- 
ment — Records and correspondence — Data processing. 2. 
Personnel records — Data processing. I. Title. 

OCLC 5728374 


80-4841 
HH 1.6/3:L 41 
National Committee Against Discrimination in Housing. 

Guide to fair housing law enforcement for metro fair hous- 
ing centers and other local fair housing groups / prepared by 
the National Committee Against Discrimination in Housing, 
Inc. — [Washington] : Dept. of Housing and Urban Develop- 
ment, Office of Policy and Research, 1979. 

20410 

64 p. ; 28 cm. — (HUD-PDR ; 491) 

July 1979. 

Bibliography: p. 52. 

@ltem 582-E 

pbk. 

1. Discrimination in housing — United States. 2. Minor- 
ities — Housing — United States. I. United States. Dept. of 
Housing and Urban Development. Office of Policy Develop- 
ment and Research. II. Title. 

OCLC 5740302 


80-4842 
HH 1.6/6:550.5/ch.2 
Timekeeper’s handbook. [Washington] Dept. of Housing and 
Urban Development, Office of Administration. 
20410 
26 cm. 


Government Publications — February 1980 


“550.5” 

Change 2, Aug. 13, 1979. 

Updated by continuing supplements and cumulated irregu- 
larly. 

1. United States. Dept. of Housing and Urban Develop- 
ment — Rules and practice. 2. Timekeeping — United States. 
I. United States. Dept. of Housing and Urban Development. 
Office of Administration. 

OCLC 4051929 


80-4843 
HH 1.6/6:1900.25/rev. 
United States. Dept. of Housing and Urban Development. 
Office of Administration. 
Claims collection handbook. Washington, Dept. of Housing 
and Urban Development, [Office of] Administration. 
20410 
26 cm. 
1979- 
Aug. 1979. 
“1900.25 REV-1.” 
“A HUD handbook. 
Updated by continuing supplements and cumulated irregu- 
larly. 
Continues: Procedures for claims collection officers to 
follow to implement Claims collection act of 1966 
1. United States. Dept. of Housing and Urban Develop- 
ment — Rules and practice. 2. Claims. I. Title. 
OCLC 5780937 


80-4844 
HH 1.23/6:D 62 
Solar bibliography. [Washington] Dept. of Housing and Urban 
Development, Office of Policy Development and Research; 
Rockville, Md., available from the National Solar Heating 
and Cooling Information Center, 1976?- 

P.O. Box 1607, 20850 

28 cm. 

Distinctive title: Solar directories 

Vols. for 19 - issued by the Dept. of Housing and Urban 
Development, Office of Policy Development and Research, in 
cooperation with the Dept. of Energy. 

DC126, 3d ed., June 1979. 

“National Solar Heating and Cooling Information Center.” 

Irregular. 

1. Solar energy — United States — Bibliography — Periodi- 
cals. 2. Solar energy — United States — Directories — Bib- 
liography. I. United States. Dept. of Housing and Urban 
Development. Office of Policy Development and Research. 
II. United States. Dept. of Energy. III. National Solar Heat- 
ing and Cooling Information Center. 

OCLC 4999873 


80-4845 
HH 1.23/6:P 88 
Solar bibliography. [Washington] Dept. of Housing and Urban 
Development, Office of Policy Development and Research; 
Rockville, Md., available from the National Solar Heating 
and Cooling Information Center, 1976?- 
P.O. Box 1607, 20850 
28 cm. 
Distinctive title: Practical and do-it-yourself projects for 
solar utilization 
Vols. for 19 - issued by the Dept. of Housing and Urban 
Development, Office of Policy Development and Research, in 
cooperation with the Dept. of Energy. 
DC105, 4th ed., Jan. 1979. 
“National Solar Heating and Cooling Information Center.” 
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Federal Insurance Administration 


Irregular. 

1. Solar energy — United States — Bibliography — Periodi- 
cals. I. United States. Dept. of Housing and Urban Develop- 
ment. Office of Policy Development and Research. II. 
United States. Dept. of Energy. III. National Solar Heating 
and Cooling Information Center. 

OCLC 4999873 


80-4846 
HH 1.23/6:P 96/2 
Solar bibliography. [Washington] Dept. of Housing and Urban 
Development, Office of Policy Development and Research; 
Rockville, Md., available from the National Solar Heating 
and Cooling Information Center, 1976?- 

P.O. Box 1607, 20850 

28 cm. 

Distinctive title: List of publications 

Vols. for 19 - issued by the Dept. of Housing and Urban 
Development, Office of Policy Development and Research, in 
cooperation with the Dept. of Energy. 

DC136, 3d ed., June 1979. 

“National Solar Heating and Cooling Information Center.” 

Irregular. 

1. Solar energy — United States — Bibliography — Periodi- 
cals. I. United States. Dept. of Housing and Urban Develop- 
ment. Office of Policy Development and Research. II. 
United States. Dept. of Energy. III. National Solar Heating 
and Cooling Information Center. 

OCLC 4999873 


80-4847 


HH 1.23/6:T 34 
Solar bibliography. [Washington] Dept. of Housing and Urban 
Development, Office of Policy Development and Research; 
Rockville, Md., available from the National Solar Heating 


and Cooling Information Center, 1976?- 

P.O. Box 1607, 20850 

28 cm. 

Distinctive title: Solar thermal energy storage 

Vols. for 19 - issued by the Dept. of Housing and Urban 
Development, Office of Policy Development and Research, in 
cooperation with the Dept. of Energy. 

DC151, Ist ed., June 1979. 

“National Solar Heating and Cooling Information Center.” 

Irregular. 

1. Solar energy — United States — Bibliography — Periodi- 
cals. 2. Solar heating — Bibliography — Periodicals. I. 
United States. Dept. of Housing and Urban Development. 
Office of Policy Development and Research. II. United 
States. Dept. of Energy. III. National Solar Heating and 
Cooling Information Center. 

OCLC 4999873 


80-4848 
HH 1.43/2:8-PA (2) 

Fact sheet Government National Mortgage Association 
(GNMA). — [Washington] : Dept. of Housing and Urban De- 
velopment, [Office of Public Affairs], 1979. 

20410 

folder (4 p.) ; 23 x 11 cm. — (HUD-PA ; 523-8-(2)) 

At head of title: Major programs of the U.S. Department of 
Housing and Urban Development. 

June 1979. 

pbk. 

1. Government National Mortgage Association. 2. Mort- 
gage loans — United States. I. United States. Dept. of Hous- 
ing and Urban Development. Office of Public Affairs. II. 
Title: Government National Mortgage Association (GNMA) 
OCLC 5759043 
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80-4849 
HH 1.43/2:14-PA 
Fact sheet : Office of Independent Living for the Disabled. — 
[Washington] : Dept. of Housing and Urban Development, 
1979. 

20410 

folder (6 p.) ; 23 x 11 cm. — (HUD-PA ; 523-14) 

At head of title: Major programs of the U.S. Department of 
Housing and Urban Development. 

January 1979. 

pbk. 

1. United States. Dept. of Housing and Urban Develop- 
ment. Office of Independent Living for the Disabled. 2. 
Handicapped — Housing — United States. I. United States. 
Dept. of Housing and Urban Development. 

OCLC 5759172 


80-4850 
HH 1.46/3:978 
United States. Dept. of Housing and Urban Development. 
Community development block grant program, annual 
report. [Washington] Dept. of Housing and Urban Develop- 
ment, Office of Community Planning and Development, 
Office of Evaluation. 
20410 
graphs 28 cm. (HUD-CPD ; 312-2) 
Ist- 1975- 
Cover title: Annual community development block grant 
report 1978- 
At head of title, 1975-76: Housing and community develop- 
ment act of 1974. 
Fourth, 1978. 
Includes bibliographical references. 
@ltem 581-E-11 
ISSN 0362-966X 
Main series: United States. Dept. of Housing and Urban 
Development. HUD-CPD 
1. Urban renewal — United States — Finance — Periodicals. 
2. Community development — United States — Periodicals. 
3. Housing policy — United States — Citizen participation — 
Periodicals. 4. Economic assistance, Domestic — United 
States — Periodicals. I. United States. Dept. of Housing and 
Urban Development. Office of Community Planning and De- 
velopment. Office of Evaluation. II. Title. 
HT175.U62a 
76-641280 
336.1/85 
OCLC 2304599 


FEDERAL INSURANCE ADMINISTRATION 
Washington, DC 20410 


80-4851 
HH 10.9:D 32 
United States. Federal Insurance Administration. 

Flood insurance study : city of Dawson, Minnesota, Lac 
Qui Parle County. — [Washington] : Dept. of Housing and 
Urban Development, Federal Insurance Administration, 1979. 

20410 

ii, 15 p., 3 fold. leaves of plates : ill., map ; 28 cm. 

July 1979. 

Includes bibliographical references. 

@liem 594-C-26 

pbk. 

1. Insurance, Flood — Minnesota — Dawson. I. Title. II. 
Title: City of Dawson, Minnesota, Lac Qui Parle County. 
OCLC 5790940 





80-4852 
HH 10.9:H 11/4 
United States. Federal Insurance Administration. 

Flood insurance study : town of Haddam, Connecticut, 
Middlesex County. — [Washington] : Dept. of Housing and 
Urban Development, Federal Insurance Administration, 1979. 

20410 

ili, 26 p., 23 leaves of plates : ill., map ; 28 cm. 

July 1979. 

Includes bibliographical references. 

@liem 594-C-8 

pbk. 

1. Insurance, Flood — Connecticut — Haddam. I. Title. 
II. Title: Town of Haddam, Connecticut, Middlesex County. 
OCLC 5763436 
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80-4856 


HH 10,9:M 84/3 


United States. Federal Insurance Administration. 


Flood insurance study : borough of Morton, Pennsylvania, 
Delaware County. — [Washington] : Dept. of Housing and 
Urban Development, Federal Insurance Administration, 1979. 

20410 

ii, 13 p., 7 fold. leaf of plates : ill., fold. map ; 28 cm. 

July i$79. 

Includes bibliographical references. 

@ltem 594-C-41 

pbk. 

1. Insurance, Flood — Pennsylvania — Morton (Borough) 
. Title. Il. Title: Borough of Morton, Pennsylvania, Dela- 
ware County. 

OCLC 5781752 


80-4853 
HH 10.9:H 75/3/980 
United States. Federal Insurance Administration. 
Flood insurance study : Borough of Homer City, Pennsyl- 


80-4857 
HH 10.9:P 69/9 
United States. Federal Insurance Administration. 


vania, Indiana County. — [Washington] : Dept. of Housing 
and Urban Development, Federal Insurance Administration, 
1980 i.e. 1977. 

20410 

ii, 15 p., 3 leaves of plates : ill., maps ; 28 cm. 

January 1980. 

Includes bibliographical references. 

@ltem 594-C-41 

pbk. 

1. Insurance, Flood — Pennsylvania— Homer City. I. 
Title. Il. Title: Borough of Homer City, Pennsylvania, Indi- 
ana County. 

OCLC 3180191 


80-4854 
HH 10.9:L 61/6 
United States. Federal Insurance Administration. 

Flood insurance study : village of Libertyville, Illinois, 
Lake County. — [Washington] : Dept. of Housing and Urban 
Development, Federal Insurance Administration, 1979. 

20410 

ii, 14 p. : ill., maps ; 28 cm. 

July 1979. 

Includes bibliographical references. 

@liem 594-C-16 

pbk. 

1. Insurance, Flood — Illinois — Libertyville. I. Title. 
Title: Village of Libertyville, Illinois, Lake County 
OCLC 5791812 


80-4855 
HH 10.9:M 38/5 
United States. Federal Insurance Administration 

Flood insurance study : Mason County, West Virginia (un- 
incorporated areas). — [Washington] : Dept. of Housing and 
Urban Development, Federal Insurance Administration, 1979. 

20410 

ii, 29 p., 13 fold. leaves of plates : ill., map ; 28 cm. 

July 1979. 

Includes bibliographical references. 

@ltem 594-C-53 

pbk. 

1. Insurance, Flood — West Virginia — Mason County (un- 
incorporated areas) I. Title. II. Title: Mason County, West 
Virginia (unincorporated areas) 

OCLC 5781838 


Flood insurance study : township of Plainfield, Pennsylva- 
nia, Northampton County. — [Washington] : Dept. of Hous- 
ing and Urban Development, Federal Insurance Administra- 
tion, 1979. 

20410 

li, 19 p., 5 fold, leaves of plates : ill., map ; 28 cm. 

July 1979. 

Includes bibliographical references 

@ltem 594-C-41 

pbk. 

1. Insurance, Flood — Pennsylvania — Plainfield. I. Title 
II. Title: Township of Plainfield, Pennsylvania, Northampton 
County. 

OCLC 5788323 


80-4858 


HH 10.9:R 59/16 


United States. Federal Insurance Administration 


Flood insurance study : city of Rock Island, Illinois, Rock 
Island County. — [Washington] : Dept. of Housing and Urban 
Development, Federal Insurance Administration, 1979. 

20410 

iii, 22 p.. 7 fold. leaves of plates : ill, map : 28 cm. 

July 1979. 

Includes bibliographical references 

@ltem 594-C-16 

pbk 

1. Insurance, Flood — Illinois — Rock Island (City) I 
Title. Il. Title: City of Rock Island, Illinois, Rock Island 
County. 

OCLC 5791078 


80-4859 


HH 10.9:Sa 3/13 


United States. Federal Insurance Administration 


Flood insurance study : city of Sallisaw. Oklahoma, Se- 
quoyah County. — [Washington] : Dept. of Housing and 
Jrban Development, Federal Insurance Administraton 
20410 
li, 23 p., 23 fold. leave of plates: ill.. map. ; 28 cm 
July 1979 
Includes bibliographical references 
@liem 594-C-39 
pbk 
1. Insurance, Flood — Oklahoma — Sallisaw. I. Title 
Title: City of Sallisaw. Oklahoma. Sequoyah County 
OCLC 5788375 
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80-4860 
HH 10.9:T 57/2 
United States. Federal Insurance Administration. 

Flood insurance study : city of Tolleson, Arizona, Mari- 
copa County. — [Washington] : Dept. of Housing and Urban 
Development, Federal Insurance Administration, 1979. 

20410 

i, [1], 10 p. : ill., map ; 28 cm. 

July 1979. 

Includes bibliographical references. 

@ltem 594-C-3 

pbk. 

1. Insurance, Flood — Arizona — Tolleson. I. Title. II. 
Title: City of Tolleson, Arizona, Maricope County. 

OCLC 5791149 


80-4861 
HH 10.9:T 68/2 
United States. Federal Insurance Administration. 

Flood insurance study : Transylvania County, North Caro- 
lina, unincorporated areas. — [Washington] : Dept. of Housing 
and Urban Development, Federal Insurance Administration, 
1979. 

20410 

ili, 35 p., 24 fold. leaves of plates 

July 1979. 

Includes bibliographical references. 

@ltem 594-C-36 

pbk. 

1. Insurance, Flood—North Carolina — Transylvania 
County. I. Title. II. Title: Transylvania County, North 
Carolina, unincorporated areas. 

OCLC 5791113 


: ill., map ; 28 cm. 


INTERIOR DEPARTMENT 
Washington, DC 20240 


80-4862 
1 1.2:En 2/8 
Interior's role in energy and resources. — Washington : Dept. of 
the Interior, Office of the Secretary, ]1976?]. 
20240 
4p. : ill. ; 27 cm. 
pbk. 
1. Energy policy — United States. 
of the Interior. 
OCLC 5712249 


I. United States. Dept. 


80-4863 
1 1,.2:In 3/2 
I 1.2:In 3/2/errata 
United States. Dept. of the Interior. Office of Library and 
Information Services. 

Information sources and services directory / prepared by 
Office of Library and Information Services ; funded and co- 
ordinated by Resource and Land Investigations Program, 
Geological Survey.— Washington : Dept. of the Interior, 
Office of Library and Information Services, 1979. 

20240 

300, [65] p. ; 26 cm. 

Includes indexes. 

Includes errata sheet correcting addresses of 0847, p. 245 
and 0979, p. 278. 

@ltem 603 

pbk. 
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1. United States. Dept. of the Interior — Directories. 2. 
Information services — United States — Directories. 3. Natu- 
ral resources — Information services — United States. 4. In- 
dians of North America — Information services. I. United 
States. Geological Survey. II. Title. 

OCLC 4916760 


80-4864 


I 1.2:Ir 7 
United States. Interagency Task Force on Irrigation Efficien- 
cies. 

Irrigation water use and management : an Interagency Task 
Force report. — [Washington] : Dept. of the Interior : for sale 
by the Supt. of Docs., U.S. Govt. Print. Off., 1979. 

20402 


ix, 133 p. : ill. ; 27 cm. 

June 1979. 

Includes bibliographical references. 

@ltem 603 

S/N 024-003-00133-3 

pbk. : $4.50 

1. Irrigation efficiency — United States. 2. Irrigation 
water — United States. 3. Water conservation — United 
States. I. United States. Dept. of the Interior. II. Title. 
OCLC 5745823 


80-4865 
1 1.2:W 29/12 
United States. Water Conservation Task Force 6a. 

Water conservation Federal agency program changes : final 
summary report. — [Washington] : Water Conservation Task 
Force 6a, 1979. 

20240 

43 p. ; 27 cm. 

June 6, 1979. 

@ltem 603 

pbk. 

1. Water conservation — United States. 
OCLC 5396712 


80-4866 


I. Title. 


1 1.77/2:0i 5 
Williams, David C. 

Onshore impacts of offshore oil : a user’s guide to assess- 
ment methods / prepared for Department of the Interior, 
Office of Policy Analysis under contract by David C. Wil- 
liams and Kathleen B. Hom. — [Washington] : The Office : 
for sale by the Supt. of Docs., U.S. Govt. Print. Off., 1979. 

20402 

68 p. : ill. ; 28 cm. 

May 1979. 

Includes bibliographical references. 

@ltem 603-B 

S/N 024-000-00859-2 

pbk. : $4.25 

1. Oil well drilling, Submarine — United States. 2. Off- 
shore oil industry — United States. I. Hom, Kathleen B. II. 
United States. Dept. of the Interior. Office of Policy Analysis. 
III. Title. 

OCLC 5431506 


80-4867 
1 1.84:P 96 
United States. Indian Arts and Crafts Board. 

Fact sheet : Indian Arts and Crafts Board publications/ 
audiovisuals. — [Washington] : Dept. of the Interior. Indian 
Arts and Crafts Board, 1978. 

20240 

6 p. : ill. ; 27 cm. 

@ltem 603-E 

pbk. 





1. Indians of North America — Bibliography — Catalogs. 
2. Indians of North America — Audio-visual aids — Catalogs. 
I. Title. 

OCLC 5759405 


80-4868 
I 1.86:979 
United States. Dept. of the Interior. 

Telephone directory - U.S. Department of the Interior. 
Washington, Dept. of the Interior; [for sale by the Supt. of 
Docs., U.S. Govt. Print. Off.] 

20402 

v. 26 cm. 

$3.50 

Fall/winter 1979. 

@ltem 601-C 

S/N 024-000-00862-2 

ISSN 0160-080X 

1. United States. Dept. of the Interior — Directories — 
Telephone. I. Title. 

sc-77001536 
OCLC 2718698 


80-4869 
I 1.97:77-204 
Water Resources Scientific Information Center. 

Land application of waste water : a bibliography / edited 
by B. L. Carlile and J. M. Stewart, North Carolina State 
University. — Washington : Dept. of the Interior, Office of 
Water Research and Technology, Water Resources Scientific 
Information Center, 1977. 

20240 

vi, 408 p. ; 27 cm. — (OWRT/WRSIC ; 77-204) 

June 1977. 

pbk. 

1. Waste disposal in the ground — Bibliography. 
B. L. II. Stewart, James M. 
versity, Raleigh. IV. Title. 
OCLC 3410010 


I. Carlile, 
III. North Carolina. State Uni- 


80-4870 
I 1.97:78-201 
Water Resources Scientific Information Center. 

A selected annotated bibliography on the analysis of water 
resource systems. Washington, Dept. of the Interior, Office of 
Water Research and Technology, Water Resources Scientific 
Information Center. 

20240 (OWRT/WRSIC ; 78-201) 

v. 1- Aug. 1969- 

Spine title: Analysis of water resource systems 

Vols. 1-2 prepared by Cornell University Water Resources 
and Marine Sciences Center and numbered also as its Publica- 
tions no. 25 and 35. 

Vol. 8, May 1978. 

Includes indexes. 

ISSN 0160-9998 

Main series: Water Resources Scientific Information Center. 
OWRT/WRSIC 

1. Water resources development — Bibliography — Periodi- 
cals. 2. Water-supply — Bibliography — Periodicals. I. 
Title. 


sn-79006040 
OCLC 3184902 
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1 1,97/3:79-1 
I 1.97/3:79-2 
Hughes, Mark V. 

Water reuse and recycling / by Culp/Wesner/Culp and 
Mark V. Hughes, Jr. — [Washington] : Dept. of the Interior, 
Office of Water Research and Technology, 1979. 

20240 

2 v. : ill. ; 28 cm.— (OWRT/RU ; 79/1) (OWRT/RU ; 
79/2) 

Apr. 1979. 

Includes bibliographical references. 

Contents: v. 1. Evaluation of needs and potential.—v. 2. 
Evaluation of treatment technology. 

@ltem 603-G-1 

pbk. 

1. Water reuse — United States. 2. Sewage — Purification. 
I. United States. Dept. of the Interior. Office of Water Re- 
search and Technology. II. Culp/Wesner/Culp. III. Title. 
OCLC 5720414 


80-4872 
1 1.98:Ar 1 
United States. Bureau of Land Management. Arizona State 
Office. 

Aravaipa Canyon wilderness / prepared by Bureau of Land 
Management, Department of the Interior, Arizona, [Safford 
District]. — [Phoenix, Ariz.] : Dept. of the Interior, Bureau of 
Land Management, Arizona State Office, 1979. 

2400 Valley Bank Center, 85073 

12 p. ; 28 cm. 

Cover title: Aravaipa Canyon wilderness, final environmen- 
tal statement. 

At head of title: Department of the Interior, final environ- 
mental statement, (to be used with draft) 

Nov. 1979. 

@ltem 603-G 

pbk. 

1. Wilderness areas — Arizona — Aravaipa Canyon Primi- 
tive Area. 2. Land use — Environmental aspects — Arizo- 
na — Aravaipa Canyon Primitive Area. 3. Aravaipa Canyon 
Primitive Area, Ariz. 1. United States. Bureau of Land Man- 
agement. Safford District. II. Title. III. Title: Aravaipa 
Canyon wilderness, final environmental statement 
OCLC 5713370 


80-4873 
1 1.103:W 45 
United States. Dept. of the Interior. Office of Water Research 
and Technology. 

Water well location by fracture trace mapping. — [Wash- 
ington] : Dept. of the Interior, Office of Water Research and 
Technology. Technology Transfer, 1978. 

20240 

11 p. : col. ill. ; 28 cm. — (Water research capsule report) 

Cover title. 

@ltem 603-J 

S/N 024-000-00849-5 

pbk. : $0.90 

1. Water, Underground. 2. Water resources development 

Title Il. Series 
OCLC 5758779 
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80-4874 
I 1.106:5 
University of Alaska. Arctic Environmental Information and 
Data Center. 

Regional profile / prepared under contract by University of 
Alaska, Arctic Environmental Information and Data Center ... 
for National Petroleum Reserve in Alaska Task Force. — 
Anchorage, Alaska : Dept. of the Interior, National Petro- 


leum Reserve in Alaska, 105 (C) Land Use Study, 1978 i.e 
1979. 

99501 

[8] p. : ill. ; 28 cm.— (Study report - National Petroleum 
Reserve in Alaska Task Force ; 5) 

At head of title: National petroleum reserve in Alaska. 

Dec. 1978. 

@ltem 631 

pbk. 

1. United States. National Petroleum Reserve in Alaska 105 
(C) Land Use Study. I. United States. National Petroleum 
Reserve in Alaska Task Force. II. United States. National 
Petroleum Reserve in Alaska 105 (C) Land Use Study. III. 
Title. IV. Title: National petroleum reserve in Alaska. V. 
Series: United States. National Petroleum Reserve in Alaska. 
Study report - National Petroleum Reserve in Alaska Task 
Force ; 5. 

OCLC 5143120 


GEOLOGICAL SURVEY 
Interior Dept. 
Reston, Va. 22092 


80-4875 
I 19.2:Ea 7/16/979 
United States. Geological Survey. 

The severity of an earthquake / U.S. Department of the 
Interior , Geological Survey. — [Reston, Va.] : The Survey : 
[for sale by the Supt. of Docs., U.S. Govt. Print. Off.], 1979. 

20402 

folder (15 p.) : ill. ; 23 cm. 

@ltem 621 

S/N 024-001-03204-0 

pbk. : $1.50 

1. Earthquakes. 
OCLC 5768236 


80-4876 


2. Seismometry. I. Title. 


1 19.2:H 62/979 
Rabbitt, Mary C. 

A brief history of the U.S. Geological Survey / by Mary 
C. Rabbitt. — [Reston, Va.] : Dept. of the Interior, Geological 
Survey, 1979. 

22092 

48 p. : ill. ; 24 cm. 

@ltem 621 

pbk. 

1. United States. Geological Survey — History. 
States. Geological Survey. II. Title. 

OCLC 5732635 


80-4877 


I. United 


1 19.2:W 29/17/976 
United States. Geological Survey. 
What is water? —[Reston, Va.] 
Geological Survey, 1976. 
22092 
[8] p. : 
pbk. 
1. Water. I. Title. 
OCLC 5781968 


: Dept. of the Interior, 


ill. ; 23 x 11 cm.— (USGS : INF ; 64-2 (R.9)) 
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80-4878 
I 19,.3:1479 
Dean, Walter E. 

Geochemical variation in soils in the Piceance Creek basin, 
western Colorado / by Walter E. Dean, Charles D. Ringrose, 
and Ronald W. Klusman. — [Reston, Va.] : Dept. of the Inte- 
rior, Geological Survey ; Washington : for sale by the Supt. 
of Docs., U.S. Govt. Print. Off., 1979. 

20402 

iv, 47 p. : ill., map ; 24 cm. — (Geological Survey bulletin ; 
1479) 

Bibliography: p. 45-47. 

@ltem 620 

S/N 024-001-03240-6 

pbk. : $2.25 

1. Soils — Colorado — Piceance Creek watershed — Com- 
position. 2. Oil-shales — Colorado — Piceance Creek water- 
shed. I. Ringrose, Charles D., joint author. II. Klusman, 
Ronald W., joint author. III. United States. Geological 
Survey. IV. Title. V. Series: United States. Geological 
Survey. Bulletin ; 1479. 

QE75.B9 no. 1479 
79-015666 
[S599.C6] 
557.3/08 s 
[631.4/7/788] 
OCLC 5101476 


80-4879 
I 19.3:1480 
Rosenblum, Sam. 

The Bambuta phosphate deposit, Liberia—a reconnaissance 
report / by Sam Rosenblum and S. P. Srivastava ; prepared in 
cooperation with the Liberian Geological Survey under the 
sponsorship of the Agency for International Development, 
U.S. Department of State.—([Reston, Va.] : Dept. of the 
Interior, Geological Survey ; Washington : for sale by the 
Supt. of Docs., U.S. Govt. Print. Off., 1979. 

20402 

iv, 26 p. : ill., map ; 24 cm. — (Geological Survey bulletin ; 
1480) 

Bibliography: p. 25-26. 
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S/N 024-001-03246-5 

pbk. : $1.75 

1. Phosphates — Liberia. I. Srivastava, S. P., joint author. 
II. Geological Survey (Liberia) III. United States. Agency 
for International Development. IV. Title. V. Series: United 
States. Geological Survey. Bulletin ; 1480. 

QE75.B9 no. 1480 
79-014259 
[TN914.L7] 
557.3/08 s 
[549/.72] 
OCLC 4883062 


80-4880 
I 19.3:1486 
United States. Geological Survey. 

Upper Paleozoic carbonate bank in east-central Idaho— 
Snaky Canyon, Bluebird Mountain, and Arco Hills Forma- 
tions and their paleotectonic significance / by Betty Skipp ... 
{et al.].—([Reston, Va.] : Dept. of the Interior, Geological 
Survey ; Washington : for sale by the Supt. of Docs., U.S. 
Govt. Print. Off., 1979. 

20402 

ili, 78 p. : ill., maps ; 24 cm.— (Contributions to strati- 
graphy) (Geological Survey bulletin ; 1486) 

Bibliography: p. 76-78. 
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pbk. : $3.25 

1. Geology, Stratigraphic — Paleozoic. 2. Geology, Struc- 
tural. 3. Geology — Idaho. I. Skipp, Betty, 1928- II. Title. 
III. Series. IV. Series: United States. Geological Survey. 
Bulletin ; 1486. 
QE75.B9 no. 1486 

79-607787 

[QE654] 
557.3/08 s 
[551.7/5/0979659] 
OCLC 5650448 


80-4881 
I 19.4/2:750 
Geological studies on the COST No. B-2 well, U.S. Mid-Atlan- 
tic Outer Continental Shelf Area / P. A. Scholle, editor. — 
[Reston, Va.] : Dept. of the Interior, Geological Survey, 
[1977] 

22092 

iv, 70 p. : ill., map ; 26 cm. — (Geological Survey circular 
; 750) 

Bibliography: p. 69-70. 

@ltem 620-A 

pbk. 

1. Geology, Stratigraphic — Cenozoic. 2. Geology, Strati- 
graphic — Cretaceous. 3. Geology — Atlantic coast (United 
States) 4. Continental shelf — United States. I. Scholle, P. 
A. II. United States. Geological Survey. III. Series: United 
States. Geological Survey. Circular ; 750. 

QE75.CS5 no. 750 
77-072294 
[QE690] 
557.3/08 s 
[551.7/8/09749] 
OCLC 2897246 


80-4882 
I 19.4/2:777/2 
Clarke. Paul F., 1932- 

A guide to obtaining information from the USGS, 1979 / 
compiled by Paul F. Clarke, Helen F. Hodgson, and Gary W. 
North. — [Reston, Va.] : Dept. of the Interior, Geological 
Survey, 1979. 

Branch of Distribution, 1200 South Eads St., Arlington, Va. 
22202 

42 p. ; 26 cm. — (Geological Survey circular ; 777) 
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pbk. 

1. Geology — United States — Information services. 2. 
Hydrology — United States — Information services. 3. 
Mines and mineral resources — United States — Information 
services. I. Hodgson, Helen E., 1945- II. North, Gary W. 
III. United States. Geological Survey. IV. Title. V. Series: 
United States. Geological Survey. Circular ; 777 
OCLC 5732461 


80-4883 
I 19.4/2:809 
Jennings, Marshall E. 

Status of surface-water modeling in the U.S. Geological 
Survey / by Marshall E. Jennings and Nobuhiro Yotsu- 
kura. —[Reston, Va.] : Dept. of the Interior, Geological 
Survey. 1979. 

Branch of Distribution, 1200 South Eads St.. Arlington. Va 
22202 

iii, 17 p. ; 26 cm.— (Geological Survey circular ; 809) 

Bibliography: p. 7-17 
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ground — Mathematical models. 3. United States. Geological 
Survey. I. Yotsukura, Nobuhiro, joint author. II. United 
States. Geological Survey. III. Title. IV. Series: United 
States. Geological Survey. Circular ; 809. 

QE75.C5 no. 809 
79-017745 
[GB656.2.M33] 
557.3/08 s 
[551.4/9/0184] 
OCLC 5239860 


80-4884 


I 19.4/2:813 


Bates, Thomas F. 


Transferring earth science information to decisionmakers : 
problems and opportunities as experienced by the U.S. Geo- 
logical Survey / by Thomas F. Bates. — [Reston, Va.] : Dept. 
of the Interior, Geological Survey, 1979. 

Branch of Distribution, 1200 South Eads St., Arlington, Va. 
22202 

v, 30 p. : ill., maps ; 26 cm. — (Geological Survey circular 
; 813) 

Bibliography: p. 29-30. 

@ltem 620-A 

pbk. 

1. Earth sciences — Information services. 2. United States. 
Geological Survey. I. United States. Geological Survey. II. 
Title. III. Series: United States. Geological Survey. Circular 
; 813. 

79-600138 
OCLC 5687347 


80-4885 


I 19.13:2065 


Scott, Kevin M., 1935- 


Arctic stream processes : an annotated bibliography / by 
Kevin M. Scott. — [Reston, Va.] : Dept. of the Interior, Geo- 
logical Survey ; Washington : for sale by the Supt. of Docs., 
U.S. Govt. Print. Off., 1979. 

20402 

iii, 78 p ; 24 cm. — (Geological Survey water-supply paper 
; 2065) 

Includes index. 

@litem 625 

S/N 024-001-03251-1 

pbk. : $3.25 

1. Rivers — Arctic regions — Bibliography. 2. Erosion — 
Arctic regions — Bibliography. 3. Sedimentation and depo- 
sition — Bibliography. I. United States. Geological Survey 
II. Title. III. Series: United States. Geological Survey 
Water-supply paper ; 2065 
Z6004.R47S36 

79-6078 12 
[GB1395] 
016.5514/83/0998 
OCLC 5680129 


80-4886 


I 19.15/5:bk.4/chap.A 1 


United States. Geological Survey 


Techniques of water-resources investigations of the United 
States Geological Survey. [Washington] Dept. of the Interior. 
Geological Survey; Arlington, Va., for sale by the Branch of 
Distribution, U.S. Geological Survey. 1967- 

1200 S. Eads St., 22202 

v. ill. 26 cm 

Numbered by book and chapter 

CONTENTS: Bk. 4. Hydrologic analysis and interpreta- 
tion. Chap. Al. Some statistical tools in hydrology 
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@item 624-A 

ISSN 0565-596X : CODEN: XTWRA 

1. Water resources development — United States. 2. Hy- 
drology — Research. 3. Hydrology — Statistical methods. 
I. Title. 
TC177.U57a 


sf-79010357 
OCLC 1727864 


80-4887 
I 19.16:751-E 
United States. Geological Survey. 

Microbiological effects of recharging the Magothy aquifer, 
Bay Park, New York, with tertiary-treated sewage / by 
Garry G. Ehrlich ... [et al.] ; prepared in cooperation with the 
Nassau County Department of Public Works. — [Reston, Va.] 
: Dept. of the Interior, Geological Survey ; Washington : for 
sale by the Supt. of Docs., U.S. Govt. Print. Off., 1979. 

20402 


iv, E18 p. : ill., map ; 29 cm. — (Geological Survey profes- 
sional paper ; 751-E) 

“Deep-well artificial recharge experiments at Bay Park, 
Long Island, New York.” 

Bibliography: p. E17-E18. 

@ltem 624 

S/N 024-001-03210-4 

pbk. : $1.75 

1. Water, Underground — New York (State) — Bay Park — 
Artificial recharge. 2. Sewage disposal—New York 
(State)— Bay Park. I. Ehrlich, Garry G. II. Nassau 
County, N.Y. Dept. of Public Works. III. Title. IV. Series: 
United States. Geological Survey. Professional paper ; 751-E. 
TJ765.M53 

78-606158 

628/.36 
OCLC 4131473 


80-4888 
1 19.16:813-R 
Davidson, Edward Sheldon, 1926- 

Summary appraisals of the nation’s ground-water re- 
sources—lower Colorado region / by E. S. Davidson. — 
[Reston, Va.] : Dept. of the Interior, Geological Survey ; 
Washington : for sale by the Supt. of Docs., U.S. Govt. Print. 
Off., 1979. 

20402 

v, R23 p. : ill., maps (3 fold. col. in pocket) ; 29 cm. — 
(Geological Survey professional paper ; 813-R) 

Bibliography: p. R21-R23. 

@ltem 624 

S/N 024-001-03237-6 

pbk. : $3.00 

1. Water, Underground — Colorado River watershed. 2. 
Water use— Colorado River watershed. I. United States. 
Geological Survey. II. Title. III. Series: United States. 
Geological Survey. Professional paper ; 813-R. 
TD225.C665D38 

78-015608 
333.9/1/04097913 
OCLC 4056397 


80-4889 
I 19.16:954-E 
Feder, Gerald L. 

Geochemical survey of waters of Missouri / by Gerald L. 
Feder. —[Reston, Va.] : Dept. of the Interior, Geological 
Survey ; Washington : for sale by the Supt. of Docs., U.S. 
Govt. Print. Off., 1979. 

20402 

iv, E78 p. : maps ; 29 cm. — (Geological Survey profes- 
sional paper ; 954-E) 
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Cover title: Geochemical survey of Missouri, geochemical 
survey of waters of Missouri. 

Bibliography: p. E65. 

@ltem 624 

S/N 024-001-03211-2 

pbk. : $3.50 

1. Water, Underground — Missouri. 2. Geochemistry — 
Missouri. I. United States. Geological Survey. II. Title. 
III. Title: Geochemical survey of Missouri, geochemical 
survey of waters of Missouri. IV. Series: United States. Geo- 
logical Survey. Professional paper ; 954-E. 
OCLC 5736486 


80-4890 


1.19.16:1065-C 


Roehler, Henry W. 


Geology and mineral resources of the Mud Springs Ranch 
quadrangle, Sweetwater County, Wyoming / by Henry W. 
Roehler. — (Reston, Va.] : Dept. of the Interior, Geological 
Survey ; Washington : for sale by the Supt. of Docs., U.S. 
Govt. Print. Off., 1979. 

20402 

iv, C35 p., 2 fold. leaves of plates (in pocket) : ill., maps (1 
fold. col. in pocket) ; 29 cm. — (Geological Survey profes- 
sional paper ; 1065-C) 

“Geology of the southeast part of the Rock Springs uplift, 
Wy»ming.” 

Bibliography: p. C16. 

@ltem 624 

S/N 024-001-03236-8 

pbk. : $5.50 

1. Geology, Stratigraphic — Cretaceous. 2. Geology, Stra- 
tigraphic — Tertiary. 3. Geology — Wyoming — Rock 
Springs region. 4. Mines and mineral resources — Wyo- 
ming — Rock Springs region. I. United States. Geological 
Survey. II. Title. III. Series: United States. Geological 
Survey. Professional paper ; 1065-C. 

QE688.R63 

78-606101 
557.87/85 
OCLC 4075816 


80-4891 


I 19.16:1074 


Yehle, Lynn A. 


Reconnaissance engineering geology of the Yakutat area, 
Alaska, with emphasis on evaluation of earthquake and other 
geologic hazards / by Lynn A. Yehle. — [Reston, Va.] : Dept. 
of the Interior, Geological Survey ; Washington : for sale by 
the Supt. of Docs., U.S. Govt. Print. Off., 1979. 

20402 

v, 44 p. : ill., maps (1 fold. col. in pocket) ; 29 cm. — 
(Geological Survey professional paper ; 1074) 

Bibliography: p. 40-44. 

@ltem 624 

S/N 024-001-03235-0 

pbk. : $3.50 

1. Engineering geology — Alaska — Yakutat region. 2. 
Seismology — Alaska — Yakutat region. 3. Earthquakes — 
Alaska — Yakutat region. I. United States. Geological 
Survey. II. Title. III. Series: United States. Geological 
Survey. Professional paper ; 1074. 

TA705.3.A4Y43 

79-607088 
624/.151/097982 
OCLC 5239576 





80-4892 


I 19.16:1094 
Mertie, John Beaver, 1888- 

Monazite in the granitic rocks of the southeastern Atlantic 
States : an example of the use of heavy minerals in geologic 
exploration / by John B. Mertie, Jr. — [Reston, Va.] : Dept. 
of the Interior, Geological Survey ; Washington : for sale by 
the Supt. of Docs., U.S. Govt. Print. Off., 1979. 

20402 

iv, 79 p. : ill., maps (1 fold. in pocket) ; 29 cm. — (Geologi- 
cal Survey professional paper ; 1094) 

Bibliography: p. 75-79. 

@ltem 624 

S/N 024-001-03241-4 

pbk. : $3.50 

1. Monazite— Southern States. 2. Granite — Southern 
States. 3. Heavy minerals—Southern States. I. United 
States. Geological Survey. II. Title. III. Series: United 
States. Geological Survey. Professional paper ; 1094. 
QE391.M75M47 

78-606090 
549/.72 
OCLC 4032867 


80-4893 


I 19.16:1104 
Krieger, Medora Louise Hooper, 1905- 

Ash-flow tuffs of the Galiuro Volcanics in the northern 
Galiuro Mountains, Pinal County, Arizona / by Medora H. 
Krieger. — [Reston, Va.] : Dept. of the Interior, Geological 
Survey ; Washington : for sale by the Supt. of Docs., U.S. 
Govt. Print. Off., 1979. 

20402 

iv, 32 p. : ill., maps ; 29 cm. — (Geological Survey profes- 
sional paper ; 1104) 

Bibliography: p. 32. 

@ltem 624 

S/N 024-001-03239-2 

pbk. : $3.00 

1. Volcanic ash, tuff, etc. — Arizona — Galiuro Mountains. 
I. United States. Geological Survey. II. Title. III. Series: 
United States. Geological Survey. Professional paper ; 1104. 
QE461.K757 

79-019484 
552/.2 
OCLC 5333875 


80-4894 


1 19.16:1108 
Faye, Robert E. 

Impact of flow regulation and powerplant effluents on the 
flow and temperature regimes of the Chattahoochee River, 
Atlanta to Whitesburg, Georgia / by R. E. Faye, H. E. 
Jobson, and L. F. Land. — [Reston, Va.] : Dept. of the Interi- 
or, Geological Survey ; Washington : for sale by the Supt. of 
Docs., U.S. Govt. Print. Off., 1979. 

20402 

v, 56 p. : ill., map ; 29 cm. — (Geological Survey profes- 
sional paper ; 1108) 

Bibliography: p. 45-46. 

@ltem 624 

S/N 024-001-03244-9 

pbk. : $4.25 


Government Publications — February 1980 


1. Thermal pollution of rivers, lakes, etc. — Chattahoochee 
River. 2. Chattahoochee River — Regulation. I. Jobson, 
Harvey E., joint author. II. Land, Larry F., joint author. 
III. United States. Geological Survey. IV. Title. V. Series: 
United States. Geological Survey. Professional paper ; 1108. 
TD225.C35F39 

78-027042 
614.7/72 
OCLC 4491744 


80-4895 


1 19.16:1111 


Blair, Will N. 


Hualapai limestone member of the Muddy Creek formation 
: the youngest deposit predating the Grand Canyon, south- 
eastern Nevada and northwestern Arizona / by Will N. Blair 
and Augustus K. Armstrong. — [Reston, Va.] : Dept. of the 
Interior, Geological Survey ; Washington : for sale by the 
Supt. of Docs., U.S. Govt. Print. Off., 1979. 

20402 

v, 14 p., 19 leaves of plates : ill., maps ; 29 cm.— (Geo- 
logical Survey professional paper ; 1111) 

Bibliography: p. 12-14. 

@ltem 624 

S/N 024-001-03222-8 

pbk. : $3.75 

1. Limestone — Lake Mead National Recreation Area, 
Ariz. and Nev. 2. Geology — Lake Mead National Recrea- 
tion Area, Ariz. and Nev. 3. Geology, Stratigraphic — Terti- 
ary. I. Armstrong, Augustus K., joint author. II. United 
States. Geological Survey. III. Title. IV. Series: United 
States. Geological Survey. Professional paper ; 1111. 
QE471.15.L5B55 

79-607998 

552/.5/09793 
OCLC 5286034 


80-4896 


I 19.16:1137 


Jobson, Harvey E. 


Comprehensive monitoring of meteorology, hydraulics, and 
thermal regime of the San Diego Aqueduct, California / by 
Harvey E. Jobson and Alex M. Sturrock, Jr. — [Reston, Va.] 
: Dept. of the Interior, Geological Survey ; Washington : for 
sale by the Supt. of Docs., U.S. Govt. Print. Off., 1979. 

20402 

iv, 29 p. : ill., maps ; 29 cm. — (Geological Survey profes- 
sional paper ; 1137) 

Bibliography: p. 29. 

@ltem 624 

3/N 024-001-03238-4 

pbk. : $3.00 

1. San Diego Aqueduct, Calif. 2. Meteorology — Califor- 
nia, Southern — Observations. 3. Hydraulic measurements — 
California, Southern. I. Sturrock, Alex M., joint author. II. 
United States. Geological Survey. III. Title. IV. Series: 
United States. Geological Survey. Professional paper ; 1137. 
TC764.56 

79-607792 
628.1/5 
OCLC 5680119 
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80-4897 
I 19.16:1147 
Sarna-Wojcicki, Andrei M. 

Chemical correlation of some late Cenozoic tuffs of north- 
ern and central California by neutron activation analysis of 
glass and comparison with x-ray fluorescence analysis / by 
Andrei M. Sarna-Wojcicki, Harry W. Bowman, and Paul C. 
Russell. — (Reston, Va.] : Dept. of the Interior, Geological 
Survey ; Washington : for sale by the Supt. of Docs., U.S. 
Govt. Print. Off., 1979. 

20402 

iii, 15 p. : ill, map ; 29 cm. — (Geological Survey profes- 
sional paper ; 1147) 

Bibliography: p. 14-15. 

@ltem 624 

S/N 024-001-03219-8 

pbk. : $2.50 

1. Volcanic ash, tuff, etc. — California. 2. Radioactivation 
analysis. 3. Fluorimetry. I. Bowman, Harry W., joint 
author. II. Russell, Paul C., joint author. III. United States. 
Geological Survey. IV. Title. V. Series: United States. 
Geological Survey. Professional paper ; 1147. 

OCLC 5736654 


80-4898 
1 19.42/4:78-121 
Engelke, Morris J. 

The biology of Salt Wells Creek and its tributaries, south- 
western Wyoming / by Morris J. Engelke, Jr. — [Reston, 
Va.] : Dept. of the Interior, Geological Survey, 1978 i.e. 1979. 

22092 

xiv, 82 p. : ill., maps ; 27 cm. — (Water resources investiga- 
tions ; 78-121) 

Bibliography: p. 81-82. 

@ltem 624-B 

pbk. 

1. Biology — Wyoming — Salt Wells Creek region. 2. 
Ecology — Wyoming — Salt Wells Creek region. I. United 
States. Geological Survey. II. Title. III. Series: United 
States. Geological Survey. Water resources investigations ; 
78-121. 

OCLC 5657728 


80-4899 
I 19.42/4:79-101 
Fishman, Marvin J. 

Determination of selected anions in water by ion chromato- 
graphy / by Marvin J. Fishman and Grace Pyen. — [Reston, 
Va.] : Dept. of the Interior, Geological Survey, 1979. 

22092 

iv, 30 p. : ill. ; 27 cm. — (Water resources investigations ; 
79-101) 

Sept. 1979. 

@liem 624-B 

pbk. 

1. Ion exchange chromatography. 2. Anions. 3. Water — 
Analysis. I. Pyen, Grace. joint author. II. United States. 
Geological Survey. III. Title. IV. Series: United States. 
Geological Survey. Water resources investigations ; 79-101. 
OCLC 5778122 


80-4900 
1 19.42/5:01/979 
United States. Office of Water Data Coordination. 

Catalog of information on water data; index to water-data 
acquisition. [Reston, Va.] Dept. of the Interior, Geological 
Survey, Office of Water Data Coordination. 

22092 

22 x 28 cm. 

Water resources region 01, New England. 

1979. 
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Catalogs for 1974- published in 21 vols.; each covering a 
water-resources region. 

Formed by the union of: United States. Office of Water 
Data Coordination. Catalog of information on water data. 
Index to water quality stations, and: United States. Office of 
Water Data Coordination. Catalog of information on water 
data. Index to surface water stations 

@ltem 621 

ISSN 0362-1928 

1. Water quality — United States — Periodicals. 2. Stream 
measurements — United States — Periodicals. 

Key Title: Catalog of information on water data I. Title. 
TD223.U535a 

76-642056 
551.4/8/0974 
OCLC 2304643 


80-4901 


I 19.42/5:02/979 


United States. Office of Water Data Coordination. 


Catalog of information on water data; index to water-data 
acquisition. [Reston, Va.] Dept. of the Interior, Geological 
Survey, Office of Water Data Coordination. 

22092 

22 x 28 cm. 

Water resources region 02, Mid-Atlantic. 

1979. 

Catalogs for 1974- published in 21 vols.; each covering a 
water-resources region. 

Formed by the union of: United States. Office of Water 
Data Coordination. Catalog of information on water data 
Index to water quality stations, and: United States. Office of 
Water Data Coordination. Catalog of information on water 
data. Index to surface water stations 

@ltem 621 

ISSN 0362-1928 

1. Water quality — United States — Periodicals. 2. Stream 
measurements — United States — Periodicals. 

Key Title: Catalog of information on water data I. Title. 
TD223.U535a 

76-642056 
551.4/8/0974 
OCLC 2304643 


80-4902 


1 19.42/5:03/979/v.1-2 


United States. Office of Water Data Coordination. 


Catalog of information on water data; index to water-data 
acquisition. [Reston. Va.] Dept. of the Interior. Geological 
Survey. Office of Water Data Coordination. 

22092 

22 x 28 cm. 

Water resources region 03, South Atlantic-Gulf. vols. 1-2. 

1979. 

Catalogs for 1974- published in 21 vols.; each covering a 
water-resources region. 

Formed by the union of: United States. Office of Water 
Data Coordination. Catalog of information on water data. 
Index to water quality stations, and: United States. Office of 
Water Data Coordination. Catalog of information on water 
data. Index to surface water stations 

@liem 621 

ISSN 0362-1928 

1. Water quality — United States — Periodicals. 2. Stream 
measurements — United States — Periodicals 

Key Title: Catalog of information on water data 1. Title. 
TD223.U535a 

76-642056 
551.4/8/0974 
OCLC 2304643 





80-4903 
I 19.53/2:IN-78-1 
Water resources data for Indiana. Indianapolis, Ind., Dept. of 

the Interior, Geological Survey, Water Resources Division; 
[Springfield, Va., for sale by the National Technical Informa- 
tion Service] 

22161 

26 cm. (U.S. Geological Survey water-data report ; IN-78- 
1) 

1964/65- 

Prepared in cooperation with the State of Indiana and with 
other agencies. 

Water year 1978. 

Reports for 1964/65-74 issued in 2 pts. 

Report year ends Sept. 30. 

Water resources data are cumulated quinquennially in Sur- 
face water supply of the Unted States. 

@ltem 619-E-4 

ISSN 0364-4340 

Supersedes: United States. Geological Survey. Surface 
Water Branch. Surface water records of Indiana 

1. Stream measurements — Indiana — Yearbooks. 2. Water 
quality — Indiana — Yearbooks. 3. Water resources develop- 
ment — Indiana — Yearbooks. I. United States. Geological 
Survey. Water Resources Division. II. Series. 
OCLC 1688781 


80-4904 
I 19.53/2:MI-78-1 
Water resources data for Michigan. Lansing, Mich., Dept. of 

the Interior, Geological Survey, Water Resources Division; 
[Springfield, Va., for sale by the National Technical Informa- 
tion Service] 

22161 

v. maps. 26 cm. (U.S. Geological Survey water-data report 
; MI-78-1) 

1964/65- 

Prepared in cooperation with the State of Michigan and 
other agencies. 

Water year 1978. 

Reports for 1964/65-74 issued in 2 pts. 

Report year ends Sept. 30. 

Water resources data for all states are cumulated quinquen- 
nially in Surface water supply of the United States. 

Data are cumulated quinquennially in Surface water supply 
of the United States. 

@ltem 619-E-22 

ISSN 0364-4375 

Supersedes: United States. Geological Survey. Surface 
Water Branch. Surface water records of Michigan 

1. Water resources development — Michigan — Yearbooks. 
2. Stream measurements — Michigan — Yearbooks. 3. Water 
quality — Michigan — Yearbooks. I. United States. Geologi- 
cal Survey. Water Resources Division. II. Series. 
OCLC 1688857 


80-4905 
I 19.53/2:NM-78-1 
Water resources data for New Mexico. Albuquerque, N. M.., 
Dept. of the Interior, Geological Survey, Water Resources 
Division; [Springfield, Va., for sale by the National Technical 
Information Service] 
22161 
v. 26 cm. (U.S. Geological Survey water-data report ; NM- 
78-1) 
1964/65- 
Prepared in cooperation with the State of New Mexico and 
with other agencies. 
Water year 1978. 
Report year ends Sept. 30. 


Government Publications — February 1980 


Reports for 1964/65-74 issued in 2 pts. 

Water resources data for all states are cumulated in Surface 
water supply of the United States. 

Annual. 

@ltem 619-E-31 

ISSN 0364-4065 

Main series: U.S. Geological Survey water-data report 

Supersedes: United States. Geological Survey. Surface 
Water Branch. Surface water records of New Mexico 1961-64 

1. Water resources development — New Mexico — Year- 
books. 2. Stream measurements—New Mexico — Year- 
books. 3. Water quality— New Mexico — Yearbooks. I. 
United States. Geological Survey. Water Resources Division. 
II. Series. 
OCLC 1160553 


80-4906 


I 19.53/2:UT-78-1 


Water resources data for Utah. [Salt Lake City] Dept. of the 


Interior, Geological Survey, Water Resources Division; 
(Springfield, Va., for sale by the National Technical Informa- 
tion Service] 

22161 

ill. 26 cm. (U.S. Geological Survey water-data report ; UT- 
78-1) 

1964/65- 

Report year ends Sept. 30. 

Water year 1978. 

Vols. for 1964/65-74 issued in 2 pts. 

Report year ends Sept. 30. 

Water resources data for all states are cumulated quinquen- 
nially in Surface water supply of the United States. 

[Item 619-E-44] 

[1 cd] 

@ltem 619-E-44 

ISSN 0360-1633 

Main series: U.S. Geological Survey water-data report 

Supersedes: Surface water records of Utah 

1. Water resources development — Utah — Yearbooks. 2. 
Stream measurements — Utah — Yearbooks. 3. Water qual- 
ity — Utah — Yearbooks. I. United States. Geological 
Survey. Water Resources Division. _ II. Series. 
GB705.U8US3a 

75-646929 

553/.7/0972 
OCLC 2477008 


80-4907 


I 19.74:977 


United States. Interagency Advisory Committee on Water Data. 


Summary of meeting - Interagency Advisory Committee on 
Water Data. Reston, Va., Dept. of the Interior, Geological 
Survey, Office of Water Data Coordination. 

22092 

v. ill. 27 cm. 

12th- Sept. 15/16, 1977- 

12th, Sept. 15/16, 1977, Gettysburg, Pa. 

@ltem 624-F (Regionals only) 

Supersedes in part: Summary of meeting - Advisory Com- 
mittee on Water Data for Public Use and Interagency Advi- 
sory Committee on Water Data ISSN 0191-4243 

1. Hydrology — United States — Congresses. 2. Water re- 
sources development — United States — Congresses. 1. 
United States. Office of Water Data Coordination 

Key Title: Summary of meeting - Interagency Advisory 
Committee on Water Data (1977) IL. Title. 

OCLC 3765936 
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80-4908 
I 19.74:978-2 
United States. Interagency Advisory Committee on Water Data. 

Summary of meeting - Interagency Advisory Committee on 
Water Data. Reston, Va., Dept. of the Interior, Geological 
Survey, Office of Water Data Coordination. 

22092 

v. ill. 27 cm. 

12th- Sept. 15/16, 1977- 

13th, Sept. 14/15, 1978, Gatlinburg, Tenn. 

@ltem 624-F (Regionals only) 

Supersedes in part: Summary of meeting - Advisory Com- 
mittee on Water Data for Public Use and Interagency Advi- 
sory Committee on Water Data ISSN 0191-4243 

1. Hydrology — United States — Congresses. 2. Water re- 
sources development— United States — Congresses. I. 
United States. Office of Water Data Coordination. 

Key Title: Summary of meeting - Interagency Advisory 
Committee on Water Data (1977) II. Title. 

OCLC 3765936 


Unpublished open-file reports are available as paper reproduc- 
tion copies only at prices listed by the Open-File Services Sec- 
tion, Box 25425, Denver Federal Center, Denver, Colorado 
80225 


80-4909 
I 19.76:79-676 
Warner, James W. 

Digital-transport model study of 
Diisopropylmethylphosphonate (DIMP) ground-water con- 
tamination at the Rocky Mountain Arsenal, Colorado / by 
James W. Warner ; prepared for the U.S. Department of the 
Army, Rocky Mountain Arsenal. — Lakewood, Colo. : Dept. 
of the Interior, Geological Survey ; Denver, Colo. : for sale 
by the Open-File Services Section, 1979. 

P.O. Box 25425, 80225 

iv, 39 p. : ill, maps ; 28 cm.— (Open-file report - U.S. 
Geological Survey ; 79-676) 

Aug. 1979. 

Bibliography: p. 37. 

@ltem 624-H 

pbk. 

1. Water, Underground — Pollution — Colorado — Adams 
County. 2. United States. Rocky Mountain Arsenal. I. 
United States. Geological Survey. II. United States. Rocky 
Mountain Arsenal. III. Title. IV. Series: United States. 
Geological Survey. Open-file report ; 79-676. 

OCLC 5753049 


80-4910 
1 19.76:79-1276 
McCain, Jerald F. 

A plan for study of flood hydrology of foothill streams in 
Colorado / by Jerald F. McCain and John L. Ebling. — 
Lakewood, Colorado : Dept. of the Interior, Geological 
Survey ; Denver, Colo. : for sale by the Open-File Services 
Section, 1979. 

P.O. Box 25425, 80225 

iv, 29 p. : ill., map (1 fold. in pocket) ; 28 cm. — (Open-file 
report - U.S. Geological Survey ; 79-1276) 

Sept. 1979. 

Bibliography: p. 25-29. 

@ltem 624-H 

pbk. 

1. Stream measurements — Colorado. 2. Flood forecasting. 
. Ebling. John L., joint author. II. United States. Geologi- 
cal Survey. III. Title. IV. Series: United States. Geological 
Survey. Open-file report ; 79-1276. 

OCLC 5756415 
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80-4911 
I 19.76:79-1277 
Freudenthal, Pamela B. 

Water-quality data for the Hanna and Carbon Basins, Wyo- 
ming / by Pamela B. Freudenthal. — Cheyenne, Wyo. : Dept. 
of the Interior, Geological Survey ; [Denver, Colo. : for sale 
by the Open File Services Section], 1979. 

P.O. Box 25425, 80225 

vii, 41 p. : ill., maps ; 27 cm.— (Open-file report - U.S. 
Geological Survey ; 79-1277) 

Aug. 1979. 

Bibliography: p. 9. 

@ltem 624-H 

pbk. 

1. Water quality — Wyoming — Carbon County. I. United 
States. Geological Survey. II. Title. III. Series: United 
States. Geological Survey. Open-file report ; 79-1277. 

OCLC 5744484 


80-4912 
I 19.76:79-1278 
United States. Geological Survey. 

Water-resources investigations of the U.S. Geological 
Survey in Wyoming. Cheyenne, Wyo., Dept. of the Interior, 
Geological Survey. 

maps 26 cm. (Open-file report - U.S. Geological Survey ; 
79-1278) 

Report covers fiscal year 1979. 

Includes bibliographical references. 

@ltem 624-H 

Main series: Open-file report - U.S. Geological Survey 

1. Water resources development — Wyoming — Yearbooks. 
2. Stream measurements — Wyoming — Yearbooks. 3. Flood 
control — Wyoming — Yearbooks. I. Title. II. Series: 
United States. Geological Survey. Open-file report ; 79-1278. 
OCLC 4604700 


80-4913 
I 19.76:79-1280 
Hoxie, Dwight T. 

Results of transient simulations of a digital model of the 
Arikaree aquifer near Wheatland, southeastern Wyoming / by 
Dwight T. Hoxie ; prepared in cooperation with the Rural 
Electrification Administration, United States Department of 
Agriculture. — Cheyenne, Wyo. : Dept. of the Interior, Geo- 
logical Survey ; [Denver, Colo. : for sale by the Open File 
Services Section], 1979. 

P.O. Box 25425, 80225 

v. 17 p. : ill, maps ; 28 cm.— (Open-file report - U.S. 
Geological Survey ; 79-1280) 

Includes bibliographical references. 

@ltem 624-H 

pbk. 

1. Water, Underground — Wyoming — Wheatland — Math- 
ematical models. 2. Aquifers — Wyoming — Wheatland — 
Mathematical models. I. United States. Geological Survey. 
II. United States. Rural Electrification Administration. III. 
Title. IV. Series: United States. Geological Survey. Open- 
file report ; 79-1280. 

OCLC 5752707 





80-4914 
I 19.76:79-1291 
Cooley, Maurice E. 

Hydrogeologic features of the alluvial deposits in the 
Nowood River drainage area, Bighorn Basin, Wyoming / by 
M. E. Cooley and W. J. Head ; prepared in cooperation with 
the Wyoming State Engineer. — Cheyenne, Wyo. : Dept. of 
the Interior, Geological Survey ; [Denver, Colo. : for sale by 
the Open File Services Section], 1979. 

P.O. Box 25425, 80225 

v, 55 p. : ill., maps (4 fold. in pocket) ; 27 cm.— (Water 
resources investigations) (Open file report - U.S. Geological 
Survey ; 79-1291) 

Bibliography: p. 55. 

@ltem 624-H 

pbk. 

1. Water-supply —Wyoming—Ten Sleep region. 2. 
Water, Underground —Wyoming— Ten Sleep region. 3. 
Geology — Wyoming — Ten Sleep region. I. Head, William 
J., joint author. II. United States. Geological Survey. III. 
Wyoming. State Engineer. IV. Title. V. Series: United 
States. Geological Survey. Water resources investigations. 
VI. Series: United States. Geological Survey. Open file report 
; 79-1291. 

OCLC 5747465 


INDIAN AFFAIRS BUREAU 
Interior Dept. 
Washington, DC 20240 


80-4915 
I 20.2:F 48 
United States. Bureau of Indian Affairs. 

Educational film catalog for Bureau of Indian Affairs 
schools. [Washington] Dept. of the Interior, Bureau of Indian 
Affairs. 

20240 

28 cm. 

Vols. for 1979- published by Bureauwide Film Service, 
Brigham City, Utah. 

June 1979. 

1. Indians of North America — Education — Film cata- 
logs — Periodicals. 2. Moving pictures in education — Cata- 
logs — Periodicals. 3. Moving pictures — Catalogs — Perio- 
dicals. I. Title. 

OCLC 5164061 


80-4916 
I 20.52:263 
United States. Bureau of Indian Affairs. Planning Support 
Group. 

The feasibility analysis, a tool for evaluation of prospective 
tribal enterprises / [Ron Kapalka and George Peterson]. — 
Billings, Mont. : Dept. of the Interior, Bureau of Indian 
Affairs, Planning Support Group, 1978. 

59101 

iii, 13 leaves ; 27 cm. — (Report - Bureau of Indian Affairs, 
Planning Support Group ; no. 263) 

Jan. 1978. 

pbk. 

1. Indians of North America — Economic conditions. 2. 
Indians of North America — Industries. I. Kapalka, Ron 
II. Peterson, George, 1917- III. Title. IV. Series: United 
States. Bureau of Indian Affairs. Planning Support Group. 
Report - Bureau of Indian Affairs, Planning Support Group ; 
no. 263. 

OCLC 5198937 


Government Publications — February 1980 


80-4917 


I 20.52:267 


United States. Bureau of Indian Affairs. Planning Support 


Group. 

Enterprise analysis, a tool for evaluation of operating enter- 
prises / prepared by the Planning Support Group, Bureau of 
Indian Affairs, Department of the Interior ; [prepared by Ron 
Kapalka, George Peterson, and John Grotbo]. — Billings, 
Mont. : The Group, 1978. 

59101 

ii, 17 leaves ; 27 cm. — (Report - Bureau of Indian Affairs, 
Planning Support Group ; no. 267) 

May 1978. 

pbk. 

1. Business enterprises— Finance. 2. Indians of North 
America — Economic conditions. 3. Indians of North Amer- 
ica — Industries. I. Kapalka, Ron. II. Peterson, George, 
1917- III. Grotbo, John A. IV. Title. V. Series: United 
States. Bureau of Indian Affairs. Planning Support Group. 
Report - Bureau of Indian Affairs, Planning Support Group ; 
no. 267. 

OCLC 5466192 


80-4918 


I 22.2:T 68 


Schoepf, Richard W. 


Offshore exploration and development / compiled by Rich- 
ard W. Schoepf. — Washington : Dept. of the Interior, Office 
of Library and Information Services, 1977. 

20240 

6 p. ; 28 cm. 

On cover: Trailblazer. 

June 1977. 

pbk. 

1. Oil well drilling, Submarine — Bibliography. 2. Gas 
well drilling — Bibliography. I. United States. Dept. of the 
Interior. Office of Library and Information Services. II. 
Title. 

OCLC 5790608 


RECLAMATION BUREAU 
Interior Dept. 
Washington, DC 20240 


80-4919 


I 27.2:B 38/2 


Lara, Joe Martin, 1921- 


Channel! stability study of the Bebedero River system : 
Arenal Hydroelectric Project, Costa Rica / by J. M. Lara. — 
Denver, Colo. : Dept. of the Interior, Bureau of Reclamation, 
Engineering and Research Center, Division of Planning Co- 
ordination, Hydrology Branch, 1977. 

80225 

viii, 110 p. : ill. ; 27 cm. 

Sept. 1977. 

Includes bibliographical references. 

pbk. 

i. Water-power electric plants — Costa Rica — Bebedero 
River. 2. Sediment transport — Costa Rica — Bebedero 
River. I. United States. Bureau of Reclamation. Engineering 
and Research Center. Hydrology Branch. II. Title. III. 
Title: Arenal hydroelectric project, Costa Rica. 

OCLC 5782587 
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80-4920 
1 27.2:Y 1/11 
United States. Bureau of Reclamation. 

Yakima : water resource project, Washington. — [Washing- 
ton] : Dept. of the Interior, Bureau of Reclamation, 1979 

20240 

1 sheet : ill, map ; 40 x 42 cm. fold to 20 x 21 cm. 

@ltem 660 

pbk. 

1. Water resources development — Washington (State) — 
Yakima Valley. I. Title. II. Title: Water resources project, 
Washington. 

OCLC 5720438 


80-4921 
1 27.60:76-14 
Gregg, Ronald E. 

Ecology of Mysis relicta in Twin Lakes, Colorado / pre- 
pared and submitted to the Bureau of Reclamation ; by 
Ronald E. Gregg, Colorado Cooperative Fishery Unit, Colo- 
rado State University. — Denver, Colo. : Dept. of the Interi- 
or, Bureau of Reclamation, Engineering and Research Center, 
Division of General Research, Applied Sciences Branch ; 
Springfield, Va. : for sale by the National Technical Informa- 
tion Service, 1976. 

22161 

iii, 70 p. : ill. ; 27 cm. — (REC-ERC ; 76-14) 

Dec. 1976. 

Bibliography: p. 54-57. 

pbk. 

1. Limnology — Colorado — Twin Lakes. I. United 
States. Bureau of Reclamation. Engineering and Research 
Center. Applied Sciences Branch. II. Colorado State Uni- 
versity. Colorado Cooperative Fishery Unit. III. Title. IV. 
Series: United States. Bureau of Reclamation. Engineering 
and Research Center. REC-ERC ; 76-14. 

OCLC 4560612 


80-4922 
1 27.60:79-10 
Kinney, James L. 

Laboratory procedures for determining the dispersibility of 
clayey soils / by James L. Kinney. — Denver, Colo. : Dept. 
of the Interior, Bureau of Reclamation, Engineering and Re- 
search Center, Division of Research, Geotechnical Branch, 
1979. 

80225 

ii, 20 p. : ill, graphs ; 27 cm.— (REC-ERC ; 79-10) 

Sept. 1979. 

Includes bibliographical references. 

@ltem 664-F 

pbk. 

1. Clay soils — Testing. 2. Dispersion. I. United States. 
Bureau of Reclamation. Engineering and Research Center. 
Geotechnical Branch. II. Title. III. Series: United States. 
Bureau of Reclamation. Engineering and Research Center. 
REC-ERC ; 79-10. 

OCLC 5711372 
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MINES BUREAU 
Interior Dept. 
Washington, DC 20241 


Unless otherwise indicated, publications are available from the 
Bureau, 4800 Forbes Ave., Pittsburgh, Pa. 15213 


80-4923 
I 28.23:8293/errata 
Haynes, Benjamin W. 

Antimony, arsenic, and mercury in the combustible fraction 
of municipal solid waste [errata] / by Benjamin W. Haynes, 
James C. McConnell, and Stephen L. Law. — [Pittsburgh, 
Pa.] : Dept. of the Interior, Bureau of Mines, 1978. 

15213 

1 p. ; 26 cm. — (Report of investigations - Bureau of Mines 
; 8293) 

Corrects page 9, table 3. 

@ltem 637-A 

pbk. 

1. Antimony. 2. Arsenic. 3. Mercury. 4. Refuse as fuel. 
I. McConnell, James C., joint author. II. Law, Stephen L., 
joint author. III. United States. Bureau of Mines. IV. Title. 
V. Series: United States. Bureau of Mines. Report of investi- 
gations - Bureau of Mines ; 8293. 

OCLC 4204367 


80-4924 
I 28.23:8371 
Sandberg, Richard G. 

Oxidative sulfuric acid leaching of lead smelter mattes / by 
Richard G. Sandberg, Terry L. Hebble, and Danton L. Paul- 
son. — [Washington] : Dept. of the Interior, Bureau of Mines, 
1979. 

Publications Distribution Branch, 4800 Forbes Ave., Pitts- 
burgh, Pa., 15213 

16 p. : ill. ; 27 cm. — (Report of investigations - Bureau of 
Mines ; 8371) 

Bibliography: p. 16. 

@ltem 637-A 

pbk. 

1. Lead ores. 2. Hydrometallurgy. I. Hebble, Terry L.. 
joint author. II. Paulson, Danton L., joint author. III. 
United States. Bureau of Mines. IV. Title. V. Series: 
United States. Bureau of Mines. Report of investigations - 
Bureau of Mines ; 8371. 

OCLC 5758841 


80-4925 
I 28.23:8372 
Gokcen, N. A. 

Determination and estimation of ionic activities of metal 
salts in water / by N. A. Gokcen. — [Washington] : Dept. of 
the Interior, Bureau of Mines, 1979. 

Publications Distribution Branch, 4800 Forbes Ave., Pitts- 
burgh, Pa. 15213 

24 p. : ill. ; 27 cm. — (Report of investigations - Bureau of 
Mines ; 8372) 

Bibliography: p. 20-21. 

@item 637-A 

pbk. 

1. lons — Migration and velocity. 2. Salts. 3. Activities 
coefficients. I. United States. Bureau of Mines. IL. Title. 
III. Series: United States. Bureau of Mines. Report of investi- 
gations - Bureau of Mines ; 8372 
OCLC 5747678 





80-4926 
I 28.23:8375 
Aul, G. N. 

Grouting horizontal drainage holes in coalbeds / by 
George N. Aul and Joseph Cervik. — [Washington] ; Dept. of 
the Interior, Bureau of Mines, 1979. 

Publications Distribution Branch, 4800 Forbes Ave., Pitts- 
burgh, Pa., 15213 

16 p. : ill. ; 27 cm. — (Report of investigations - Bureau of 
Mines ; 8375) 

Bibliography: p. 16. ° 

@ltem 637-A 

pbk. 

1. Coal mines and mining — Safety measures. 2. Mine 
gases. 3. Methane. I. Cervik, Joseph, joint author. II. 
United States. Bureau of Mines. III. Title. IV. Series: 
United States. Bureau of Mines. Report of investigations - 
Bureau of Mines ; 8375. 

OCLC 5763810 


80-4927 
I 28.23:8376 
Wullstein, LeRoy H. 

Enhancing germination of Indian ricegrass seed used in 
stabilizing mineral wastes / by L. H. Wullstein and W. R. 
McDonald. — [Washington] : Dept. of the Interior, Bureau of 
Mines, 1979. 

Publications Distribution Branch, 4800 Forbes Ave., Pitts- 
burgh, Pa., 15213 

6 p. ; 27 cm. — (Report of investigations - Bureau of Mines 
; 8376) 

Bibliography: p. 6. 

@ltem 637-A 

pbk. 

1. Reclamation of land. 2. Tailings (Metallurgy) I. Mc- 
Donald, W. Richard, joint author. II. United States. Bureau 
of Mines. III. Title. IV. Series: United States. Bureau of 
Mines. Report of investigations - Bureau of Mines ; 8376. 
OCLC 5747805 


80-4928 
I 28.23:8380 
Oyler, David C. 

Directional drilling for coalbed degasification : program 
goals and progress in 1978 / by David C. Oyler, William P. 
Diamond, and Paul W. Jeran. — [Washington] : Dept. of the 
Interior. Bureau of Mines, 1979. 

Publications Distribution Branch, 4800 Forbes Ave., Pitts- 
burgh, Pa. 15213 

15 p. : ill. ; 27 cm. — (Report of investigations - Bureau of 
Mines ; 8380) 

Bibliography: p. 13. 

@ltem 637-A 

pbk. 

1. Mine gases. 2. Mine ventilation. I. Diamond. William 
P.. joint author. II. Jeran, Paul W., joint author. Ill 
United States. Bureau of Mines. IV. Title. V. Series: 
United States. Bureau of Mines. Report of investigations - 
Bureau of Mines ; 8380. 

OCLC 5785245 


Government Publications — February 1980 


80-4929 


I 28.23:8396 


Beard, H. Richard. 


Absorption of radium and thorium from Wyoming and 
Utah uranium mill tailings solutions / by H. R. Beard, I. L. 
Nichols, and D. C. Seidel. —[Washington] : Dept. of the 
Interior, Bureau of Mines, 1979. 

Publications Distribution Branch, 4800 Forbes Ave., Pitts- 
burgh, Pa. 15213 

15 p. : ill. ; 27 cm. — (Report of investigations - Bureau of 
Mines ; 8396) 

Bibliography: p. 11. 

@ltem 637-A 

pbk. 

1. Radium. 2. Thorium. 3. Uranium mines and mining — 
Waste disposal. I. Nichols, Ivan Leroy, joint author. II. 
Seidel, Don C., joint author. III. United States. Bureau of 
Mines. IV. Title. V. Series: United States. Bureau of 
Mines. Report of investigations -Bureau of Mines ; 8396. 
OCLC 5785743 


80-4930 


1 28.37/3:C 79/979 


Schroeder, H. J. 


Copper / H. J. Schroeder, Bureau of Mines. — Washington 
: Dept. of the Interior, Bureau of Mines, 1979. 

Publications Distribution Branch, 4800 Forbes Ave., Pitts- 
burgh, Pa. 15213 

20 p. : ill. ; 27 cm. — (Mineral commodity profiles ; MCP) 

“Update of June 1977 issue.” 

Sept. 1979. 

Bibliography: p. 20. 

@liem 639-B 

pbk. 

1. Copper industry and trade—United States. 2. 
Copper — Statistics. I. United States. Bureau of Mines. II. 
Title. III. Series. 

HD9539.C7U568 1979 

79-021720 
338.2/7/430973 
OCLC 5563763 


80-4931 


I 28.37/3:L 71 


Singleton, Richard H. 


Lithium / Richard H. Singleton, Bureau of Mines. — Wash- 
ington : Dept. of the Interior, Bureau of Mines, 1979. 

Publications Distribution Branch, 4800 Forbes Ave.. Pitts- 
burgh, Pa. 15213 

25 p. : 27 cm.— (Mineral commodity profiles ; MCP) 

Bibliography: p. 24-25. 

September 1979. 

@liem 639-B 

pbk. 

1. Lithium industry — United States. 2. Lithium — Statis- 
tics. I. United States. Bureau of Mines. II. Title. IIL 
Series. 

HD9539.L.583U67 

79-021833 
338.2/7/499 
OCLC 5496388 


80-4932 


I 28.140:977/prelim. 


Clays. Washington, Dept. of the Interior, Bureau of Mines. 


4800 Forbes Ave.. Pittsburgh, Pa.. 15213 

27 cm. (Mineral industry surveys) 

Vols. for 19 - prepared in the Bureau's Division of Nonme- 
tallic Minerals 

Annual preliminary release of information pending publica- 
tion of the Bureau of Mines Minerals yearbook 
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Preliminary, annual advance summary, 1977. 

Main series: United States. Bureau of Mines. Mineral indus- 
try surveys 

1. Clay industries — United States. I. 
Bureau of Mines. II. Series. 
OCLC 3058411 


United States. 


80-4933 
I 28.146:976/advance 
Sand and gravel. Washington, Dept. of the Interior, Bureau of 
Mines. 
4800 Forbes Ave., Pittsburgh, Pa., 15213 
27 cm. (Mineral industry surveys) 
Vols. for 19 - prepared in the Bureau’s Division of Nonme- 
tallic Minerals. 
Annual preliminary release of information pending publica- 
tion of the Bureau of Mines Minerals yearbook. 
Annual advance summary, 1976. 
Main series: United States. Bureau of Mines. Mineral indus- 
try surveys 
1. Sand and gravel industry — United States. 
States. Bureau of Mines. II. Series. 
OCLC 3057838 


I. United 


NATIONAL PARK SERVICE 
Interior Dept. 
Washington, DC 20240 


80-4934 
1 29.2:N 21/26/979 
Index, National Park System and related areas. [Washington, 

Dept. of the Interior, National Park Service; for sale by the 
Supt. of Docs., U.S. Govt. Print. Off.] 

20402 

ill. 21 cm. 

$3.25 

1979- 

Spine title: Index of the National Park System and related 
areas 

1979. 

Includes index. 

@ltem 648 

S/N 024-005-00763-6 

Continues: Index of the National Park System and affiliated 
areas ISSN 0196-2248 1975-78 

1. National parks and reserves — United States — Directo- 
ries. 2. Historic sites — United States — Directories. I. 
United States. National Park Service. 
OCLC 5778314 


80-4935 
I 29.8:R 24/3 
United States. National Park Service. 

Redwood National Park, California / National Park Serv- 
ice, U.S. Department of the Interior. [Washington] : The 
Service, 1979. 

20240 

1 map : col. ; on sheet 60 x 21 cm. fold. to 10 x 21 cm. 

Scale ca. 1:165,000. 

Panel title: Redwood map and guide. 

Title from verso. 

@ltem 651-A 

1. Redwood National Park — Maps. 
OCLC 5758796 


I. Title. 
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80-4936 
I 29.9/2:Se 5/supp.2 
Morain, Stanley A. 

Remote sensing : instrumentation for nondestructive explo- 
ration of cultural resources / Stanley A. Morain, Thomas K. 
Budge ; series editor, Thomas R. Lyons. — Washington : 
Dept. of the Interior, National Park Service, Cultural Re- 
sources Management : for sale by the Supt. of Docs., U.S. 
Govt. Print. Off., 1978. 

20402 

vi, 54 p. : ill. ; 27 cm. 

Supplement no. 2 to remote sensing: a handbook for arche- 
ologists and cultural resource managers. 

Bibliograhy: p. 52-53. 

@ltem 648-A 

S/N 024-005-00736-9 

pbk. : $2.40 

1. Archaeology — Remote sensing. I. Budge, Thomas K., 
joint author. II. Lyons, Thomas R. Remote sensing. III. 
United States. National Park Service. Cultural Resources 
Management Division. IV. Title. V. Title: Instrumentation 
for nondestructive exploration of cultural resources. 
CC76.4.L96 suppl. 2 

78-001417 
930/.1/028 
OCLC 3650020 


80-4937 
I 29.21:F 77 mo/2 
United States. National Park Service. 

Fort Moultrie : Fort Sumter National Monument / Nation- 
al Park Service, U.S. Department of the Interior. — [Wash- 
ington] : The Service, 1979. 

20240 

1 sheet : col. ill. ; 30 x 42 cm. fold. to 10 x 21 cm. 

@ltem 650 

1. Moultrie, Fort, S.C. 
ment, S.C. I. Title. 
ment. 

OCLC 5768368 


2. Fort Sumter National Monu- 
II. Title: Fort Sumter National Monu- 


BONNEVILLE POWER ADMINISTRATION 
Portland, OR 97208 


80-4938 
1 44.2:P 87/13/975-76 
United States. Bonneville Power Administration. 
Columbia River power : source to user. — [Portland, Or.] : 
Dept. of the Interior, Bonneville Power Administration, 1976. 
97208 
1 sheet : ill., map ; 56 x 44 cm. fold to 28 x 22 cm. 
May 1975-July 1976. 
pbk. 
1. Electric power systems — Northwest, Pacific. 
OCLC 5729676 


I. Title. 


FISH AND WILDLIFE SERVICE 
Interior Dept. 
Washington, DC 20240 
80-4939 
I 49.2:C 71 
Wanted for the future : these native fishes of the Colorado 
River. — [Washington] : Dept. of the Interior, Fish and Wild- 
life Service, 1979. 
20240 
1 sheet : ill. ; 36 x 23 cm. fold. to 16 x 23 cm. 
“USFWS RO6.” 
January 1979. 





@ltem 612 

pbk. 

1. Fishes— Colorado River. 2. Endangered species — 
Colorado. I. United States. Fish and Wildlife Service. 
OCLC 5729214 


80-4940 
1 49.2:D 63 
Fish Disease Control Center, Fort Morgan, Colorado. — [Wash- 
ington] : Dept. of the Interior, Fish and Wildlife Service, 
1979. 
20240 
folder (8 p.) : ill. ; 23 cm. 
“FH 6-60141-1." 
September 1979. 
@ltem 612 
pbk. 
1. Fish Disease Control Center (U.S.) I. United States. 
Fish and Wildlife Service. 
OCLC 5728767 


80-4941 
1 49.2:M 59 
Miles City National Fish Hatchery. 

Miles City National Fish Hatchery. — [Washington] : Dept. 
of the Interior, Fish and Wildlife Service, 1978. 

20240 

folder (8 p.) : ill. ; 23 cm. x 11 cm. 

October 1978. 

@ltem 612 

pbk. 

1. Miles City National Fish Hatchery. 2. Fishery manage- 
ment — Montana. I. United States. Fish and Wildlife Serv- 
ice. II. Title. 

OCLC 5711295 


80-4942 
I 49.2:N 81 p 
Northern Prairie Wildlife Research Center. — [Washington] : 
Dept. of the Interior, Fish and Wildlife Service, 1979. 
20240 
1 sheet : ill. ; 41 x 23 cm fold. to 10 x 23 cm. 
May 1979. 
@ltem 612 
pbk. 
1. Northern Prairie Wildlife Research Center. I. United 
States. Fish and Wildlife Service 
OCLC 5728695 


80-4943 
I 49.2:P 94 
Amstrup, Steven C. 

Activities and habitat use of pronghorns on Montana-Wyo- 
ming coal lands / Steven C. Amstrup. U.S. Fish & Wildlife 
Service, Denver Wildlife Research Center. — [Washington] : 
Dept. of the Interior. Fish and Wildlife Service, 1978. 

20240 

p. 270-306 : ill. ; 27 cm. — (WELUT/Coal ; 79/01) 

On cover: Biological services program 

Reprinted from Proceedings of the Eighth Biennial Prongh- 
orn Antelope Workshop. May 2-4, 1978. Jasper. Alberta. 
Canada. 

Bibliography: p. 302-304 

@ltem 612 

pbk. 


Government Publications — February 1980 


1. Pronghorn antelope. 2. Coal mines and mining — Envi- 
ronmental aspects — Montana. 3. Coal mines and mining — 
Environmental aspects — Wyoming. I. United States. Fish 
and Wildlife Service. II. Wildlife Research Center, Sheridan, 
Wyo. III. Title. IV. Title: Proceedings of the Eighth Bi- 
ennial Pronghorn Antelope Workshop. 

OCLC 5652777 


80-4944 
I 49.2:Se 1/3 
Varoujean, Daniel H. 

Seabird colony catalog : Washington, Oregon and Califor- 
nia / by Daniel H. Varoujean, U.S. Fish and Wildlife Serv- 
ice. — [Portland, Or.] : Dept. of the Interior, Fish and Wild- 
life Service, Region One, [19797] 

97208 

ix, 456 p. : maps ; 28 cm. 

Chiefly tables. 

Bibliography: p. 447-452. 

@liem 612 

pbk. 

1. Sea birds — Northwest, Pacific. I. United States. Fish 
and Wildlife Service. Region 1. II. Title 
OCLC 5652494 


80-4945 
I 49.2:Se 6 
US Fish and Wildlife Service Pollution Response Workshop, St 
Petersburg, Fla., 1979. 

Proceedings of the 1979 U.S. Fish and Wildlife Service 
Pollution Response Workshop, 8-10 May 1979, St. Petersburg. 
Florida. — Washington : Dept. of the Interior, Fish and Wild- 
life Service, Division of Ecological Services, Environmental 
Contaminant Evaluation Program : for sale by the Supt. of 
Docs., U.S. Govt. Print. Off., 1979 

20402 

vi, 212 p. : ill. ; 28 cm. 

September 1979 

“Environmental containment evaluation program.” 

Includes bibliographies. 

@ltem 612 

S/N 024-010-00531-9 

pbk. : $5.50 

1. Oil spills and wildlife — Congresses. 2. Hazardous 
wastes — Environmental aspects — Congresses. 3. Water — 
Pollution — Environmental aspects — Congresses. I. United 
States. Fish and Wildlife Service. Division of Ecological 
Services. II. Title 
QH545.05U54 1979 

79-023773 
363 
OCLC 5675687 


80-4946 
I 49.2:Sh 4 
Rogers. Brant S 
Vascular plants of the Sheldon National Wildlife Refuge 
with special reference to possible threatened and endangered 
species / submitted to U.S. Fish and Wildlife Service. Region 
1... by Brant S. Rogers, Arnold Tiehm Portland, Ore 
Dept. of the Interior, Fish and Wildlife Service. Region 1. 
1979 
97208 
iv, 87 leaves : ill. maps ; 28 cm 
Bibliography: leaves 30-33 
@licm 612 
pbk 
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1. Botany — Sheldon National Wildlife Refuge, Nev. and 
Or. 2. Rare plants— Sheldon National Wildlife Refuge, 
Nev. and Or. I. Tiehm, Arnold, joint author. II. United 
States. FIsh and Wildlife Service. Region 1. III. Title. 
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Print. Off., 1979. 
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Apr.1, 1978-Mar. 31, 1979. 
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Contents: Rept. no. 2. Black-footed ferret, Mustela nigripes. 

pbk. 

1. Black-footed ferret. I. United States. Bureau of Land 
Management. II. Denver. Public Library. Conservation Li- 
brary. III. Title. IV. Series: United States. Bureau of Land 
Management. Technical note T/N - Bureau of Land Manage- 
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Systems. 

Issued 1948-52? as the Bureau of Mines bulletin; 1953- as 
Bureau of Mines Information circular; 19 -75 as MESA infor- 
mational report IR. 

1977. 

Vols. prior to 1976 were classed: I 69.9: 

@ltem 637-A 

ISSN 0095-0432 

Main series: Informational report - Mine Safety and Health 
Administration 

1. Coal mines and mining —- United States — Accidents — 
Periodicals. I. United States. Mine Safety and Health Ad- 
ministration. II. United States. Division of Mining Informa- 
tion Systems. III. Series: United States. Mine Safety and 
Health Administration. Informational report - Mine Safety 
and Health Administration ; IR 1108. [DNLM 1. Coal 
Mining 2. Wounds and Injuries — occurrence —U. S. W2 
A B87013i]} 

OCLC 1096905 


Government Publications — February 1980 


80-4985 
1 69.12:006/v.2 
National Mine Health and Safety Academy. 

First aid. —[Beckley, W.Va.] : Dept. of the Interior, 
Mining Enforcement and Safety Administration, National 
Mine Health and Safety Academy, [1976]- 

25801 

v. : ill. ; 27 cm. — (NMHSA-CE ; 006) 

Volume 1 work book printed under separate cover. 

Contents: v. 2. Answer book. 

pbk. 

1. First aid in illness and injury. 2. Mine safety. I. Title. 
II. Series: National Mine Health and Safety Academy. 
NMHSA-CE ; 006. 

OCLC 5785514 


80-4986 
1 69.12:008 
National Mine Health and Safety Academy. 

Mine illumination. — [Beckley, W.Va.] : Dept. of the Interi- 
or, Mining Enforcement and Safety Administration, National 
Mine Health and Safety Academy, 1976. 

25801 

113 p. : ill. ; 27 cm.— (NMHSA-CE ; 008) (Programmed 
instruction workbook ; no. 8) 

pbk. 

1. Mine safety. 2. Mine illumination. I. Title. II. Series: 
National Mine Health and Safety Academy. NMHSA-CE ; 
008. III. Series: National Mine Health and Safety Academy. 
Programmed instruction workbook ; no. 8. 

OCLC 5785577 


80-4987 
I 69.12:010/y.2 
National Mine Health and Safety Academy. 

Surface mining. — [Beckley, W. Va.] : Dept. of the Interior, 
Mining Enforcement and Safety Administration, National 
Mine Health and Safety Academy, 1976- 

25801 

v. : 27 cm. — (NMHSA-CE ; 010) 

“Volume 1 work book printed under separate cover.” 

Contents: v. 2. Answer book. 

pbk. 

1. Surface mining. 2. Mine safety. I. Title. II. Series: 
National Mine Health and Safety Academy. NMHSA-CE ; 
010 
OCLC 5787173 


80-4988 
I 69.12:011 
National Mine Health and Safety Academy. 

Noise control. — [Beckley, W. Va.] : Dept. of the Interior. 
Mining Enforcement and Safety Administration, National 
Mine Health and Safety Academy, 1976- 

25801 

v. : ill. ; 27 cm.— (NMHSA-CE 
instruction workbook ; no. 11) 

pbk. 

1. Noise control. 2. Mine safety. I. Title. II. Series: Na- 
tional Mine Health and Safety Academy. NMHSA-CE ; 011. 
III. Series: National Mine Health and Safety Academy. Pro- 
grammed instruction workbook ; no. 11 
OCLC 5787190 


; O11) (Programmed 
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Heritage Conservation and Recreation Service — Interior Dept. 


HERITAGE CONSERVATION AND 
RECREATION SERVICE 
Interior Dept. 
Washington, DC 20001 
80-4989 
1 70.2:P 94 
United States. Office of Archeology and Historic Preservation. 

The programs and publications of the Technical Preserva- 
tion Services Division. — [Washington] : Dept. of the Interi- 
or, Heritage Conservation and Recreation Service, Office of 
Archeology and Historic Preservation, [19787] 

20240 

[11] p. : ill. ; 24x 11 cm. 

@ltem 647-B-1 

pbk. 

1. United States. Heritage Conservation and Recreation 
Service. Technical Preservation Service. 2. United States. 
Heritage Conservation and Recreation Service. Technical 
Preservation Service — Bibliography — Catalogs. 

OCLC 5779670 


80-4990 
1 70.2:T 19/2 
United States. Heritage Conservation and Recreation Service. 
Federal tax provisions to encourage rehabilitation of histor- 
ic buildings : an assessment of their effect. — Washington : 
Dept. of the Interior, Heritage Conservation and Recreation 
Service : for sale by the Supt. of Docs., U.S. Govt. Print. 
Off.. 1979. 
20402 
85 p. : ill. ; 27 cm. 
August 1979. 
Includes bibliographical references. 
@liem 647-B-1 
S/N 024-016-00122-2 
pbk. : $4.00 
1. Historic buildings — United States — Conservation and 
restoration. 2. Real property and taxation — United States. 
I. Title. 
OCLC 5728428 


80-4991 
1 70.2:Ur 1 
The urban park and recreation recovery program. — [Washing- 
ton : Dept. of the Interior, Heritage Conservation and Recre- 
ation Service, 1979] 

20243 

[15] p.; 11. x 23 cm. 

@ltem 647-G-1 

pbk. 

1. Recreation areas — United States. 2. City planning — 
United States. I. United States. Heritage Conservation and 
Recreation Service. 

OCLC 5747378 
80-4992 
1 70.8:C 49 
Bolton, Charles, 1938- 

Citizen’s action manual : a guide to recycling vacant prop- 
erty in your neighborhood / prepared by the Trust for Public 
Land ; written by Charles Bolton ; researched and edited by 
Suesan W. Taylor]. — (Washington : Dept. of the Interior, 
Fish and Wildlife and Parks, Heritage Conservation and Rec- 
reation Service) : for sale by the Supt. of Does... U.S. Govt. 
Print. Off., 1979 

20402 

32 9. .: 

Cover title. 

Feb. 1979. 


22 x 25 cm. 
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@ltem 603-B 

S/N 024-016-00100-1 

pbk. : $2.40 

1. Community development. 
participation. 3. Land use, Urban — Planning. I. Taylor, 
Suesan W. II. Trust for Public Land (U.S.) III. United 
States. Heritage Conservation and Recreation Service. IV. 
Title. V. Title: Guide to recycling vacant property in your 
neighborhood. 
OCLC 5164486 


2. Urban renewal — Citizen 


80-4993 
1 70.12:6 
Grimmer, Anne E. 

Dangers of abrasive cleaning to historic buildings / Anne 
E. Grimmer. — [Washington] : [Dept. of the Interior], Heri- 
tage Conservation and Recreation Service, [Office of Archeo- 
logy and Historic Preservation], Technical Preservation Serv- 
ices Division, 1979. 

20230 

8 p.: ill. ; 28 cm. — (Preservation briefs ; 6) 

Caption title. 

Bibliography: p. 8. 

@ltem 646-J 

pbk. 

1. Historic buildings — Conservation and restoration. 2. 
Abrasives. I. United States. Office of Archeology and His- 
toric Preservation. Technical Preservation Services Division. 
II. Title. 

OCLC 5732267 


80-4994 
1 70.12:7 
Tiller, De Teel Patterson. 

The preservation of historic glazed architectural terra-cotta 
/ De Teel Patterson Tiller, Technical Preservation Services 
Division Heritage Conservation and Recretation Service. — 
[Washington] : [Dept. of the Interior], Heritage Conservation 
and Recreation Service, [Office of Archeology and Historic 
Preservation], Technical Preservation Services Division : for 
sale by the Supt. of Docs., U.S. Govt. Print. Off., [19797] 

20402 

8 p. : ill. ; 28 cm. — (Preservation briefs ; 7) 

Caption title. 

Includes bibliographical references. 

@ltem 646-J 

S/N 024-016-00115-0 

pbk. : $0.75 

1. Terra-cotta— Conservation and restoration. I. United 
States. Office of Archeology and Historic Preservation. Tech- 
nical Preservation Services Division. II. Title. 
OCLC 5723406 


80-4995 
1 70.15/2:L 23 
Keim, Rebecca L. 

Landscape architecture and the allied arts : an annotated 
bibliography of articles and notes appearing in the bulletin or 
newsletter / / compiled by Rebecca L. Keim and Laurie 
Hammel ; with additional entries by Andrea Nadel. — Wash- 
ington : Dept. of the Interior, Heritage Conservation and 
Recreation Service, Office of Archeology and Historic Pres- 
ervation, 1977. 

20240 

4 p. ; 28 cm.-- (Technical preservation services reading 

list) 
Jan. 1977 
@liem 657-B-4 
pbk 





1. Landscape protection — Bibliography. 2. Landscape ar- 
chitecture — Bibliography. I. United States. Office of Ar- 
cheology and Historic Preservation. II. Hammel, Laurie. 
III. Nadel, Andrea. IV. Title. V. Series. 

OCLC 5181175 


80-4996 
1 70.15/2:L 82 
Look, David W. 

Selected bibliography on log structures / compiled by 
David W. Look. — Washington : Dept. of the Interior, Heri- 
tage Conservation and Recreation Service, Office of Archeo- 
logy and Historic Preservation, 1975. 

20240 

3 p. ; 28 cm.— (Technical preservation services reading 
list) 

August 1975. 

@ltem 657-B-4 

pbk. 

1. Log cabins — Bibliography. I. United States. Office of 
Archeology and Historic Preservation. II. Title. III. Series. 
OCLC 5720992 


80-4997 
1 70.19:979 
United States. Heritage Conservation and Recreation Service. 

Year-end report - Heritage Conservation and Recreation 
Service. [Washington] Dept. of the Interior, Heritage Conser- 
vation and Recreation Service. 

20243 

v. ill. 23 cm. (Heritage Conservation and Recreation Serv- 
ice publication ; no. 10) 

1978- 

Jan. 1979. 

On cover: Heritage Conservation and Recreation Service, 
Office of Archaeology and Historic Preservation, Cultural 
Properties Programs. 

@ltem 624-E-5 

ISSN 0192-4621 

Main series: United States. Heritage Conservation and Rec- 
reation Service. Heritage Conservation and Recreation Serv- 
ice publication 

1. United States. Heritage Conservation and Recreation 
Service — Periodicals. 2. Historic sites— United States — 
Conservation and_ restoration — Periodicals. 3. United 
States — Antiquities — Periodicals. I. Title. II. Series: 
United States. Heritage Conservation and Recreation Service. 
Heritage Conservation and Recreation Service publication ; 
no. 10. 

E151.U53a 

79-644934 
353.008/5 
OCLC 4987172 


INTERSTATE COMMERCE COMMISSION 
Washington, DC 20423 


80-4998 
IC 1.2:In 8/5/979 
Interstate Commerce Commission : in the public interest. — 
Washington : Interstate Commerce Commission, 1979. 
20423 
18 p. : ill. ; 23 x 11 cm. 
@ltem 674 
S/N 026-000-01 166-3 
pbk. : $1.25 
1. United States. Interstate Commerce Commission. I. 
Title. 
OCLC 5765624 


Government Publications — February 1980 


80-4999 


IC 1.25:978/pt.1 


United States. Interstate Commerce Commission. Bureau of Ac- 


counts. 

Annual report, transport statistics in the United States. 
Washington, Interstate Commerce Commission, Bureau of 
Accounts; [for sale by the Supt. of Docs., U.S. Govt. Print. 
Off.] 

20402 

ill. 24-30 cm. 

$4.00 

Other title: Transport statistics in the United States. Part 1. 
Railroads, their lessors and proprietary companies, and elec- 
tric railways 

Cover title. 

Title varies sligthly. 

“Railroad companies, electric railways, carriers by water, 
motor carriers, freight forwarders, and private car owners 
subject to the Interstate commerce act.” 

92nd report, for the year ended Dec. 31, 1978. 

@ltem 699 

S/N 026-000-01 162-1 

1. Railroads — United States — Statistics — Periodicals. I. 
Title. 

OCLC 3179252 


80-5000 


IC 1.25:978/pt.2 


United States. Interstate Commerce Commission. Bureau of Ac- 


counts. 

Transport statistics in the United States. Part 2. Motor 
carriers. Washington, Interstate Commerce Commission, 
Bureau of Accounts; [for sale by the Supt. of Does., U.S. 
Govt. Print. Off.] 

20402 

map 28 cm. 

$1.25 

1978. 

Annual. 

@ltem 699 

S/N 026-000-01 163-9 

Continues: Transport statistics in the United States. Part 7. 
Motor carriers 

Related records: United States. Interstate Commerce Com- 
mission. Bureau of Accounts. Annual report on transport sta- 
tistics in the United States 

1. Transportation, Automotive — United States — Statis- 
tics — Periodicals. 2. Transportation — United States — Sta- 
tistics — Periodicals. I. Title. 

OCLC 3179252 


80-5001 


IC 1.25:978/pt.3 


United States. Interstate Commerce Commission. Bureau of Ac- 


counts. 

Transport statistics in the United States. Part 3. Freight 
forwarders. Washington, Interstate Commerce Commission. 
Bureau of Accounts; [for sale by the Supt. of Docs., U.S. 
Govt. Print. Off.] 

20402 

28 cm. 

$1.25 

1978. 

Annual. 

@ltem 699 

S/N 026-000-01167-1 

Related records: United States. Interstate Commerce Com- 
mission. Bureau of Accounts. Annual report on transport sta- 
tistics in the United States 
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Justice Department 


1. Freight forwarders — United States — Statistics — Perio- 
dicals. 2. Transportation — United States — Statistics — Per- 
iodicals. I. Title. 

OCLC 3179252 


80-5002 
IC 1.25:978/pt.4 
United States. Interstate Commerce Commission. Bureau of Ac- 
counts. 
Transport statistics in the United States. Part 4. Private car 
lines. Washington, Interstate Commerce Commission, Bureau 
of Accounts; [for sale by the Supt. of Docs., U.S. Govt. Print. 


20402 

ill. 28 cm. 

$1.00 

1978. 

Annual. 

@ltem 699 

S/N 026-000-01 164-7 

Continues: Transport statistics in the United States. Part 9. 
Private car lines 

Related records: United States. Interstate Commerce Com- 
mission. Bureau of Accounts. Annual report on transport sta- 
tistics in the United States 

1. Railroads — United States — Freight — Statistics — Per- 
iodicals. 2. Transportation — United States — Statistics — 
Periodicals. I. Title. 
OCLC 3179252 


80-5003 
IC 1.31:2/2/979 
United States. Interstate Commerce Commission. 

Small shipments : rights, remedies and alternatives / Inter- 
state Commerce Commission. — Washington : The Commis- 
sion : for sale by the Supt. of Docs., U.S. Govt. Print. Off., 
1979. 

20402 

[18] p. ; 23 x 11 cm. — (Public advisory ; no. 2) 

@ltem 674-A 

S/N 026-000-01 165-5 

pbk. : $1.25 

1. Shipment of goods. 
United States — Freight. 
OCLC 5768186 


80-5004 


2. Transportation, Automotive — 
I. Title. II. Series. 


IC 1.31:4/979 
United States. Interstate Commérce Commission. 
Lost or damaged household goods. — Washington : Inter- 
state, Commerce Commission. 
20423 
(16] p. : ill. ; 23 x 11 cm.— (Public advisory ; no. 4) 
“This advisory supplements BOp 103, Summary of informa- 
tion for shippers of household goods.” 
@ltem 674-A 
S/N 026-000-01147-7 
pbk : $1.50 
1. Breakage, shrinkage, etc. (Commerce) 2. Freight and 
freightage — Claims. 3. Shipment of goods. I. Title. II. 
Series. 
OCLC 5791469 
80-5005 
IC 1.31:6/979 
United States. Interstate Commerce Commission. 
Entering the trucking business : some questions and answers 
/ Interstate Commerce Comission. — [Washington] : Interstate 
Commerce Commission, 1979. is 
20423 
28 p. : ill. ; 23 cm. — (Public advisory ; no. 6) 
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@ltem 674-4 

S/N 026-000-01 143-4 

pbk. : $2.00 

1. Transportation, Automotive — United States — Freight. 
I. Title. II. Series. 
OCLC 5720945 


80-5006 
IC 1.31:9 
United States. Interstate Commerce Commission. 

Rail abandonments : this booklet could help preserve serv- 
ice on your line / Interstate Commerce Commission. — Wash- 
ington : the Commission : for sale by the Supt. of Docs., U.S. 
Govt. Print. Off., 1978. 

20402 

[16] p. ; 23 x 11 cm. — (Public advisory ; no. 9) 

Stock number 031-000-00188-9 appears in publication in 
error. 

@ltem 674-A 

S/N 026-000-01 126-4 

pbk. : $1.10 

1. Railroads — United States — Abandonment. I. 
II. Series. 

OCLC 5768313 


80-5007 


Titie. 


IC 1 acco.7:976 
Rail carload cost scales. Washington, Interstate Commerce 

Commission, Bureau of Accounts; for sale by the Supt. of 
Docs., U.S. Govt. Print. Off. 

20402 

27 cm. (Statement - Interstate Commerce Commission, 
Bureau of Accounts ; no. 1 ¢ 1-76) 

$5.00 

Cover title. 

1976. 

Chiefly tables. 

@ltem 682-C 

S/N 026-000-01161-2 

Main series: Statement - Interstate Commerce Commissicn, 
Bureau of Accounts 

Continues: United States. Interstate Commerce Commis- 
sion. Bureau of Accounts. Rail carload cost scales by territor- 
ies 

1. Railroads — United States — Cost of operation — Perio- 
dicals. 2. Railroads — United States — Freight — Periodicals. 
I. United States. Interstate Commerce Commission. Bureau of 
Accounts. 
OCLC 5768151 


JUSTICE DEPARTMENT 
Washington, DC 20530 


Additional entries follow FBI entries. 


80-5008 
J 1.5/a:43/16 
United States. Attorney General. 

Opinion of the Attorney General of the United States. 
[Washington, Dept. of Justice: for sale by the Supt. of Docs.. 
U.S. Govt. Print. Off.] 

20402 

23 cm. 

$1.00 

Distinctive title: National forests-forest service administra- 
tion of disputed lands unaffected by Department of the Interi- 
or resurvey 

v. 43, op. no. 16. Oct. 19, 1978. 

Numbering began with v. 38, op. no. 1, July 3, 1935 

v. 43. no. 4 issued without numbering and classed (Supt. of 
Docs.) Ju 1.5/a:Su 1. 





Irregular. 

@liem 718 

S/N 027-000-90176-0 

1. Attorneys general's opinions — United States — Periodi- 
cals. 2. United States— Public lands. I. United States. 
Dept. of Justice. II. Title. 
OCLC 3996701 


FEDERAL BUREAU OF INVESTIGATION 
Justice Dept. 
Washington, DC 20535 


80-5009 
J 1,14/7:978 
United States. Federal Bureau of Investigation. 

Uniform crime reports for the United States. Washington, 
Dept. of Justice, Federal Bureau of Investigation; for sale by 
the Supt. of Docs., U.S. Govt. Print. Off. 

20402 

ill. 26 cm. 

$7.00 

v. 1- Aug. 1930- 

Title varies slightly. 

1978. 

On cover: FBI uniform crime reports. 

Each edition is kept up to date by quarterly cumulated 
releases. 

Issues for 1930-57 called v.1-28. 

Annual. 

@ltem 722 

S/N 027-001-00023-8 

ISSN 0082-7592 

Continues: International Association of Chiefs of Police. 
Committee on Uniform Crime Records. Uniform crime re- 
ports for the United States Jan.-July 1930 

1. Criminal statistics — United States — Periodicals. I. 
Title. 

OCLC 2165904 


JUSTICE DEPARTMENT 
Washington, DC 20530 


80-5010 
J 1,30:978 
United States. Dept. of Justice. 

Report of the Attorney General to the Congress of the 
United States on the administration of the Foreign agents 
registration act, as amended. [Washington] Dept. of Justice; 
for sale by the Supt. of Docs., U.S. Govt. Print. Off. 

20402 

27 cm. 

$9.00 

1942/45- 

Spine title: Administration of the Foreign agents registra- 
tion act 

1978. 

Annual. 

@ltem 719-C 

S/N 027-000-00854-2 

1. Foreign propagandists in the United States — Periodicals. 
. United States. Attorney General. II. Title. 

OCLC 2395037 


Government Publications — February 1980 


PRISONS BUREAU 
Justice Dept. 
Washington, DC 20534 


J 16.2:F 31/2/974 
J 16.2:F 31/2/975 
J 16.2:F 31/2/976 
United States. Bureau of Prisons. 
Federal prison system. [Washington] Department of Justice, 
Bureau of Prisons. 
20534 
27 cm. 
1974, 1975, and 1976. 
Annual. 
Continues: Annual report - Federal Bureau of Prisons ISSN 
0161-5599 
1. Prisons — United States — Periodicals. 
Bureau of Prisons — Periodicals. 1. Title. 
OCLC 4801800 


2. United States. 


IMMIGRATION AND NATURALIZATION 
SERVICE 
Justice Dept. 
Washington, DC 20536 


80-5012 
J 21.1:977 
United States. Immigration and Naturalization Service. 

Annual report - Immigration and Naturalization Service. 
[Washington] Dept. of Justice, Immigration and Naturaliza- 
tion Service; for sale by the Supt. of Docs., U.S. Govt. Print. 
Off. 

20402 

28 cm. 

$4.50 

“INS.” 

Report covers fiscal year 1977. 

@ltem 723-A 

S/N 027-002-00212-1 

1. United States. Immigration and Naturalization Service — 
Periodicals. 2. Naturalization — United States — Periodicals. 
3. United States — Emigration and immigration — Periodicals. 
I. Title. 

OCLC 2326264 


COMMUNITY RELATIONS SERVICE 
Justice Dept. 
Washington, DC 20530 


80-5013 
J 23.1:978 
United States. Community Relations Service. 

Annual report - Community Relations Service. [Washing- 
ton] Dept. of Justice, Community Relations Service; for sale 
by the Supt. of Docs., U.S. Govt. Print. Off. 

20402 

ill. 26 cm. 

$1.50 

1964/65- 

Report covers fiscal year 1978. 

Report for 1965 covers fiscal year 1965 and first quarter of 
fiscal year 1966. 

@ltem 208-A 

S/N 027-000-00793-7 
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Law Enforcement Assistance Administration — Justice Dept. 


ISSN 0565-1727 

1. United States. Community Relations Service — Periodi- 
cals. 2. United States— Race relations — Periodicals. 3. 
Race discrimination — United States — Periodicals. 4. Mi- 
norities — United States — Periodicals. 

Key Title: Annual report - Community Relations Service, 
United States Department of Justice _ I. Title. 
OCLC 1494629 


LAW ENFORCEMENT ASSISTANCE 
ADMINISTRATION 
Justice Dept. 
Washington, DC 20531 


80-5014 


J 26.2:Ar 7/2 
We are all victims of arson / [prepared by the National Crimi- 
nal Justice Reference Service]. — [Washington : Dept. of Jus- 
tice, Law Enforcement Assistance Administration, Office of 
Criminal Justice Programs, National Institute of Law En- 
forcement and Criminal Justice, 1979] 

20531 

1 sheet : ill. ; 46 x 31 cm. fold. to 23 x 11 cm. 

Includes bibliography. 

@ltem 968-H-1 

pbk. 

1. Arson— United States. I. United States. National 
Criminal Justice Reference Service. II. National Institute of 
Law Enforcement and Criminal Justice. 

OCLC 5728493 


80-5015 


J 26.2:C 49/4 


Locke, Hubert G. 


The impact of affirmative action and civil service on 
American police personnel systems / by Hubert G. Locke. — 
[Washington] : Dept. of Justice, Law Enforcement Assistance 
Administration, National Institute of Law Enforcement and 
Criminal Justice : for sale by the Supt. of Docs., U.S. Govt. 
Print. Off., 1979. 

20402 

iii, 15 p. ; 28 cm. 

Supported by Grant No. 76-NI-99-0140, awarded to Public 
Administration Service. 

October 1979. 

Includes bibliographical references. 

@ltem 968-H-1 

S/N 027-000-00856-9 

pbk. : $1.25 

1. Affirmative action programs— United States. 2. 
Police — United States — Personnel management. 3. Civil 
service — United States — Personnel management. I. Nation- 
al Institute of Law Enforcement and Criminal Justice. II. 
Public Administration Service. III. Title. 

OCLC 5358180 


80-5016 
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J 26.2:D 37 


Johnson, Grant. 


Delinquency prevention, theories and strategies : prepared 
for the Office of Juvenile Justice and Delinquency Preven- 
tion, Law Enforcement Assistance Administration, U.S. De- 
partment of Justice, prepared by Grant Johnson, Tom Bird, 
Judith Warren Little, Center for Action Research in conjunc- 
tion with the staff of the Westinghouse National Issues 
Center, Delinquency Prevention Technical Assistance Pro- 
gram: — [Washington] : Dept. of Justice, Law Enforcement 
Assistance Administration, Office of Juvenile Delinquency 
Prevention, 1979. 

20531 

vii, 203 p. ; 28 cm. 

Supported by Contract No. J-LEAA-004-8, awarded to the 
Westinghouse National Issues Center. 

April 1979. 

Bibliography: p. 195-203. 

@ltem 968-H-1 

pbk. 

1. Juvenile justice, Administration of — United States. 2. 
Juvenile delinquency — Prevention. I. Bird, Tom, joint 
author. II. Little, Judith Warren, joint author. III. United 
States. Law Enforcement Assistance Administration. Office of 
Juvenile Justice and Delinquency Prevention. IV. Center for 
Action Research. V. Westinghouse National Issues Center. 
VI. Title. 

OCLC 5652734 


80-5017 


J 26.2:D 37/2 


Croan, Gerald M. 


State options for supporting delinquency prevention : a 
working paper / prepared for the office of Juvenile Justice 
and Delinquency Prevention, Law Enforcement Assistance 
Administration, U. S$. Department of Justice, prepared by 
Gerald M. Croan, Thomas Bird, Sylvia Beville. — [Washing- 
ton] : Dept. of Justice, Law Enforcement Assistance Adminis- 
tration, Office of Juvenile Delinquency Prevention, 1979. 

20531 

v, 59 p. : ill. ; 28 cm. 

Cover title: Delinquency prevention. 

Supported by Contract No. J-LEAA-004-8, awarded to the 
Westinghouse National Issues Center. 

April 1979. 

@ltem 968-H-1 

pbk. 

1. Juvenvile justice, Administration of — United States. 2. 
Juvenile delinquency — Prevention. I. Bird, Tom, joint 
author. II. Beville, Sylvia, joint author. III. United States. 
Law Enforcement Assistance Administration. Office of Juve- 
nile Justice and Delinquency Prevention. IV. Westinghouse 
National Issues Center. V. Title. VI. Title: Delinquency 
prevention. 

OCLC 5632930 


80-5018 


J 26.2:D 37/3 


Croan, Gerald M. 


Building effective coalitions : some planning considerations 
/ prepared for the Office of Juvenile Justice and Delinquency 
Prevention, Law Enforcement Assistance Administration, 
U.S. Department of Justice ; prepared by Gerald M. Croan, 
Joan F. Lees. — [Washington] : Dept. of Justice, Law En- 
forcement Assistance Administration, Office of Juvenile Jus- 
tice and Delinquency Prevention, 1979. 

20531 

Vv, 32, [2] p. ; 28 cm. 





Cover title: Delinquency prevention. 

Supported by Contract No. J-LEAA-004-8, awarded to the 
Westinghouse National Issues Center. 

May 1979. 

Bibliography: p. [33-34]. 

@ltem 968-H-1 

pbk. 

1. Juvenile justice, Administration of — United States. 2. 
Coalitions (Social sciences) 3. Juvenile delinquency — 
United States. I. Lees, Joan F., joint author. II. United 
States. Law Enforcement Assistance Administration. Office of 
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30. 
HD8051.A62 subser 

76-641938 

[HD4976.N72] 
331/.0973 s 
[(331.2/9747/1} 
OCLC 2247072 


80-5051 


L 2.3:2050-31 


Area wage survey. Green Bay, Wisconsin, metropolitan area. 


[Washington] Dept. of Labor, Bureau of Labor Statistics; for 
sale by the Supt. of Docs., U.S. Govt. Print. Off. 

20402 

20 x 26 cm. (Bulletin - Bureau of Labor Statistics ; 2050-31) 

$1.50 

August 1965- 

Chiefly tables. 

July 1979. 

@ltem 768-B-51 

S/N 029-001-02404-5 

Main series: Bulletin - Bureau of Labor Statistics ISSN 
0082-9021 

1. Wages — Wisconsin — Green Bay — Statistics — Periodi- 
cals. 2. Job descriptions — Periodicals. I. United States. 
Bureau of Labor Statistics. II. Series: United States. Bureau 
of Labor Statistics. Bulletin - Bureau of Labor Statistics ; 
2050-31. 
OCLC 2720203 


80-5052 


L 2.3:2050-33 


United States. Bureau of Labor Statistics. 


Area wage survey. Corpus Christi, Texas, metropolitan 
area. [Washington] Dept. of Labor, Bureau of Labor Statis- 
tics; [for sale by the Supt. of Docs., U.S. Govt. Print. Off.] 

20402 

21 x 28 cm. (Bulletin - Bureau of Labor Statistics ; 2050-33) 

$1.75 

July 1979. 

@ltem 768-B-45 

S/N 029-001-02406-1 

ISSN 0099-1880 

Main series: Bulletin - Bureau of Labor Statistics ISSN 
0082-9021 

1. Wages — Texas — Corpus Christi metropolitan area — 
Statistics — Periodicals. 2. Job descriptions — Periodicals. 
I. Title. Il. Series: United States. Bureau of Labor Statistics. 
Bulletin - Bureau of Labor Statistics ; 2050-33. 
HD4976.C67U53a 

75-646734 
331.2/9764/113 
OCLC 2243265 





80-5053 
L 2.3:2050-34 
United States. Bureau of Labor Statistics. 

Area wage survey. Poughkeepsie, New York, metropolitan 
area. [Washington] Dept. of Labor, Bureau of Labor Statis- 
tics; [for sale by the Supt. of Docs., U.S. Govt. Print. Off.] 

20402 

21 x 28 cm. (Bulletin - Bureau of Labor Statistics ; 2050-34) 

$1.50 

June 1979. 

@ltem 768-B-34 

S/N 029-001-02408-8 

ISSN 0362-4382 

Main series: Bulletin - 
0082-9021 

1. Wages — New York (State)— Poughkeepsie metropoli- 
tan area — Statistics — Periodicals. 2. Job descriptions — 
Periodicals. I. Title. II. Series: United States. Bureau of 
Labor Statistics. Bulletin - Bureau of Labor Statistics ; 2050- 
34. 

HD4976.P66U55a 


Bureau of Labor Statistics ISSN 


76-643361 
331.2/9747/33 


OCLC 2307230 


80-5054 
L 2.3:2050-36 
United States. Bureau of Labor Statistics. 
Area wage survey. Nassau-Suffolk, New York, metropoli- 
tan area. [Washington] Dept. of Labor, Bureau of Labor 
Statistics; [for sale by the Supt. of Docs., U.S. Govt. Print. 


21 x 28 cm. (Bulletin - Bureau of Labor Statistics ; 2050-36) 

$1.75 

June 1979. 

@ltem 768-B-34 

S/N 029-001-02410-0 

ISSN 0361-2775 

Main series: Bulletin - Bureau of Labor Statistics ISSN 
0082-9021 

1. Wages — New York (State) — Nassau County — Statis- 
tics — Periodicals. 2. Wages— New York (State) — Suffolk 
County — Statistics — Periodicals. I. Title. II. Series: 
United States. Bureau of Labor Statistics. Bulletin - Bureau of 
Labor Statistics ; 2050-36. 
HD4976.N72U53a 

76-640448 

331.2/9747/245 
OCLC 2246307 


80-5055 
L 2.3:2050-37 
Area wage survey. Oklahoma City, Oklahoma, metropolitan 
area. [Washington] Dept. of Labor, Bureau of Labor Statis- 
tics; [for sale by the Supt. of Docs., U.S. Govt. Print. Off.] 
20402 
21 x 28 cm. (Bulletin - Bureau of Labor Statistics ; 2050-37) 
$1.50 
August 1965- 
Aug. 1979. 
Chiefly tables. 
@item 768-B-38 
S/N 029-001-0241 1-8 
Main series: Bulletin - Bureau of Labor Statistics ISSN 
0082-9021 


Government Publications — February 1980 


1. Wages — Oklahoma — Oklahoma 
area — Statistics — Periodicals. 2. Job descriptions — Perio- 
dicals. I. United States. Bureau of Labor Statistics. II. 
Series: United States. Bureau of Labor Statistics. Bulletin - 
Bureau of Labor Statistics ; 2050-37. 

OCLC 2829835 


City metropolitan 


80-5056 
L 2.3:2050-38 
United States. Bureau of Labor Statistics. 

Area wage survey. Providence-Warwick-Pawtucket, Rhode 
Island-Massachusetts, metropolitan area. [Washington] Dept. 
of Labor, Bureau of Labor Statistics; [for sale by the Supt. of 
Docs., U.S. Govt. Print. Off.] 

20402 

v. 22 x 28 cm. (Bulletin - Bureau of Labor Statistics ; 2050- 
38) 

$1.75 

May 1966- 

June 1979. 

Chiefly tables. 

@ltem 768-B-41 

S/N 029-001-02412-6 

Main series: Bulletin - Bureau of Labor Statistics ISSN 
0082-9021 

1. Wages—Rhode Island— Providence metropolitan 
area — Statistics — Periodicals. 2. Wages — Rhode Island — 
Pawtucket — Statistics — Periodicals. 3. Wages — Rhode 
Island — Warwick — Statistics — Periodicals. 4. Job descrip- 
tions — Periodicals. I. Title. II. Series: United States. 
Bureau of Labor Statistics. Bulletin - Bureau of Labor Statis- 
tics ; 2050-38. 

HD8051.A62 subser 

1 -66000144 
331.2/9745/1 
OCLC 2514802 


80-5057 
L 2.6/a:Ad 9/2 
Leon, Carol. 

Young adults : a transitional group with changing labor 
force patterns / Carol Leon. —[Washington] : Dept. of 
Labor, Bureau of Labor Statistics, [19797]. 

20212 

p. 3-9 ; 28 cm. 

Reprinted from May 1978 Monthly Labor Review. 

Caption title. 

Includes bibliographical references. 

pbk. 

1. Young adults — Employment — United 
United States. Bureau of Labor Statistics. II. Title. 
OCLC 5740102 


States. I. 


80-5058 
L 2.46/3:Op 2 
United States. Bureau of Labor Statistics. 

OSH survey operating manual / U.S. Department of Labor, 
Bureau of Labor Statistics. —[Washington] : The Bureau, 
1979. 

20210 

ca. 300 p. in various pagings : ill. ; 28 cm. 

@ltem 769-A 

pbk. 

1. Industrial hygiene — United States. 2. 
safety — United States. I. Title. 

OCLC 5792392 


Industrial 
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Labor Statistics Bureau — Labor Dept. 


80-5059 80-5062 

L 2.61:979/supp. 

Producer prices and price indexes. Supplement. Washington, 
Dept. of Labor, Bureau of Labor Statistics, Office of Prices 
and Living Conditions; for sale by the Supt. of Docs., U.S. McDougall Young. — [Washington] : Dept. of Labor, Bureau 
Govt. Print. Off. of Labor Statistics, 1979. 

20402 20212 

map 27 cm. p.49-54 ; 28 cm. — (Special labor force report ; 222) 

$2.75 Cover title. 

1978- Reprinted from February 1979 Monthly Labor Review. 

Supplement 1979, data for 1978. @ltem 768-R 

Annual. pbk. 

@item 771-B 

S/N 029-001-72116-1 

Continues: Wholesale prices and price indexes. Supplement 

1. Prices— United States — Statistics — Periodicals. I. 
United States. Bureau of Labor Statistics. II. United States. 
Office of Prices and Living Conditions. 
OCLC 5062219 


L 2.98:222 
Young, Anne McDougall. 
Job search of recipients of unemployment insurance / Anne 


1. Insurance, Unemployment — United States 2. Applica- 
tions for positions — United States. I. United States. Bureau 
of Labor Statistics. II. Title. III. Series: United States. 
Bureau of Labor Statistics. Special labor force report ; 222. 
OCLC 5531756 


80-5063 
L 2.98:224 
United States. Bureau of Labor Statistics. 
Work experience of the population. [Washington] Dept. of 


80-5060 
L 2.71:571 
United States. Bureau of Labor Statistics. 


Geographic profile of employment and unemployment. 
[Washington] Dept. of Labor, Bureau of Labor Statistics. 

20212 

27 cm. (Report - Bureau of Labor Statistics ; 571) 

States, 1978, metropolitan areas, 1977-78. 

@ltem 768-G 

ISSN 0145-7330 

Main series: United States. Bureau of Labor Statistics. 
Report - Bureau of Labor Statistics 

1. Labor supply — United States — Statistics — Periodicals. 
2. Unemployed — United States — Statistics — Periodicals. I. 
Title. II. Series: United States. Bureau of Labor Statistics. 
Report - Bureau of Labor Statistics ; 571. 
HD8051.A7876 subser 

73-603091 //r76 

[HD5723]} 
331.1/08 s 
[(331.1/1/0973] 


Labor, Bureau of Labor Statistics. 

20212 

v. 28 cm. (Special labor force report ; 224) 

1977. 

Chiefly tables. 

@ltem 768-R 

ISSN 0162-0592 

Main series: United States. Bureau of Labor Statistics. Spe- 
cial labor force report 

1. Labor supply — United States — Statistics — Periodicals. 
2. Minorities — Employment — United States — Statistics — 
Periodicals. 3. Unemployed — United States — Statistics — 
Periodicals. I. Title. II. Series: United States. Bureau of 
Labor Statistics. Special labor force report ; 224. 
HD5723.B87c 

78-643829 

331.1/1/0973 
OCLC 4077893 


OCLC 2806807 80-5064 


L 3.20/2:4 
80-5061 Diefenbach, Donald L. 


L 2.71:577 Financing America’s unemployment compensation program 


United States. Bureau of Labor Statistics. 


Publications of the Bureau of Labor Statistics. [Washing- 
ton] Dept. of Labor, Bureau of Labor Statistics. 

20212 

26 cm. (Report - Bureau of Labor Statistics ; 577) 

July-Dec. 1978. 

@ltem 768-G 

ISSN 0148-530X 

Main series: United States. Bureau of Labor Statistics. 
Report - Bureau of Labor Statistics 

Continues: Catalog of publications: bulletins, reports and 
releases 1964-June 1969 

1. United States. Bureau of Labor Statistics — Bibliogra- 
phy — Periodicals. 2. United States — Government publica- 
tions — Bibliography — Periodicals. I. Title. II. Series: 
United States. Bureau of Labor Statistics. Report - Bureau of 
Labor Statistics ; 577. 
OCLC 3117103 
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/ prepared by Donald L. Diefenbach of the New Jersey 
Department of Labor and Industry. — [Washington] : Dept. 
of Labor, Employment and Training Administration, 1979. 

20210 

v, 115 p. : ill. ; 28 cm. — (Unemployment insurance techni- 
cal staff paper ; 4) 

@ltem 780-A-10 

pbk. 

1. Insurance, Unemployment — United States — Finance. 
I. United States. Employment and Training Administration. 
II. New Jersey. Dept. of Labor and Industry. III. Title. 
IV. Series. 

OCLC 5794034 





INTERNATIONAL LABOR AFFAIRS BUREAU 
Labor Dept. 
Washington, DC 20210 


80-5065 
L 29.14:N 38 
Country labor profile. The Netherlands. [Washington] Dept. of 
Labor, Bureau of International Labor Affairs; for sale by the 
Supt. of Docs., U.S. Govt. Print. Off., 1979- 
20402 
ill. 28 cm. 
$0.60 
Caption title. 
1979. 
@ltem 749-C 
S/N 029-010-90017-1 
Continues: Profile of labor conditions 
1. Labor and laboring classes— Netherlands. I. United 
States. Bureau of International Labor Affairs. 
OCLC 5145248 


80-5066 
L 29.14:N 83 
Country labor profile. Norway. [Washington] Dept. of Labor, 
Bureau of International Labor Affairs; for sale by the Supt. of 
Docs., U.S. Govt. Print. Off., 1979- 
20402 
ill. 28 cm. 
$0.60 
Caption title. 
1979. 
@ltem 749-C 
S/N 029-010-9001 3-8 
Continues: Profile of labor conditions 
1. Labor and laboring classes — Collected works. 
and laboring classes — Norway. 
International Labor Affairs. 
OCLC 5145248 


80-5067 


2. Labor 
I. United States. Bureau of 


L 29.14:P 53 
Country labor profile. Republic of the Philippines. [Washington] 

Dept. of Labor, Bureau of International Labor Affairs; for 
sale by the Supt. of Docs., U.S. Govt. Print. Off., 1979- 

20402 

ill. 28 cm. 

$0.60 

Caption title. 

1979. 

@ltem 749-C 

S/N 029-010-90012-0 

Continues: Profile of labor conditions 

1. Labor and laboring classes — Collected works. 
and laboring classes — Philippine Islands. 
Bureau of International Labor Affairs. 
OCLC 5145248 


80-5068 


2. Labor 
I. United States. 


L 29.14:T 32 
Country labor profile. Thailand. [Washington] Dept. of Labor, 
Bureau of International Labor Affairs; for sale by the Supt. of 
Docs., U.S. Govt. Print. Off., 1979- 
20402 
ill. 28 cm. 
$0.60 
Caption title. 
1979. 
@ltem 749-C 
S/N 029-010-90016-2 


Government Publications — February 1980 


Continues: Profile of labor conditions 

i. Labor and laboring classes — Thailand. 
Bureau of International Labor Affairs. 
OCLC 5145248 


I. United States. 


80-5069 
L 29.14:V 55 
Country labor profile. Venezuela. [Washington] Dept. of Labor, 
Bureau of International Labor Affairs; for sale by the Supt. of 
Docs., U.S. Govt. Print. Off., 1979- 


Caption title. 

1979. 

@ltem 749-C 

S/N 029-010-9001 1-1 

Continues: Profile of labor conditions 

1. Labor and laboring classes — Collected works. 
and laboring classes — Venezuela. 
of International Labor Affairs. 
OCLC 5145248 


2. Labor 
I. United States. Bureau 


OCCUPATIONAL SAFETY AND HEALTH 
ADMINISTRATION 
Labor Dept. 
Washington, DC 20210 


80-5070 
L 35.2:J 57/977 
United States. Occupational Safety and Health Administration. 
Job safety and health protection. — Washington : Dept. of 
Labor, Occupational Safety and Health Administration, 1977. 
20210 
1 sheet ; 40 x 26 cm. — (OSHA ; 2203) 
@ltem 765 
pbk. 
1. Industrial safety — United States. 2. 
giene — United States. I. Title. 
OCLC 2489617 


Industrial hy- 


80-5071 
L 35.16:P 96/979 
United States. Occupational Safety and Health Administration. 
OSHA publications & training material. [Washington] Dept. 
of Labor, Occupational Safety and Health Administration. 
20210 
21 cm. (OSHA ; 2019) 
Aug. 1979. 
@liem 766-L 
Main series: United States. Occupational Safety and Health 
Administration. OSHA 
1. United States. Occupational Safety and Health Adminis- 
tration — Bibliography — Periodicals. 2. Industrial safety — 
United States — Bibliography — Periodicals. 3. Industrial 
hygiene — United States — Bibliography — Periodicals. I. 
Title. 
OCLC 5763134 
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Employment Standards Administration — Labor Dept. 


EMPLOYMENT STANDARDS 
ADMINISTRATION 
Labor Dept. 
Washington, DC 20210 


80-5072 
L 36.8:Em 7 
United States. Employment Standards Administration. 

ESA speaker's guide / U.S. Department of Labor, Employ- 
ment Standards Administration ; [prepared by the Employ- 
ment Standards Administration, Office of Information and 
Consumer Affairs]. — Washington : The Administration, 1979. 

3rd and Constitution Sts., N.W., Rm. C-4331, 20210 

16 p. ; 22 x 11 cm. 

May 1979. 

Cover title. 

@ltem 746-C-5 

pbk. 

1. United States. Employment Standards Administration. 
I. United States. Employment Standards Administration. 
Office of Information and Consumer Affairs. II. Title. 
OCLC 5783195 


80-5073 
L 36.9:979 
United States. Employment Standards Administration. 

Minimum wage and maximum hours standards under the 
Fair labor standards act. [Washington] Dept. of Labor, Em- 
ployment Standards Administration. 

20210 

26 cm. (Economic effects study) 

“Submitted to Congress 1979.” 

@ltem 780-A 

ISSN 0093-5611 

Main series: United States. Employment Standards Admin- 
istration. Economic effects study 

1. Wages — Minimum wage — United States — Periodicals. 
2. Hours of labor — United States — Periodicals. 

Key Title: Minimum wage and maximum hours standards 
under the Fair labor standards act I. Title. II. Series. 
HD4918.U64a 

72-600947 //r74 
331.2/2 
OCLC 1783851 


80-5074 
L 36.11:978 
United States. Employment Standerds Administration. 
Age discrimination in Employment Act of 1967. [Washing- 


ton] Dept. of Labor, Employment Standards Administration. 

20210 

v. 27 cm. 

“A report covering activities under the act during 1978, 
submitted to Congress in 1979 in accordance with section 13 
of the act.” 

@ltem 746-C-2 

ISSN 0193-063X 

1. Age discrimination — United States — Periodicals. I. 
Title. 

HD6280.A25 

72-621845 
331.3/94 
OCLC 0924385 
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WOMEN’S BUREAU 
Labor Dept. 
Washington, DC 20210 


80-5075 
L 36.102:Ec 7 
United States. Women’s Bureau. 

Economic responsibilities of working women. — Washing- 
ton : Dept. of Labor, Office of the Secretary, Women’s 
Bureau, [19797]. 

20210 

4, 1 p.: ill. ; 28 cm. 

@ltem 782 

pbk. 

1. Women — Employment — United States. 2. Women — 
United States — Economic conditions. I. Title. 

OCLC 5721814 


80-5076 
L 36.102:R 25 
United States. Women’s Bureau. 
Recruitment sources for women. — Washington : Dept. of 
Labor, Office of the Secretary, Women’s Bureau, 1978. 
20210 
12 p. ; 28 cm. 
Aug. 1979. 
@ltem 782 
pbk. 
1. Women — Employment — United States. 
OCLC 4935963 


I. Title. 


80-5077 
L 36.108:In 2 
United States. Women’s Bureau. 

A guide to conducting a conference with American Indian 
women in reservation areas / U.S. Department of Labor, 
Women’s Bureau. — [Washington] : Dept. of Labor, Office of 
the Secretary, Women’s Bureau, 1978. 

20210 

17 p. : 28 cm. 

Includes bibliographical references. 

@ltem 783-C-2 

pbk. 

1. Indians of North America — Women — Congresses. 2. 
Congresses and conferences — United States. I. Title. 

OCLC 5770077 


WAGE AND HOUR DIVISION 
Labor Dept. 
Washington, DC 20210 


80-5078 
L 36.202:F 22/2 
United States. Laws, statutes, etc. 
Farm labor contractor registration act of 1963 as amended 
/ U.S. Department of Labor, Employment Standards Admin- 
istration, Wage and Hour Division. —Rev. May 1979. — 
[Washington] : Dept. of Labor, Employment Standards Ad- 
ministration, Wage and Hour Division, 1979. 
20210 
10 p. ; 28 cm. — (WH publication ; 1389) 
@ltem 777 
pbk. 





1. Labor laws and legislation. 2. Contract system 
(Labor) — Law and legislation — United States. 3. Migrant 
agricultural laborers — Law and legislation — United States. 
I. United States. Employment Standards Administration. 
Wage and Hour Division. II. Title. III. Series: United 
States. Employment Standards Administration. Wage and 
Hour Division. WH publication ; 1389. 

OCLC 5783695 


WORKER’S COMPENSATION PROGRAMS 
OFFICE 
Labor Dept. 
Washington, DC 20210 


80-5079 
L 36.409:CA-550 
United States. Employment Standards Administration. Office of 
Workers’ Compensation Programs. 

Federal injury compensaton : 112 questions and answers 
about the Federal employees’ compensation act. — [Washing- 
ton] : Dept. of Labor, Employment Standards Administration, 
Office of Workers’ Compensation Programs, 1978. 

20210 

vii, 24 p. : ill. ; 27 cm.— (Pamphlet - Office of Workers’ 
Compensation Programs ; CA-550) 

Reprinted Dec. 1978. 

@ltem 779-A-1 

pbk. 

1. Workmen’s compensation — United States — Miscellanea. 
2. United States — Officials and employees — Miscellanea. I. 
Title. 

OCLC 5785286 


EMPLOYMENT AND TRAINING 
ADMINISTRATION 
Labor Dept. 
Washington, DC 20213 


80-5080 
L 37.2:Ap 6/2 
United States. Employment and Training Administration. 

An equal chance to be an apprentice / U.S. Department of 
Labor, Employment and Training Administration. — [Wash- 
ington] : The Administration, 1979. 

20213 

[8] p. : ill. ; 21 x 9 cm. 

@ltem 780-A-1 

pbk. 

1. Apprentices — United States. 
grams. I. Title. 

OCLC 5739932 


80-5081 


2. Affirmative action pro- 


L 37.2:Em 7/8 
United States. Dept. of Labor. 

Employment tax credits can reduce your income taxes and 
here’s how / U.S. Department of Labor, U.S. Department of 
Health, Education, and Welfare. — [Washington] : Dept. of 
Labor, 1978. 

20213 

12 p. ; 21 x 9 cm. 

@ltem 780-A-1 

pbk. 

1. Employment tax credits — United States. 
tax — United States. 
cation, and Welfare. 
OCLC 5790878 


2. Income 
I. United States. Dept. of Health, Edu- 
II. Title. 


Government Publications — February 1980 


80-5082 
L 37.2:M 31/fol. rp.2 
Westat, inc. 

Continuous longitudinal manpower survey / prepared for 
Office of Program Evaluation, Employment and Training Ad- 
ministration, U.S. Department of Labor ; prepared by Westat, 
inc. — Washington : The Office, 1979- 

20213 

v. : graphs ; 28 cm. — (Report MEL ; 79-06) 

Contract no. 23-24-75-07. 

March 1979. 

Contents: follow-up rept. no. 2. Postprogram experiences 
and pre/post comparisons for termiuees who entered CETA 
during fiscal year 1976 (July 1975 - June 1976) 

@ltem 780-A-1 

pbk. 

1. Labor supply — United States. 
ing — United States. 3. United States— Full employment 
policies. I. United States. Employment and Training Admin- 
istration. Office of Program Evaluation. II. Title. III. 
Series: United States. Employment and Training Administra- 
tion. Report MEL ; 79-06. 

OCLC 5754956 


2. Occupational train- 


80-5083 
L 37.2:M 31/rp.8 
Westat, inc. 

Continuous longitudinal manpower survey / prepared for 
Office of Program Evaluation, Employment and Training Ad- 
ministration, U.S. Department of Labor ; prepared by Westat, 
inc. — Washington : The Office, 1979- 

20213 

v. : graphs ; 28 cm. — (Report MEL ; 79-03) 

Contract no. 23-24-75-07. 

March 1979. 

Contents: rept. no. 8. Characteristics of enrollees who en- 
tered CETA programs during fiscal year 1977 (October 1976 
through September 1977) 

@ltem 780-A-1 

pbk. 

1. Labor supply — United States. 
ing — United States. 3. United States— Full employment 
policies. I. United States. Employment and Training Admin- 
istration. Office of Program Evaluation. II. Title. III. 
Series: United States. Employment and Training Administra- 
tion. Report MEL ; 79-03. 

OCLC 5754956 


2. Occupational train- 


80-5084 
L 37.8:Ap 6 
United States. Employment and Training Administration. 

Equal opportunity in apprenticeship : a guide for program 
sponsors / U.S. Department of Labor, Employment and 
Training Administration. — [Washington] : the Administra- 
tion, [19797] 

20213 

[8] p. : ill. ; 21 x 9 cm. 

@ltem 780-A-3 

pbk. 

1. Apprentices — United States. 
grams. I. Title. 

OCLC 5729734 


2. Affirmative action pro- 
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United States Employment Service — Labor Dept. 


80-5085 
L 37.8:B 32/sec.1 
United States. Employment and Training Administration 
Manual para la bateria de examenes de aptitud general 
[BEAG] / U. S. Department of Labor, Employment and 
Training Administration. — Washington : The Administration 
: for sale by the Supt. of Docs., U. S. Govt. Print. Off., 1977- 
20402 
xiii, 120 p. ; 28 cm. 
Contents: Sec. 1. Administracion y calificacion. 
@ltem 780-A-3 
S/N 029-014-00102-3 
pbk. : $3.75 
1. Ability — Testing. 
OCLC 5667934 


I. Title. 


80-5086 
L 37.14:71 
United States. Employment and Training Administration. 

Seven years later : the experiences of the 1970 cohort of 
immigrants in the United States. — [Washington] : The Ad- 
ministration, 1979. 

20213 

v, 172 p. ; 28 cm. — (R & D monograph ; 71) 

Includes bibliographical references. 

@ltem 746-H 

pbk. 

1. Labor supply — United States. 2. United States — Emi- 
gration and immigration. I. Title. II. Series: United States. 
Employment and Training Administration. R & D mono- 
graphy ; 71. 

OCLC 5778267 


80-5087 
L 37.20:79-6 
Kiefer, Nicholas M., 1951- 

The effect of alternative partial benefits formulas on benefi- 
ciary part-time work behavior / prepared by Nicholas M. 
Kiefer, Assistant Professor Department of Economics and 
Senior Director at the National Opinion Research Center 
(NORC), University of Chicago, and George R. Neumann, 
Associate Professor, Graduate School of Business, University 
of Chicago under contract of the Unemployment Insurance 
Service of the Employment and Training Administration, 
U.S. Department of Labor. — [Washington] : The Administra- 
tion, 1979. 

20213 

v, 70 p. : ill. : 28 cm.— (Unemployment insurance occa- 
sional paper ; 79-6) 

Bibliography: p. 70. 

@ltem 780-A-10 

pbk. 

1. Insurance, Unemployment — United States. 
employment — United States. I. Neumann, George R., joint 
author. II. United States. Unemployment Insurance Service. 
III. United States. Employment and Training Administration. 
IV. University of Chicago. Dept. of Economics. V. National 
Opinion Research Center. VI. University of Chicago. Grad- 
uate School of Business. VII. Title. VIII. Series. 

OCLC 5759369 


2. Part-time 
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UNITED STATES EMPLOYMENT SERVICE 
Labor Dept. 
Washington, DC 20001 


80-5088 
L 37.302:J 57 
Job service : how it works for you / U.S. Department of Labor, 
Employment and Training Administration, U.S. Employment 
Service. — [Washington] : The Service, 1979. 
20210 
[10] p. : ill. ; 21 x 9 cm. 
@ltem 755 
pbk. 
1. Job vacancies — United States. 
cies — United States. I. Title. 
OCLC 5779484 


2. Employment agen- 


80-5089 
L 37.308/2:653-C-1 
United States. Employment Service. 

ES services to veterans / U.S. Department of Labor, Em- 
ployment and Training Administration, U.S. Employment 
Service. — [Washington] : The Service, 1979. 

20210 

ca. 300 p. in various pagings ; 28 cm. — (Technical assist- 
ance guide ; no. 653-C-1) 

Sept. 1979. 

@ltem 754-L 

pbk. 

1. Veterans — Employment — United States. I. Title. II. 
Series: United States. Employment Service. Technical assist- 
ance guide ; no. 653-C-1. 

OCLC 5779353 


MINING SAFETY AND HEALTH 
ADMINISTRATION 
Labor Dept. 
Arlington, VA 22203 


80-5090 
L 38.8/2:16 
Carnes, Mac A. 

Permissibility : electric face equipment / by Mac A. 
Carnes. — [Washington] : Dept. of Labor, Mine Safety and 
Health Administration, National Mine Health and Safety 
Academy : for sale by the Supt. of Docs., U.S. Govt. Print. 
Off., 1979. 

20402 

i, 28 p. : ill. ; 18 cm.— (Safety manual - National Mine 
Health and Safety Academy ; 16) 

Sept. 1979. 

Stock number 024-019-0034-9 appears in publication in 
error. 

Bibliography: p. 26. 

@ltem 644-A 

S/N 024-019-00034-9 

pbk. : $2.00 

1. Coal mines and mining — Electric equipment. I. Nation- 
al Mine Health and Safety Academy. II. Title. III. Series: 
National Mine Health and Safety Academy. Safety manual - 
National Mine Health and Safety Academy ; 16. 

OCLC 5783180 





80-5091 
L 38.10:1098 
United States. Mine Safety and Health Administration. 

Injury experience in quarrying. [Arlington, Va.] Dept. of 
Labor, Mine Safety and Health Administration. 

22203 

27 cm. (Informational report - Mine Safety and Health 
Administration ; IR 1098) 

1976- 

1976. 

Continues: Injury experience in quarrying, ISSN 0098-4906, 
issued by: United States. Division of Mining Information Sys- 
tems. 

Annual. 

@ltem 637-A 

ISSN 0098-4906 

Main series: Informational report - Mine Safety and Health 
Administration 

1. Quarries and quarrying — United States — Accidents — 
Statistics — Periodicals. I. Title. II. Series: United States. 
Mine Safety and Health Administration. Informational report 
- Mine Safety and Health Administration ; IR 1098. 

OCLC 5754624 


80-5092 
L 38.10:1107 
United States. Mine Safety and Health Administration. 

Injury experience in quarrying. [Arlington, Va.] Dept. of 
Labor, Mine Safety and Health Administration. 

22203 

27 cm. (Informational report - Mine Safety and Health 
Administration ; IR 1107) 

1976- 

1977. 

Continues: Injury experience in quarrying, ISSN 0098-4906, 
issued by: United States. Division of Mining Information Sys- 
tems. 

Annual. 

@ltem 637-A 

ISSN 0098-4906 

Main series: Informational report - Mine Safety and Health 
Administration 

1. Quarries and quarrying — United States — Accidents — 
Statistics — Periodicals. I. Title. II. Series: United States. 
Mine Safety and Health Administration. Informational report 
- Mine Safety and Health Administration ; IR 1107. 

OCLC 5754624 


LIBRARY OF CONGRESS 
Washington, DC 20540 


Additional entries follow Copyright Office entries. 


80-5093 
LC 1.17/a:St 2 
Lichtenwanger, William, 1915- 

The music of The Star-Spangled Banner from Ludgate Hill 
to Capitol Hill / by William Lichtenwanger. — Washington : 
Library of Congress, 1977. 

20540 

[36] p. : ill. ; 26 cm. 

“Reprinted from the July 1977 Quarterly journal of the 
Library of Congress.” 

Includes bibliographical references. 

ISBN 0-8444-0253-2 : pbk. 


Government Publications — February 1980 


1. Star-Spangled Banner. 
gress. II. Title. 
ML3561.S8L52 


I. United States. Library of Con- 


77-017183 /MN 
784.7/19/73 
OCLC 3414479 


80-5094 
LC 1,34:4 
Letters of delegates to Congress, 1774-1789 / Paul H. Smith, 
editor; Gerard W. Gawalt, Rosemary Fry Plakas, Eugene R. 
Sheridan, assistant editors. — Washington : Library of Con- 
gress : for sale by the Supt. of Docs., U.S. Govt. Print. Off., 
1976- 
20402 
v. : ill. ; 24cm. 
Includes bibliographical references and index. 
Contents: v.4. May 16-August 15, 1776. 
@ltem 785-D 
S/N 030-000-00103-6 
ISBN 0-8444-0177-3 : $11.25 
1. United States. Continental 
Sources — Collected works. I. Smith, Paul Hubert, 1931- 
II. Gawalt, Gerard W. III. Plakas, Rosemary Fry. IV. 
Sheridan, Eugene R. V. United States. Library of Congress. 
JK1033.L47 


Congress — History — 


76-002592 
328.73 


OCLC 2020737 


COPYRIGHT OFFICE 
Library of Congress 
Washington, DC 20559 


80-5095 
LC 3.2:Ex 7 
United States. Copyright Office. 
Express line : bringing you up-to-date. — Washington : 
brary of Congress, Copyright Office, 1979. 
20559 
[2] p. : ill. ; 28 cm. 
Text on verso. 
@ltem 803 
pbk. 
1. Copyright — United States. 
OCLC 5758822 


80-5096 


I. Title. 


LC 3.2:Ex 7/2 
United States. Copyright Office. 

Express line : it’s as easy as 1-2-3! — Washington : Library 
of Congress, Copyright Office, 1979. 

20559 

[2] p. : ill. ; 28 cm. 

@ltem 803 

pbk. 

1. Copyright — United States. 
OCLC 5766373 


80-5097 


I. Title. 


LC 3.2:Ex 7/979-2 
United States. Copyright Office. 

Express line : bringing you up-to-date. — Washington : Li- 
brary of Congress, Copyright Office, 1979. 

20559 

[2] p. : ill. ; 28 cm. 

@ltem 803 

pbk. 

1. Copyright — United States. 
OCLC 5783287 


I. Title. 
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Library of Congress 


80-5098 
LC 3.4/2:22/7 
How to investigate the copyright status of work. — Washington 
: Library of Congress, Copyright Office, 1979. 
20559 
7 p. ; 28 cm. — (Circular ; R 22) 
November 1979. 
pbk. 
1. Copyright — United States. 
Office. 
OCLC 5792637 


I. United States Copyright 


LIBRARY OF CONGRESS 
Washington, DC 20540 


80-5099 
LC 19.2:B 73/10 
Krolick, Bettye. 

Dictionary of Braille music signs / by Bettye Krolick. — 
Washington : Library of Congress, National Library Service 
for the Blind and Physically Handicapped, 1979. 

20542 

xviii, 199 p. : ill. ; 27 cm. 

Bibliography: p. 182-188. 

Includes index. 

@ltem 806 

ISBN 0-8444-0277- 

1. Braille music-notation. I. National Library Service for 
the Blind and Physically Handicapped. II. Title. 

MT38.K76 

78-021301 
781/.24 
OCLC 4494734 


80-5100 
LC 19.2:M 97/8 
National Library Service for the Blind and Physically Handi- 
capped. 

Music & musicians. Braille scores catalog, choral. Washing- 
ton, Library of Congress, National Library Service for the 
Blind and Physically Handicapped. 

Music section, 20542 

28 cm. 

OBraille scores catalog, choral 

Spine title: Music and musicians. Braille scores catalog, 
choral, 1979- 

1979. 

@ltem 806 

ISSN 0145-3173 

1. Blind, Music for the — Bibliography — Catalogs. 2. 
Choral music — Bibliography — Catalogs. 3. National Li- 
brary Service for the Blind and Physically Handicapped — 
Catalogs. I. Title. 

OCLC 5725221 


80-5101 
LC 19.2:M 97/9 
Music services for blind and physically handicapped individ- 
uals. — [Washington : Library of Congress, National Library 
Service for the Blind and Physically Handicapped, 197-] 
20542 
[10] p. ; 23 x 10 p. 
@ltem 806 
pbk. 
1. Blind, Music for the. I. National Library Service for 
the Blind and Physically Handicapped. 
OCLC 5779580 
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80-5102 
LC 19.6/2:An 7 
Fitzpatrick, Vicki. 

Creating an annotation : a manual on writing and editing 
annotations / prepared by Vicki Fitzpatrick. — Washington : 
Library of Congress, National Library Service for the Blind 
and Physically Handicapped, 1979. 

20542 

62 p. ; 28 cm. 

@ltem 806 

pbk. 

1. Book reviewing. I. National Library Service for the 
Blind and Physically Handicapped. II. Title. 

OCLC 5721660 


80-5103 
LC 19.11:B 46 
United States. Library of Congress. 

Bestsellers : a selected list of books that have appeared in 
Talking book topics and Braille book review. — Washington : 
Library of Congress, [National Library Service for the Blind 
and Physically Handicapped], 1979. 

20542 

64 p. ; 28 cm. 

Includes index. 

@ltem 806 

ISBN 0-8444-0285-0 : pbk. 

1. Blind, Books for the— Bibliography. 2. Talking 
books — Bibliography. 3. Best sellers — Bibliography. I. 
National Library Service for the Blind and Physically Handi- 
capped. II. Title. 

OCLC 5754414 


80-5104 
LC 19.11:Sci 2/2 
National Library Service for the Blind and Physically Handi- 
capped. 

Science fiction : a selected list of books that have appeared 
in Talking book topics and Braille book review. — Washing- 
ton : Library of Congress, 1979. 

20542 

61 p. ; 28 cm. 

@ltem 806 

ISBN 0-8444-0287-7 : pbk. 

1. Talking books — Bibliography. 
Bibliography. 
Title. 
Z5347.N37 1979a 


2. Science fiction — 
I. United States. Library of Congress. II. 


79-015071 
(HV1731] 


823/.0876 
OCLC 5196869 


80-5105 
LC 33.10:79-5 
Carter, Constance. 

Sports medicine / compiled by Constance Carter. — Wash- 
ington : Library of Congress, Science and Technology Divi- 
sion, Reference Section, 1979. 

10 First St., S.E., 20540 

9 p. ; 28 cm.— (LC science tracer bullet ; TB 79-5) 

July 1979. 

@ltem 818-A-2 

pbk. 

1. Sports medicine — Bibliography. I. United States. Li- 
brary of Congress. Science and Technology Division. Refer- 
ence Section. II. Title. III. Series. 

OCLC 5721024 





NATIONAL LABOR RELATIONS BOARD 
Washington, DC 20570 


80-5106 
LR 1.2:N 21/4/979 
The NLRB, what it is, what it does. — Washington : National 
Labor Relations Board : for sale by the Supt. of Docs., U.S. 
Govt. Print. Off., 1979. 
20402 
folder (6 p.) ; 23 x 10 cm. 
@ltem 827 
S/N 031-000-00193-5 
pbk. : $0.75 
1. United States. National Labor Relations Board. 
OCLC 5721868 


80-5107 
LR 1.2:P 96/979 
United States. National Labor Relations Board. 

To protect the rights of the public, the National Labor 
Relations Board provides services for working men & 
women, employers & unions (large & small) / prepared by the 
National Labor Relations Board. — Washington : The Board, 
1979. 

20570 

folder (8 p.) ; ill. ; 23 x 11 cm. 

@ltem 827 

pbk. 

1. United States. National Labor Relations Board. 
dustrial relations — United States. I. Title. 

OCLC 5773093 


2. In- 


80-5108 
LR 1.8:233 
LR 1.8:234 
United States. National Labor Relations Board. 

Decisions and orders of the National Labor Relations 
Board. Washington, National Labor Relations Board; for sale 
by the Supt. of Docs., U.S. Govt. Print. Off. 

20402 

v. 24 cm. 

$21.00 (v. 233) $20.00 (v. 234) 

v. 1- Dec. 7, 1935/July 1, 1936- 

v. 233, Oct. 15-Dec. 29, 1977; v. 234, Dec. 30, 1977-Mar. 9, 
1978. 


Indices: Table of cases decided: Vols. 1-41, Dec. 7, 1935- 
June 30, 1942, in v. 41; Vols. 1-74, Dec. 7, 1935-Aug. 21, 
1947. 1 v.; Vols. 75-104, Aug. 22, 1947-May 27, 1953. 1 v.; 
Vols. 105-150, May 22, 1953-Feb. 12, 1965. 1 v.; Vols. 147- 
223, May 16, 1964-May 21, 1976. 1 v. 

S/N 031-000-00190-1 (v. 233) 

S/N 031-000-00192-7 (v. 234) 

ISSN 0083-2227 

Supersedes: United States. National Labor Relations Board. 
Decisions of the National Labor Relations Board v. 1-2; Dec. 
1, 1934-June 16, 1935 

1. United States. National Labor Relations Board. 2. 
Labor laws and legislation — United States — Cases. 3. Arbi- 
tration, Industrial — United States — Cases. I. Title. 

LAW 

37-026136 //r554 
331.154 
OCLC 1768562 


Government Publications — February 1980 


NATIONAL AERONAUTICS AND SPACE 
ADMINISTRATION 
Washington, DC 20546 
80-5109 
NAS 1.12:475 
Paz, Israel M. 

Advances in optimal routing through computer networks / 
by Israel M. Paz, Lyndon B. Johnson Space Center. — Wash- 
ington : National Aeronautics and Space Administration ; 
Springfield, Va. : for sale by the National Technical Informa- 
tion Service, 1977. 

22161 

iii, 16 p. ; 27 cm. — (NASA technical report ; NASA TR 
R-475) 

September 1977. 

Includes bibliographical references. 

@ltem 830-D (microfiche) 

pbk. 

1. Mathematical optimization. 
Telecommunication — Switching systems. I. Lyndon B. 
Johnson Space Center. II. Title. III. Series: United States. 
National Aeronautics and Space Administration. NASA tech- 
nical report ; NASA TR R-475. 

OCLC 5779178 


80-5110 


2. Computer networks. 3. 


NAS 1.60:1300 
Sobieszczanski-Sobieski, Jaroslaw. 

An integrated computer procedure for sizing composite air- 
frame structures / Jaroslaw Sobieszczanski-Sobieski, Langley 
Research Center. — Washington : National Aeronautics and 
Space Administration, Scientific and Technical Information 
Office ; Springfield, Va. : for sale by the National Technical 
Information Service, 1979. 

22161 

iii, 41 p. : ill. ; 27 cm.— (NASA technical paper ; 1300) 

February 1979. 

Includes bibliographical references. 

@ltem 830-H-15 (microfiche) 

pbk. 

1. Airframes. 2. Structural frames. 3. Composite materi- 
als. I. United States. National Aeronautics and Space Ad- 
ministration. Scientific and Technical Information Office. II. 
United States. Langley Research Center, Hampton, Va. _ III. 
Title. IV. Series: United States. National Aeronautics and 
Space Administration. NASA technical paper ; 1300. 

OCLC 5786048 


80-5111 
NAS 1.60:1362 
NAS 1.60:1363 
United States. National Aeronautics and Space Administration. 
Scientific and Technical Information Office. 

The NASA-Ames Research Center stratospheric aerosol 
model. — Washington : National Aeronautics and Space Ad- 
ministration, Scientific and Technical Information Office ; 
Springfield, Va. : for sale by the National Technical Informa- 
tion Service, 1979. 

22161 

2 v. : ill. ; 27 cm.— (NASA technical paper ; 1362) 
(NASA technical paper ; 1363) 

April 1979. 

Includes bibliographical references. 

Contents: 1. Turco, R. P. ... [et al.]. Physical processes and 
computational analogs.—2. Toon, O. B. ... [et al.]. Sensitivity 
studies and comparison with observations. 

@ltem 830-H-15 (microfiche) 

pbk. 
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National Aeronautics and Space Administration 


1. Aerosols — Mathematical models. 2. Stratosphere. I. 
Turco, R. P. II. Toon, O. B. III. United States. Ames 
Research Center, Moffett Field, Calif. IV. Title. V. Series: 
United States. National Aeronautics and Space Administra- 
tion. NASA technical paper ; 1362. VI. Series: United 
States. National Aeronautics and Space Administration. 
NASA technical paper ; 1363. 

OCLC 4974384 


80-5112 
NAS 1.60:1410 
Alexovich, Robert E. 

Thermal anomalies of the transmitter experiment package 
on the Communications Technology Satellite / Robert E. 
Alexovich and Arthur N. Curren, Lewis Research Center. — 
Washington : National Aeronautics and Space Administra- 
tion, Scientific and Technical Information Office ; Springfield, 
Va. : for sale by the National Technical Information Service, 
1979. 

22161 

iii, 109 p. : ill. ; 27 cm.— (NASA technical paper ; 1410) 

April 1979. 

Includes bibliographical references. 

@ltem 830-H-15 (microfiche) 

pbk. 

1. Artificial satellites in telecommunication. I. Curren, 
Arthur N., joint author. II. United States. National Aeronau- 
tics and Space Administration. Scientific and Technical Infor- 
mation Office. III. Lewis Research Center. IV. Title. V. 
Series: United States. National Aeronautics and Space Admin- 
istration. NASA technical paper ; 1410. 

OCLC 5785806 


80-5113 
NAS 1.60:1413 
Schuller, Fredrick T. 

Operating characteristics of a large-bore roller bearing to 
speeds of 3 x 10°DN / Fredrick T. Schuller, Lewis Research 
Center. — Washington : National Aeronautics and Space Ad- 
ministration, Scientific and Technical Information Office ; 
Springfield, Va. : for sale by the National Technical Informa- 
tion Service, 1979. 

22161 

29 p. : ill. ; 27 cm.— (NASA technical paper ; 1413) 

February 1979. 

@ltem 830-H-15 (microfiche) 

pbk. 

1. Bearings (Machinery) 2. Roller bearings. I. United 
States. National Aeronautics and Space Administration. Scien- 
tific and Technical Information Office. II. Lewis Research 
Center. III. Title. IV. Series: United States. National Aero- 
nautics and Space Administration. NASA technical paper 
1413. 

OCLC 5728607 


80-5114 


’ 


NAS 1.60:1426 
Lim, Raymond S. 

NASF transposition network : a computing network for 
unscrambling p-ordered vectors / Raymond S. Lim, Ames 
Research Center. — Washington : National Aeronautics and 
Space Administration, Scientific and Technical Information 
Office ; Springfield, Va. : for sale by the National Technical 
Information Service, 1979. 

22161 

33 p. : ill. ; 27 cm.— (NASA technical paper ; 1426) 

April 1979. 

Includes bibliographical references. 

@ltem 830-H-15 (microfiche) 

pbk. 
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1. Parallel processing (Electronic computers) 2. Multi- 
processors. 3. Computer networks. I. United States. Na- 
tional Aeronautics and Space Administration. Scientific and 
Technical Information Office. II. United States. Ames Re- 
search Center, Moffett Field, Calif. III. Title. IV. Series: 
United States. National Aeronautics and Space Administra- 
tion. NASA technical paper ; 1426. 

OCLC 5728746 


80-5115 


NAS 1.60:1439 


Sheibley, Dean W. 


Control of volume resistivity in inorganic-organic separa- 
tors / Dean W. Sheibley and Michelle A. Manzo, Lewis 
Research Center. — Washington : National Aeronautics and 
Space Administration, Scientific and Technical Information 
Office ; Springfield, Va. : for sale by the National Technical 
Information Service, 1979. 

22161 

14 p. : ill. ; 27 cm.— (NASA technical paper ; 1439) 

April 1979. 

Includes bibliographical references. 

@Item 830-H-15 (microfiche) 

pbk. 

1. Electric batteries. 2. Separators (Machines) 3. Filters 
and filtration. I. Manzo, Michelle A., joint author. II. 
Lewis Research Center. III. United States. National Aero- 
nautics and Space Administration. Scientific and Technical 
Information Office. IV. Title. V. Series: United States. Na- 
tional Aeronautics and Space Administration. NASA techni- 
cal paper ; 1439. 

OCLC 5785670 


80-5116 


NAS 1.60:1442 


Ferrante, John, 1936- 


Wear of aluminum and hypoeutectic aluminum-silicon 
alloys in boundary-lubricated pin-on-disk sliding / John Fer- 
rante and William A. Brainard, Lewis Research Center. — 
Washington : National Aeronautics and Space Administra- 
tion, Scientific and Technical Information Office ; Springfield, 
Va. : for sale by the National Technical Information Service, 
1979. 

22161 

24 p. : ill. ; 27 cm.— (NASA technical paper ; 1442) 

April 1979. 

Includes bibliographical references. 

@ltem 830-H-15 

pbk. 

1. Aluminum. 2. Aluminum alloys. 3. Silicon alloys. 4. 
Mechanical wear. I. Brainard, William A., joint author. II. 
United States. National Aeronautics and Space Administra- 
tion. Scientific and Technical Information Office. III. Lewis 
Research Center. IV. Title. V. Series: United States. Na- 
tional Aeronautics and Space Administration. NASA techni- 
cal paper ; 1442. 

OCLC 5779214 





80-5117 
NAS 1.61:1015 
Joyce, Armond T. 

Procedures for gathering ground truth information for a 
supervised approach to a computer-implemented land cover 
classification of Landsat-acquired multispectral scanner data / 
Armond T. Joyce, Lyndon B. Johnson Space Center. — 
Washington : National Aeronautics and Space Administra- 
tion, Scientific and Technical Information Office ; Springfield, 
Va. : for sale by the National Technical Information Service, 
1978. 

22161 

iii, 43 p. : ill. ; 27 cm.— (NASA reference publication ; 
1015) 

Jan. 1978. 

Includes bibliographical references. 

@ltem 830-H-11 (microfiche) 

pbk. 

1. Land — Planning — Mississippi. 2. Natural resources — 
Mississippi. I. United States. National Aeronautics and 
Space Administration. Scientific and Technical Information 
Office. II. Lyndon B. Johnson Space Center. III. Title. 
IV. Series: United States. National Aeronautics and Space 
Administration. NASA reference publication ; 1015. 

OCLC 3997490 


NATIONAL CREDIT UNION 
ADMINISTRATION 
Washington, DC 20456 


80-5118 
NCU 1.2:F 31/979 
United States. National Credit Union Administration. 

Federal credit unions. — Rev. Feb. 1979. — Washington : 
National Credit Union Administration : for sale by the Supt. 
of Docs., U.S. Govt. Print. Off., 1979. 

20402 

folder (10 p.) : ill. ; 20 x 9 cm. — (NCUA ; 8005) 

@ltem 526 

S/N 054-000-00058-8 

pbk. : $0.60 

1. Banks and banking, Cooperative — United States. I. 
Title. 

OCLC 5728850 


80-5119 
NCU 1.8:Em 3/979 
United States. National Credit Union Administration. 

Emergency preparedness guidelines for Federally insured 
credit unions. — Washington : National Credit Union Admin- 
istration, 1979. 

20456 

14 p. : map ; 28 cm. — (NCUA ; 8029) 

January 1979. 

@ltem 526-B 

pbk. 

1. Banks and banking, Cooperative — United States. I. 
Title. II. Series: United States. National Credit Union Ad- 
ministration. NCUA ; 8029. 

OCLC 5194852 


Government Publications — February 1980 


NATIONAL ENDOWMENT FOR THE ARTS 
National Foundation on the Arts and the Humanities 
Washington, DC 20506 

80-5120 
NF 2.8:C 35/981 
National Endowment for the Arts. 
Challenge grants. [Washington, National Foundation on the 
Arts and the Humanities], National Endowment for the Arts. 
20506 
28 cm. 
Cover title. 
At head of title , 1979/80-: Application guidelines. 
Report covers fiscal year 1981. 
@ltem 831-B-2 
1. Federal aid to the arts — United States — Periodicals. 
National Endowment for the Arts — Periodicals. I. Title. 
OCLC 4445787 


80-5121 
NF 2.8:D 19/3/981 
Dance. [Washington, National Foundation on the Arts and the 
Humanities], National Endowment for the Arts. 
20506 
28 cm. 
1977/78- 
Cover title. 
At head of title: Application guidelines. 
Report covers fiscal year 1981. 
@ltem 831-B-2 
ISSN 0160-0567 
Continues: Dance program ISSN 0363-8731 
1. Federal aid to dance — United States — Periodicals. 2. 
National Endowment for the Arts — Periodicals. I. National 
Endowment for the Arts. 
Key Title: Dance (Washington) 
sc-79003251 
OCLC 3620611 
80-5122 
NF 2.8:M 97/6/980-81 
National Endowment for the Arts. 
Composers. [Washington, National Endowment for the 
Arts and the Humanities], National Endowment for the Arts. 
Music Program, 2401 E St., NW, 20506 
28 cm. 
At head of title , 1980/81-: Application guidelines: Music 
program. 
1980-81 fellowships, centers for new music resources, serv- 
ices to composers. 
@ltem 831-B-2 
Continues: Composer/librettist fellowship ISSN 0193-5461 
1. National Endowment for the Arts — Periodicals. 2. 
Composers — Scholarships, fellowships, etc. — United 
States — Periodicals. 3. Music— United States — Endow- 
ments — Periodicals. I. Title. 
PAR 
79-644708 
OCLC 5757266 
80-5123 
NF 2.8:T 34/2/980-81 
Theater. [Washington, National Foundation on the Arts and the 
Humanities], National Endowment for the Arts. 
20506 
28 cm. 
Cover title. 
Title varies slightly. 
At head of title: Application guidelines. 
Performance season 1980-81. 
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National Science Foundation 


@ltem 831-B-2 

Continues: Theatre program ISSN 0363-7115 

1. Federal aid to the theater — United States — Periodicals. 
2. National Endowment for the Arts — Periodicals. I. Na- 
tional Endowment for the Arts. 
OCLC 3836656 


NATIONAL SCIENCE FOUNDATION 
Washington, DC 20550 


80-5124 
NS 1.10/4:978 
United States. National Science Foundation. 

National Science Foundation grants and awards. [Washing- 
ton] National Science Foundation; [for sale by the Supt.of 
Docs., U.S. Govt. Print. Off.] 

20402 

26 cm. (NSF 79-2) 

$5.50 

1963/64- 

Report covers fiscal year 1978. 

Previously included in: Annual report - National Science 
Foundation, ISSN 0083-2332. 

@ltem 834-E 

S/N 038-000-00423-9 

ISSN 0565-825X 

Main series: United States. National Science Foundation. 
NSF 

1. Research grants — United States — Collected works. 2. 
Federal aid to research — United States — Collected works. 
3. Science — Research grants— United States — Collected 
works. 

Key Title: Grants and awards (Washington) I. Title. 
Q180.U5A343 

65-060935 
507 
OCLC 1252365 


UNITED STATES POSTAL SERVICE 
Washington, DC 20260 
80-5125 
P 1.2:C 76/2 
A consumer’s directory to postal services and products. — 
[Washington] : United States Postal Service, 1979- 
Consumer Advocate, 20260 
16 p. : ill. ; 22 x 10 cm.— (Publication - United States 
Postal Service ; 201) 
Oct. 1979. 
@ltem 837 
1. Postal service — United States. I. United States Postal 
Service. II. Series: United States Postal Service. Publication 
- United States Postal Service ; 201. 
OCLC 5763071 


80-5126 
P 1,2:P 92/978 
United States Postal Service. 

Presort first-class mail. —[Washington] : United States 
Postal Service, 1978. 

20260 

[5] p. : ill. ; 21 cm.— (Publication - United States Postal 
Service ; 230) 

Dec. 1978. 

@ltem 837 

pbk. 

1. Mail sorting. I. United States Postal Service. II. 
Series: United States Postal Service. Publication - United 
States Postal Service ; 230. 

OCLC 5747444 
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80-5127 
P 1.31/4:Sp 3 
United States Postal Service. Dept. of Public and Employee 
Communications. 

Postal speech guides. — Washington : [United States Postal 
Service], Dept. of Public and Employee Communications, 
[19792] 

20260 

31 p. in various pagings : 27 cm. 

@ltem 843 

pbk. 

1. Postal service — United States — Addresses, essays, lec- 
tures. I. Title. 

OCLC 5786099 


80-5128 
P 1.31/5:4 
United States Postal Service. 
Personnel handbook, series P-4 : position descriptions. — 
Washington : United States Postal Service, 19— 
20260 
1 v. ; 27 cm. 
Trasmittal letter 10 and revised pages, Nov. 1, 1978. 
@ltem 843 
pbk. 
1. Postal service — United States—Job descriptions. I. 
Title. II. Title: Position descriptions. 
OCLC 5780706 


PERSONNEL MANAGEMENT OFFICE 
Washington, DC 20415 
80-5129 
PM 1.2:Sa 3/2 
United States. Office of Personnel Management. Intergovern- 
mental Personnel Programs. 

Integrated salary and benefits : programs for state and local 
government. — [Washington] : Office of Personnel Manage- 
ment, Office of Intergovernmental Personnel Programs : for 
sale by the Supt. of Docs., U.S. Govt. Print. Off., 1979. 

20402 

18 p. ; 27 cm. — (OIPP ; 152-116) 

November 1979. 

Bibliography: p. 17. 

@ltem 295 

S/N 006-000-01133-1 

pbk. : $1.25 

1. Wages — United States. 2. United States — Officials and 
employees — Salaries, allowances, etc. I. Title. 

OCLC 5790559 


80-5130 
PM 1.10:18 
United States. Office of Personnel Management. 

Your retirement system : questions and answers concerning 
the Federal Civil Service Retirement Law. — [Washington] : 
Office of Personnel Management : for sale by the Supt. Of 
Docs., U.S. Govt. Print. Off., 1979. 

20402 

63 p. ; 24 cm. — (Pamphlet - Office of Personnel Manage- 
ment ; 18) 

June 1979. 

@ltem 299 

S/N 006-000-01105-5 

pbk. : $3.00 

1. Civil service pensions — United States — Miscellanea. 2. 
Retirement — United States — Miscellanea. I. Series: United 
States. Office of Personnel Management. Pamphlet - Office of 
Personnel Management ; 18. 

OCLC 5794480 





80-5131 
PM 1.22/2:109 
United States. Office of Personnel Management. Library. 

Executive personnel. Washington, Office of Personnel Man- 
agement, Library; for sale by the Supt. of Docs., U.S. Govt. 
Print. Off. 

20402 

27 cm. (Personnel bibliography series ; no. 109) 

$3.25 

1979- 

Cover title. 

1979. 

Each issue updates previous issue. 

Annual. 

@ltem 300-A-1 

S/N 006-000-01113-6 

Main series: United States. Office of Personnel Manage- 
ment. Library. Personnel bibliography series 

Continues: United States. Civil Service Commission. Li- 
brary. Executive personnel 

1. Executives— United States — Bibliography — Periodi- 
cals. 2. Government executives — United States — Bibliogra- 
phy — Periodicals. I. Title. II. Series: United States. Office 
of Personnel Management. Library. Personnel bibliography 
series ; no. 109. 
OCLC 5785159 


PRESIDENT OF THE UNITED STATES 


80-5132 
Pr 39.8:C 63/D 44/y.1-2 
United States. President’s Commission on Coal. 

Special public hearings : lessening oil dependency through 
greater coal use / conducted by the President’s Commission 
on Coal. — Washington : The Commission, 1979. 

2 v. : ill. ; 21 cm. 

Hearings held at National Academy of Sciences, May 29- 
30, 1979. 

Contents: v.1. Oral testimony.—v.2. Written submissions. 

@ltem 851-J 

pbk. 

1. Coal— United States. 2. Energy policy — United 
States. 3. Petroleum. I. Title. II. Title: Lessening oil de- 
pendency through greater coal use. 

OCLC 5720362 


80-5133 
Pr 39.11:978 
United States. President. 

Federal personal data systems subject to the Privacy act of 
1974; annual report of the President. [Washington, Executive 
Office of the President, Office of Management and Budget; 
for sale by the Supt. of Docs., U.S. Govt. Print. Off.] 

20402 

26 cm. 

$6.00 

Ist- 1975- 

Cover title. 

Fourth annual report for calendar year 1978. 

Reports for 1975 issued in 2 volumes. 

@ltem 848-D 

S/N 041-001-00190-5 

ISSN 0149-2845 


Government Publications — February 1980 


1. United States — Executive departments — Records and 
correspondence — Periodicals. 2. Administrative agencies — 
United States — Records and correspondence — Periodicals. 
3. Public records — United States — Access control — Perio- 
dicals. 4. Privacy, Right of — United States — Periodicals. 

Key Title: Federal personal data systems subject to the 
Privacy act of 1974 I. Title. 

JK766.5.U54a 

76-648089 
323.44 
OCLC 3172936 


MANAGEMENT AND BUDGET OFFICE 
Executive Office of the President 
Washington, DC 20503 


80-5134 
PrEx 2.20:979-2 
United States. Office of Management and Budget. 

Update to the Catalog of Federal domestic assistance. 
Washington, Executive Office of the President, Office of 
Management and Budget; for sale by Supt. of Docs., U.S. 
Govt. Print. Office. 

20402 

28 cm. 

$20.00 (U.S., including basic manaual and 2 updates) $25.00 
(foreign) 

1979, first update. 

@ltem 853-A-1 

S/N 041-001-81001-3 

Related records: Catalog of Federal domestic assistance 
ISSN 0097-7799 

1. Economic assistance, Domestic — United States. I. 
Title. 

HC110.P63U53b 

76-641059 
338.973 
OCLC 2246467 


CENTRAL INTELLIGENCE AGENCY 
Executive Office of the President 
Washington, DC 20505 


80-5135 
PrEx 3.10/4:B 87/979 
Bulgaria. [Washington : Central Intelligence Agency : for sale 
by the Supt. of Docs., U.S. Govt. Print. Off., 1972] 

20402 

1 map : col. ; 42 x 57 cm. 

Scale 1:1,000,000. 

Relief shown by shading and spot heights. 

“500252 3-72.” 

Contents: [Comparative area map].—[Location map].—Pop- 
ulation and administrative divisions.—Economic activity]— 
Land utilization. 

@ltem 856-A-1 

S/N 041-015-00006-3 

$1.50 

1. Bulgaria— Maps. 2. Bulgaria — Population — Maps. 
3. Bulgaria — Administrative and political divisions — Maps. 
4. Bulgaria—Economic conditions — 1944-— Maps. 5. 
Land use — Bulgaria — Maps. I. United States. Central In- 
telligence Agency. 

G6890 1972.U51 


75-694070 /MAPS 
OCLC 5449900 


Page 227 





Special Representative for Trade Negotiations, Office 


80-5136 
PrEx 3.10/4:P 83/979 
United States. Central Intelligence Agency. 

Portugal. [Washington] : Central Intelligence Agency : for 
sale by the Supt. of Docs., U.S. Govt. Print. Off., [1972] 

1 map : col. ; 52 x 26 cm. on sheet 55 x 60 cm. 

Scale 1:1,500,000. 

Relief shown by shading and spot heights. 

“500530 6-72." 

Madeira Islands.—Azores.—Cape Verde Islands-Overseas 
province.—[Location map].—[Comparative area].—Popula- 
tion.—Economic activity.—Land utilization. 

@ltem 856-A-1 

S/N 041-015-00018-7 

$1.50 

1. Portugal — Maps. I. Title. 

G6690 1972.U5 


73-694111 /MAPS 
OCLC 5408780 


SPECIAL REPRESENTATIVE FOR TRADE 
NEGOTIATIONS, OFFICE OF 
Executive Office of the President 

Washington, DC 20506 


80-5137 
PrEx 9.2:R 29 
United States. Advisory Committee for Trade Negotiations. 
Report to the President, the Congress, and the Special 
Representative for Trade Negotiations], Advisory Committee 
for Trade Negotiations, 1979.— [Washington : Executive 
Office of the President, Office of the Special Representative 
for Trade Negotations], Advisory Committee for Trade Ne- 
gotiations, 1979. 
20506 
55 p. ; 28 cm. 
June 1979. 
@ltem 857-G-1 
pbk. 
1. Tariff— Law and legislation. 2. Arbitration, Interna- 
tional. 3. Foreign trade regulation. I. Title. 
OCLC 5758957 


COUNCIL ON ENVIRONMENTAL QUALITY 
Executive Office of the President 
Washington, DC 20006 


80-5138 
PrEx 14.2:F 22 
Fields, Shirley Foster. 

Where have the farm lands gone? / [produced and pub- 
lished by the National Agricultural Lands Study; researched 
and written by Shirley Foster Fields]. — [Washington : Ex- 
ecutive Office of the President, Council on Environmental 
Quality], 1979. 

20006 

18 p. : ill. ; 23 x 11 cm. 

September 1979. 

@ltem 856-E 

1. Farms— United States. 2. Land — United States. I. 
United States. Council on Environmental Quality. II. United 
States. National Agricultural Lands Study. III. Title. 

OCLC 5792194 
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of — Executive Office of the President 


STATE DEPARTMENT 
Washington, DC 20520 


80-5139 
S 1.1:952-54/v.3 
United States. Dept. of State. 

Foreign relations of the United States. [Dept. ed.] Washing- 
ton, Dept. of State, Bureau of Public Affairs, Office of the 
Historian; for sale by the Supt. of Docs., U.S. Govt. Print. 
Off. 

20402 

24 cm. (Department of State publication ; 8957) 

$19.00 

1932- 

1952-54, v. 3. 

Includes index. 

Includes bibliographical references. 


Indices: 1861-1899. 1 v.; 1900-1918. 1 v. (includes index to 
appendices issued 1901-1902). 

CONTENTS: v. 3. United Nations affairs. 

@ltem 872 

S/N 044-000-01741-5 

Main series: United States. Dept. of State. Department of 
State publication 

Other editions available: Document edition 

1. United States— Foreign relations — Periodicals. 2. 
United States — History — Periodicals. 3. United Nations — 
Periodicals. I. United States. Dept. of State. Office of the 
Historian. II. Title. III. Series: United States. Dept. of 
State. Department of State publication ; 8957. 
OCLC 1768341 


80-5140 
S 1,.1:952-54/v.3/errata 
United States. Dept. of State. 
Foreign relations of the United States [errata]. [Washington, 
Dept. of State, Bureau of Public Affairs, Office of the Histori- 
an] 
20520 

23 cm. 

1932- 

Corrects various pages of Foreign relations of the United 
States, 1952-1954, v. 3. 

@ltem 872 

1. United States— Foreign relations — Periodicals. 2. 
United States — History — Periodicals. 3. United Nations. 
I. United States. Dept. of State. Office of the Historian. II. 
Title. 
OCLC 1768341 


80-5141 
S 1.2:R 31/3 
Slamecka, Vladimir. 
The information resources and services of the United States 
: an introduction for developing countries / [prepared by 
Vladimir Slamecka and Davis B. McCarn of the International 
Science and Technology Institute, Inc.].— [Washington] : 
Dept. of State, [1979] 
20520 
vi, 50 p. ; 23 cm. 
Funded by the Agency for International Development 
under contract AID/DSA-C-0055. 
On cover: Coordinator, U.N. Conference on Science and 
Technology for Development. 
Includes bibliographical references. 
@ltem 876 
pbk. 





1. Information services— United States. 2. Information 
storage and retrieval systems— United States. I. McCarn, 
Davis B., joint author. II. United States. Dept. of State. 
III. United States. Agency for International Development. 
IV. International Science and Technology Institute. V. 
Title. 

OCLC 5623973 


80-5142 
S 1.71/4:35 
Saunders, Harold H. 

Peace in the Middle East agreed at Camp David / Harold 
H. Saunders. — [Washington] : Dept. of State, Bureau of 
Public Affairs, Office of Public Communication, 1978. 

20520 

5 p. ; 27 cm.— (Current policy - Dept. of State ; no. 35) 

Speech before the Subcommittee on the Middle East of the 
House International Relations Committee on September 28. 

September 1978. 

@ltem 877-C 

pbk. 

1. United States — Foreign relations — Near East — Ad- 
dresses, essays, lectures. 2. Near East — Foreign relations — 
United States — Addresses, essays, lectures. I. United States. 
Dept. of State. Office of Public Communication. II. Title. 
III. Series: United States. Dept. of State. Office of Public 
Communication. Current policy - Dept. of State ; no. 35. 
OCLC 5765655 


80-5143 
S 1.71/4:39 
Hormats, Robert D. 

Managing economic problems in the industrialized democ- 
racies / Robert D. Hormats. — [Washington] : Dept. of State, 
Bureau of Public Affairs, Office of Public Communication, 
1978. 

20520 

8 p. ; 27 cm.— (Current policy - Dept. of State ; no. 39) 

Speech before the Third U.S.-EC Economic Journalists’ 
Conference in Airlie, Virginia on September 9. 

October 1978. 

@ltem 877-C 

pbk. 

1. Economic development — Addresses, essays, lectures. 
2. United States — Foreign relations — Addresses, essays, lec- 
tures. I. United States. Dept. of State. Office of Public Com- 
munication. II. Title. III. Series: United States. Dept. of 
State. Office of Public Communication. Current policy - 
Dept. of State ; no. 39. 

OCLC 5746988 
80-5144 
S 1.71/4:42 
Derian, Patricia M. 

Human _ rights a world perspective / Patricia M. 
Derian. — [Washington] : Dept. of State, Bureau of Public 
Affairs, Office of Public Communication, 1978. 

20520 

4 p. ; 27 cm. — (Current policy - Dept. of State ; no. 42) 

Speech before the National Association of Human Rights 
Workers in Nashville on October 15. 

November 1978. 

@ltem 877-C 

pbk. 

1. Civil rights — Addresses, essays, lectures. I. United 
States. Dept. of State. Office of Public Communication. II. 
Title. III. Series: United States. Dept. of State. Office of 
Public Communication. Current policy - Dept. of State ; no. 
42. 

OCLC 5746576 


Government Publications — February 1980 


80-5145 
S 1.71/4:51 
Seignious, George M., 1921- 

Special briefing on SALT TWO : briefing of George M. 
Seignious, director of the Arms Control and Disarmament 
Agency in Washington, D.C. on December 13. — [Washing- 
ton] : Dept. of State, Bureau of Public Affairs, Office of 
Public Affairs, Office of Public Communication, 1978. 

20520 

8 p. ; 27 cm. — (Current policy - Dept. of State ; no. 51) 

December 1978. 

@ltem 877-C 

pbk. 

1. Strategic Arms Limitation Talks. 2. Atomic weapons 
and disarmament. I. United States. Dept. of State. Office of 
Public Communication. II. Title. III. Series: United States. 
Dept. of State. Office of Public Communication. Current 
policy - Dept. of State ; no. 51. 

OCLC 5729755 


80-5146 
S 1.71/4:53 
Saunders, Harold H. 

Challenges and opportunities for peace in the Middle East / 
Harold H. Saunders. — Washington : Dept. of State, Bureau 
of Public Affairs, Office of Public Communication, 1978. 

20520 

6 p. ; 27 cm.— (Current policy - Dept. of State ; no. 53) 

Speech before a conference sponsored by the Department 
of State, the World Affairs Council of Boston, and the Ford- 
Hall Forum, on January 25. 

January 1979. 

@ltem 877-C 

pbk. 

1. United States — Foreign relations — Near East — Ad- 
dresses, essays, lectures. 2. Near East — Foreign relations — 
United States — Addresses, essays, lectures. I. United States. 
Dept. of State. Office of Public Communication. II. Title. 
III. Series: United States. Dept. of State. Office of Public 
Communication. Current policy - Dept. of State ; no. 53. 
OCLC 5746922 


80-5147 
S 1.71/4:61 
Schneider, Mark L., 1941- 

U.S. human rights policy : statement / by Mark L. 
Schneider. — [Washington] : Dept. of State, Bureau of Public 
Affairs, Office of Public Communication, 1978. 

20520 

5 p. ; 27 cm. — (Current policy - Dept. of State ; no. 61) 

Speech before the Subcommittee on International Organiza- 
tions of the House Foreign Affairs Committee, Feb. 28, 1979. 

April 1979. 

@ltem 877-C 

pbk. 

1. Civil rights — Addresses, essays, lectures. I. United 
States. Dept. of State. Office of Public Communication. II. 
Title. III. Series: United States. Dept. of State. Office of 
Public Communication. Current policy - Dept. of State ; no. 
42. 

OCLC 5746626 


80-5148 
S 1.71/4:63 
Atherton, Alfred L., 1921- 
Peace in the Middle East : achievement and future chal- 
lenge / Alfred L. Atherton, Jr. — [Washington] : Dept. of 


State, Bureau of Public Affairs, Office of Public Communica- 
tion, 1979. 
20520 


5 p. ; 27 cm. — (Current policy - Dept. of State ; no. 63) 
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State Department 


Speech at the Conference on Examination of U.S. Vital 
Interests in the Middle East, sponsored by the World Affairs 
Council of Pittsburgh and the U.S. Department of State, 
April 3, 1979. 

April 1979. 

pbk. 

1. United States— Foreign relations — Near East — Ad- 
dresses, essays, lectures. 2. Near East — Foreign relations — 
United States — Addresses, essays, lectures. I. United States. 
Dept. of State. Office of Public Communication. II. Title. 
III. Series: United States. Dept. of State. Office of Public 
Communication. Current policy - Dept. of State ; no. 63. 
OCLC 5794286 


80-5149 
S 1,71/4:64 
Pickering, Thomas R. 

The U.S.-Canada maritime boundary and resource agree- 
ments / Thomas R. Pickering. — [Washington] : Dept. of 
State, Bureau of Public Affairs, Office of Public Communica- 
tion, 1979. 

20520 

4 p. ; 27 cm.— (Current policy - Dept. of State ; no. 64) 

Speech before the Oceans Policy Forum, Washington, D.C. 
on April 5, 1979. 

@ltem 877-C 

pbk. 

1. Maritime law — United States. 
Canada. 
Affairs. 


2. Maritime law — 
I. United States. Dept. of State. Bureau of Public 
II. Title. III. Series: United States. Dept. of State. 


Bureau of Public Affairs. Current policy - Dept. of State ; no. 
64. 
OCLC 5790993 


80-5150 
S 1.71/4:65 
Gelb, Leslie H. 

The facts of SALT II / Leslie H. Gelb. — Washington : 
Dept. of State, Bureau of Public Affairs, Office of Public 
Communication, 1978. 

20520 

4 p. ; 27 cm.— (Current policy - Dept. of State ; no. 65) 

Caption title. 

Excerpted from a speech before the San Diego World 
Affairs Council, January 30, 1979. 

April 1979. 

@ltem 877-C 

pbk. 

1. Strategic Arms Limitation Talks. I. United States. 
Dept. of State. Office of Public Communication. II. Title. 
III. Series: United States. Dept. of State. Office of Public 
Communication. Current policy - Dept. of State ; no. 65. 
OCLC 5746765 


80-5151 
S 1.71/4:73 
Vance, Cyrus Roberts, 1917- 

Limiting the strategic arms race / Secretary of State 
Vance. — Washington : Dept. of State, Bureau of Public Af- 
fairs, 1979. : 

20520 

[4] p. ; 28 cm. — (Current policy - Dept. of State ; no. 73) 

Address before the Institute of World Affairs of the Uni- 
versity of Wisconsin-Milwaukee, July 24, 1979. 

@ltem 877-C 

pbk. 
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1. Strategic Arms Limitation Talks — Addresses, essays, 
lectures. 2. Atomic weapons and disarmament — Addresses, 
essays, lectures. I. United States. Dept. of State. Bureau of 
Public Affairs. II. Title. III. Series: United States. Dept. of 
State. Bureau of Public Affairs. Current policy - Dept. of 
State ; no. 73. 

OCLC 5791873 


80-5152 
S 1.71/4:77 
Saunders, Harold H. 

The Middle East 1978-79 : forces of change / Harold H. 
Saunders. — Washington : Dept. of State, Bureau of Public 
Affairs, 1979. 

20520 

7 p. ; 28 cm.— (Current policy - Dept. of State ; no. 77) 

Testimony of Assistant Secretary for Near Eastern and 
South Asian Affairs, before the Subcommittee on Europe and 
the Middle East of the House Committee on Foreign Affairs. 

@ltem 877-C 

pbk. 

1. United States— Foreign relations — Near East — Ad- 
dresses, essays, lectures. 2. United States — Foreign rela- 
tions— United States— Addresses, essays, lectures. I. 
United States. Dept. of State. Bureau of Public Affairs. II. 
Title. III. Series: United States. Dept. of State. Bureau of 
Public Affairs. Current policy - Dept. of State ; no. 77. 
OCLC 5792405 


80-5153 
S 1.71/4:84 
Young, Andrew Jackson, 1932- 

U.S. policy on Lebanon / Ambassador Andrew Young. — 
Washington : Dept. of State, Bureau of Public Affairs, 1979. 

20520 

[2] p. : ill. ; 28 cm. — (Current policy - Dept. of State ; no. 
84) 

Statement before the U.N. Security Council, August 29, 
1979. 

August 1979. 

@ltem 877-C 

pbk. 

1. United States — Foreign relations — Lebanon — Address- 
es, essays, lectures. 2. Lebanon— Foreign relations — 
United States — Addresses, essays, lectures. I. United States. 
Dept. of State. Bureau of Public Affairs. II. Title. III. 
Series: United States. Dept. of State. Bureau of Public Affairs. 
Current policy - Dept. of State ; no. 84. 

OCLC 5794580 


80-5154 
S 1.71/4:91 
Vance, Cyrus Roberts, 1917- 

Currents of change in Latin America / Secretary of State 
Vance. — Washington : Dept. of State, Bureau of Public Af- 
fairs, 1979. 

20520 

3 p. ; 28 cm.— (Current policy - Dept. of State ; no. 91) 

Address before the Foreign Policy Association, New York, 
September 27, 1979. 

@ltem 877-C 

pbk. 

1. United States— Foreign relations — Latin America — 
Addresses, essays, lectures. 2. Latin America — Foreign re- 
lations — United States— Addresses, essays, lectures. I. 
United States. Dept. of State. Bureau of Public Affairs. II. 
Title. III. Series: United States. Dept. of State. Bureau of 
Public Affairs. Current policy - Dept. of State ; no. 91. 
OCLC 5786360 





80-5155 
S 1.71/4:101 
Vance, Cyrus Roberts, 1917- 

SALT II : where we stand / Secretary of State Vance. — 
Washington : Dept. of State, Bureau of Public Affairs, 1979. 

20520 

3 p. ; 28 cm. — (Current policy - Dept. of State ; no. 101) 

Address in Gainesville, Florida on October 26, 1979. 

October 1979. 

@ltem 877-C 

pbk. 

1. Strategic Arms Limitation Talks — Addresses, essays, 
lectures. 2. Atomic weapons and disarmament — Addresses, 
essays, lectures. I. United States. Dept. of State. Bureau of 
Public Affairs. II. Title. III. Series: United States. Dept. of 
State. Bureau of Public Affairs. Current policy - Dept. of 
State ; no. 101. 

OCLC 5737612 


80-5156 
S 1.71/4:102 
Nimetz, Matthew. 
U.S. foreign policy achievements / Matthew Nimetz. — 
Washington : Dept. of State, Bureau of Public Affairs, 1979. 
20520 
6 p. ; 28 cm. — (Current policy - Dept. of State ; no. 102) 
Address before the international affairs group of the Ameri- 
can Bankers Association in Washington, D.C., on October 24, 
1979. 
November 1979. 
@ltem 877-C 
pbk. 
I. Title. 
OCLC 5781931 


80-5157 
S 1.71/4:104 
Nimetz, Matthew. 

Continuity and commitment / Matthew Nimetz. — Wash- 
ington : Dept. of State, Bureau of Public Affairs, 1979. 

20520 

6 p. ; 28 cm. — (Current policy - Dept. of State ; no. 104) 

At head of title: the Helsinki process. 

Address before the Leadership Conference of the National 
Interreligious Task Force on Soviet Jewry in New York City 
on October 30, 1979. 

November 1979. 

@ltem 877-C 

pbk. 

1. Civil rights (International law) — Addresses, essays, lec- 
tures. 2. United States— Foreign relations — Addresses, 
essays, lectures. I. United States. Dept. of State. Bureau of 
Public Affairs. II. Title. III. Series: United States. Dept. of 
State. Bureau of Public Affairs. Current policy - Dept. of 
State ; no. 104. 

OCLC 5792113 


80-5158 
S 1.71/4:105 
Vance, Cyrus Roberts, 1917- 

Inter-American challenges for the 1980's / Secretary of 
State Vance. — Washington : Dept. of State, Bureau of Public 
Affairs, 1979. 

20520 

4 p. ; 28 cm. — (Current policy - Dept. of State ; no. 105) 

Address before the General Assembly of the Organization 
of American States (OAS) in La Paz, Bolivia, on October 23, 
1979. 

November 1979. 

@ltem 877-C 

pbk. 


Government Publications — February 1980 


1. Pan-Americanism — Addresses, essays, lectures. 2. 
Latin America— Foreign relations— United States — Ad- 
dresses, essays, lectures. 3. United States — Foreign rela- 
tions — United States— Addresses, essays, lectures. I. 
United States. Dept. of State. Bureau of Public Affairs. II. 
Title. III. Series: United States. Dept. of State. Bureau of 
Public Affairs. Current policy - Dept. of State ; no. 105. 
OCLC 5786240 


80-5159 
S 1.71/4:108 
Saunders, Harold H. 

The challenge of peacemaking / Harold H. Saunders. — 
Washington : Dept. of State, Bureau of Public Affairs, 1979. 

20520 

5 p. ; 28 cm. — (Current policy - Dept. of State ; no. 108) 

Address before the Conference on U.S. Vital Interests in 
the Middle East in St. Louis on November 6, 1979. 

At head of title: Middle East. 

@ltem 877-C 

pbk. 

1. United States — Foreign relations— Near East — Ad- 
dresses, essays, lectures. 2. Near East — Foreign relations — 
United States — Addresses, essays, lectures. I. United States. 
Dept. of State. Bureau of Public Affairs. II. Title. III. 
Series: United States. Dept. of State. Bureau of Public Affairs. 
Current policy - Dept. of State ; no. 108. 

OCLC 5785255 


80-5160 
S 1.106:K 64/44 
Kissinger, Henry Alfred, 1923- 

The Law of the Sea : a test of international cooperation : 
speech / Secretary Henry A. Kissinger. — [Washington] : 
Dept. of State, Bureau of Public Affairs, Office of Media 
Services, 1979. 

20520 

8 p. ; 27 cm. 

Speech before the Foreign Policy Association, U.S. Council 
of the International Chamber of Commerce, and the U. N. 
Association of the U.S.A., New York City, April 8, 1976. 

pbk. 

1. International cooperation — Addresses, essays, lectures. 
2. United States — Foreign relations — Addresses, essays, lec- 
tures. I. United States. Dept. of State. Office of Media Serv- 
ices. II. Title. 

OCLC 5792098 


80-5161 
S 1.106:N 61 
Nimetz, Matthew. 

Critical issues in U.S. foreign policy : change and continu- 
ity : speech / Matthew Nimetz. — Washington : Dept. of 
State, Bureau of Public Affairs, Office of Public Communica- 
tion, 1979. 

20520 

7 p. ; 28 cm. 

Speech before a foreign policy conference sponsored by the 
Stanley Foundation, Atlanta, Georgia, April 6, 1979. 

@ltem 877-A 

pbk. 

1. United States. — Foreign relations — Addresses, essays, 
lectures. I. United States. Dept. of State. Office of Public 
Communication. II. Title. 

OCLC 5785698 
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80-5162 
S 1.106:V 28/37 
Vance, Cyrus Roberts, 1917- 

U.S. support for the Egyptian-Israeli Peace Treaty / Secre- 
tary of State Vance. — Washington : Dept. of State, Bureau 
of Public Affairs, Office of Public Communications, 1979. 

20520 

4p. ; 27 cm. 

Statement before the Senate Foreign Relations Committee, 
April 11, 1979. 

@ltem 877-A 

pbk. 

1. Peace treaties — Addresses, essays, lectures. 2. Egypt — 
Foreign relations — United States — Addresses, essays, lec- 
tures. 3. United States — Foreign relations — Egypt — Ad- 
dresses, essays, lectures. 4. Israel— Foreign relations — 
United States— Addresses, essays, lectures. 5. United 
States — Foreign relations — Israel — Addresses, essays, lec- 
tures. I. United States. Dept. of State. Office of Public Com- 
munication. II. Title. 

OCLC 5783347 


80-5163 
S 1.114/3:Ov 2 
United States. Foreign Service Institute. 

Going overseas : questions and answers on FSI orientation 
and language training for U.S. government families preparing 
for service abroad. — Washington : Dept. of State, Foreign 
Service Institute, 1978. 

20520 

folder (6 p.) ; 22 x 11 cm. 

@ltem 872-A 

pbk. 

1. Diplomatic and consular service. 
OCLC 5725082 
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I. Title. 


S 1.123:An 4/979 
United States. Dept. of State. 

Background notes. Angola. [Washington] Dept. of State, 
[Bureau of Public Affairs, Office of Public Communication]; 
for sale by the Supt. of Docs., U.S. Govt. Print. Off. 

20402 

maps 27 cm. (Department of State publication ; 7975) 

$0.75 

Caption title. 

Sept. 1979. 

Continues: Background notes, ISSN 0501-9966, issued by: 
United States. Dept. of State. Office of Media Services. 

@ltem 862-B 

S/N 044-000-91288-1 

ISSN 0501-9966 

Main series: Department of State publication 

1. Angola. 

Key Title: Background notes I. Title. II. Series: United 
States. Dept. of State. Department of State publication ; 7975. 
OCLC 4445927 


80-5165 
S 1.123:G 94/2/979 
United States. Dept. of State. 

Background notes. Guinea-Bissau. [Washington] Dept. of 
State, [Bureau of Public Affairs, Office of Public Communica- 
tion]; for sale by the Supt. of Docs., U.S. Govt. Print. Off. 

0402 


maps 27 cm. (Department of State publication ; 8988) 

$0.75 

Caption title. 

June 1979. 

Continues: Background notes, ISSN 0501-9966, issued by: 
United States. Dept. of State. Office of Media Services. 
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Main series: Department of State publication 

1. Guinea-Bissau. 

Key Title: Background notes I. Title. II. Series: United 
States. Dept. of State. Department of State publication ; 8988. 
OCLC 4445927 


80-5166 
S 1.123:N 22/978 
United States. Dept. of State. 

Background notes. Nauru. [Washington] Dept. of State, 
[Bureau of Public Affairs, Office of Public Communication]; 
for sale by the Supt. of Docs., U.S. Govt. Print. Off. 

20402 

maps 27 cm. (Department of State publication ; 8595) 

$0.75 

Caption title. 

Oct. 1978. 

Continues: Background notes, ISSN 0501-9966, issued by: 
United States. Dept. of State. Office of Media Services. 

@ltem 862-B 

S/N 044-000-91258-9 

ISSN 0501-9966 

Main series: Department of State publication 

1. Nauru. 

Key Title: Background notes I. Title. II. Series: United 
States. Dept. of State. Department of State publication ; 8595. 
OCLC 4445927 


80-5167 
S 1.123:P 83/2/979 
United States. Dept. of State. 

Background notes. Portugal. [Washington] Dept. of State, 
[Bureau of Public Affairs, Office of Public Communication]; 
for sale by the Supt. of Docs., U.S. Govt. Print. Off. 

20402 

ill, maps 27 cm. (Department of State publication ; 8074) 

$0.75 

Caption title. 

July 1979. 

Continues: Background notes, ISSN 0501-9966, issued by: 
United States. Dept. of State. Office of Media Services. 

@ltem 862-B 

S/N 044-000-9 1283-0 

ISSN 0501-9966 

Main series: Department of State publication 

1. Portugal. 

Key Title: Background notes I. Title. II. Series: United 
States. Dept. of State. Department of State publication ; 8074. 
OCLC 4445927 


80-5168 
S 1.123:Sa 8/979 
United States. Dept. of State. 

Background notes. Saudi Arabia. [Washington] Dept. of 
State, [Bureau of Public Affairs, Office of Public Communica- 
tion]; for sale by the Supt. of Docs., U.S. Govt. Print. Off. 

20402 

ill., maps 27 cm. (Department of State publication ; 7835) 

$0.75 

Caption title. 

Sept. 1979. 

Continues: Background notes, ISSN 0501-9966, issued by: 
United States. Dept. of State. Office of Media Services. 

@ltem 862-B 

S/N 044-000-91286-4 

ISSN 0501-9966 

Main series: Department of State publication 





1. Saudi Arabia. 

Key Title: Background notes I. Title. II. Series: United 
States. Dept. of State. Department of State publication ; 7835. 
OCLC 4445927 
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S 1.128:Ea 7 
Gist. [Washington] Dept. of State, Bureau of Public Affairs. 

20520 

27 cm. 

Oct. 1974- 

Distinctive title: Eastern Europe, US policy 

“A quick reference aid on U.S. foreign relations. Not a 
comprehensive policy statement.” 

Sept. 1979. 

Index issued separately. 

@ltem 864-B-4 

ISSN 0364-2623 

Continues: Foreign policy outlines (OQCoLC)1253137 

1. United States — Foreign relations — 1945- — Periodicals. 
2. United States — Foreign relations — Europe, Eastern. 3. 
Europe, Eastern — Foreign relations — United States. I. 
United States. Dept. of State. Bureau of Public Affairs. 

Key Title: Gist (Washington) II. Title. 

sc-78001705 

OCLC 1245777 
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S 1.128:K 12 
Gist. [Washington] Dept. of State, Bureau of Public Affairs. 

20520 

27 cm. 

Oct. 1974- 

Distinctive title: Humanitarian aid to Kampuchea 

“A quick reference aid on U.S. foreign relations. Not a 
comprehensive policy statement.” 

Sept. 1979. 

Index issued separately. 

Irregular. 

@liem 864-B-4 

ISSN 0364-2623 

Continues: Foreign policy outlines (OQCoLC)1253137 

1. United States — Foreign relations — 1945- — Periodicals. 
2. Economic assistance, American — Cambodia. I. United 
States. Dept. of State. Bureau of Public Affairs. 

Key Title: Gist (Washington) II. Title 

sc-78001705 


Government Publications — February 1980 


80-5172 


S 1.128:N 51 


Gist. [Washington] Dept. of State, Bureau of Public Affairs. 


20520 

27 cm. 

Oct. 1974- 

Distinctive title: Nicaragua, US policy 

“A quick reference aid on U.S. foreign relations. 
comprehensive policy statement.” 

Sept. 1979. 

Index issued separately. 

Irregular. 

@ltem 864-B-4 

ISSN 0364-2623 

Continues: Foreign policy outlines (OQCoLC)1253137 

1. United States — Foreign relations — 1945- — Periodicals. 
2. United States — Foreign relations — Nicaragua. 3. Nicara- 
gua — Foreign relations — United States. I. United States. 
Dept. of State. Bureau of Public Affairs. 

Key Title: Gist (Washington) II. Title. 

sc-78001705 

OCLC 1245777 


80-5173 


S 1.128:P 19/979 


Gist. [Washington] Dept. of State, Bureau of Public Affairs. 


20520 

27 cm. 

Oct. 1974- 

Distinctive title: Implementing the Panama Canal treaties 

“A quick reference aid on U.S. foreign relations. Not a 
comprehensive policy statement.” 

Nov. 1979. 

Index issued separately. 

Irregular. 

@ltem 864-B-4 

ISSN 0364-2623 

Continues: Foreign policy outlines (OQCoLC)1253137 

1. United States — Foreign relations — 1945- — Periodicals 
2. Panama Canal Treaties, 1977. I. United States. Dept. of 
State. Bureau of Public Affairs. 

Key Title: Gist (Washington) II. Title. 

sc-78001705 

OCLC 1245777 
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Gist. [Washington] Dept. of State, Bureau of Public Affairs. 20520 


20520 

27 cm. 

Oct. 1974- 

Distinctive title: Kampuchean relief, US policy 

“A quick reference aid on U.S. foreign relations. Not a 
comprehensive policy statement.” 

Nov. 1979. 

Index issued separately. 

Irregular. 

@liem 864-B-4 

ISSN 0364-2623 

Continues: Foreign policy outlines (OQCoLC)1253137 

1. United States — Foreign relations — 1945- — Periodicals. 
2. Economic assistance, American — Cambodia. I. United 
States. Dept. of State. Bureau of Public Affairs. 

Key Title: Gist (Washington) 

sc-78001705 

OCLC 1245777 


27 cm. 

Oct. 1974- 

Distinctive title: Whales 

“A quick reference aid on U.S. foreign relations. Not a 
comprehensive policy statement.” 

Oct. 1979. 

Index issued separately 

Irregular 

@ltem 864-B-4 

ISSN 0364-2623 

Continues: Foreign policy outlines (OCoLC)1253137 

1. United States — Foreign relations — 1945- — Periodicals 
2. Whaling. 3. Wildlife conservation — International cooper- 
ation. I. United States. Dept. of State. Bureau of Public 
Affairs. 

Key Title: Gist (Washington) II. Title 

sce-78001705 

OCLC 1245777 
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S 9.10:9341 
United States. Treaties, etc. Somalia, July 18, 1978. 

Agricultural commodities : agreement between the United 
States of America and Somalia, amending the agreement of 
March 20, 1978, effected by exchange of letters, signed at 
Mogadiscio July 18 and August 10, 1978. — [Washington] : 
Dept. of State : for sale by the Supt. of Docs., U.S. Govt. 
Print. Off., 1979. 

20402 

3 p. ; 24. cm. — (Treaties and other international acts series 
; 9341) 

@ltem 899 

S/N 044-000-92196-1 

pbk. : $0.75 

1. Surplus agricultural commodities, American — Somalia. 
I. United States. Dept. of State. II. Somalia. Treaties, etc. 
United States, July 18, 1978. III. United States. Treaties, etc. 
Somalia, Mar. 20, 1978. IV. Title. V. Series: United States. 
Dept. of State. Treaties and other international acts series ; 
9341. 

OCLC 5724598 


80-5176 


S 9.10:9352 
United States. Treaties, etc. Canada, Dec. 29, 1978. 

Telecommunications : promotion of safety on the Great 
Lakes by means of radio : agreement between the United 
States of America and Canada, amending the agreement of 
Feb. 26, 1973, effected by exchange of notes, signed at 
Ottawa, Dec. 29, 1978. — [Washington] : Dept. of State : for 
sale by the Supt. of Docs., U.S. Govt. Print. Off. 1979. 

20402 

22 p. ; 24 cm.— (Treaties and other international acts 
series ; 9352) 

English and French. 

@ltem 899 

S/N 044-000-92207-0 

pbk. : $1.25 

1. Inland water transportation — Great Lakes. 2. Telecom- 
munication — Law and legislation — United States. 3. Tele- 
communication — Law and legislation — Canada. 4. 
Radio — Law and legislation — United States. 5. Radio — 
Law and legislation— Canada. I. Canada. Treaties, etc. 
United States, Dec. 29, 1978. II. United States. Treaties, etc. 
Canada, Feb. 26, 1973. III. United States. Dept. of State. 
IV. Title. V. Title: Promotion of safety on the Great Lakes 
by means of radio. VI. Series: United States. Dept. of State. 
Treaties and other international acts series ; 9352. 
OCLC 5736459 


SMALL BUSINESS ADMINISTRATION 
Washington, DC 20416 


80-5178 


SBA 1.1:978 


United States. Small Business Administration. 


Annual report - Small Business Administration. [Washing- 
ton] Small Business Administration ; [for sale by the Supt. of 
Docs., U.S. Govt. Print. Off.] 

20402 

ill. 26 cm. 

$5.50 

1966- 

1978. 

Reports for 1971-73, 1976 published in 2 vols. 

@ltem 901-A 

S/N 045-000-00166-1 

ISSN 0083-3274 

Continues: United States. Small Business Administration. 
Report to the President and Congress. 

1. United States. Small Business Administration — Periodi- 
cals. 2. Small business — Periodicals. 3. Small business — 
Finance — Periodicals. I. Title. 

HC106.5.A27813 

74-648092 
353.008/2 
OCLC 1796303 


80-5179 


SBA 1.2:M 31/15/979 


United States. Small Business Administration. Office of Manage- 


ment Information and Training. 

Management training : key to small business success! / 
prepared under the direction of the Office of Management 
Information and Training, Office of the Assistant Administra- 
tor for Management Assistance, U.S. Small Business Adminis- 
tration. — 2d ed. — Washington : Small Business Administra- 
tion, Office of Management Information and Training, 1979. 

20416 

iv, 26 p. ; 24 cm. 

Feb. 1979. 

@ltem 901-B 

pbk. 

1. Small business — Management. I. Title. 

OCLC 5720920 


80-5177 
S 9.10:9357 ies 
United States. Treaties, etc. Indonesia, May 6, 1978. 


Rural electrification : agreement between the United States 


SBA 1.2:Se 4/978 
United States. Small Business Administration. 


of America and Indonesia, signed at Jakarta, May 6, 1978. — 
[Washington] : Dept. of State : for sale by the Supt. of Docs., 
U.S. Govt. Print. Off., 1978. 

20402 

27 p. ; 24 cm.— (Treaties and other international acts 
series ; 9357) 

@ltem 899 

S/N 044-000-92212-6 

pbk. : $1.50 

1. Rural electrification— Law and _ legislation — United 
States. 2. Rural electrification—Law and _ legislation — 
Indonesia. I. United States. Dept. of State. II. Title. II. 
Series: United States. Dept. of State. Treaties and other inter- 
national acts series ; 9357. 
OCLC 5728570 
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Selling to the U.S. government / U.S. Small Business Ad- 
ministration. — [Washington] : Small Business Administration, 
Office of Procurement and Technical Assistance, 1978. 

20416 

[20] p. ; 21 x 10 cm. — (PA; 1) 

Nov. 1978. 

@ltem 901-B 

S/N 045-000-00160-1 

pbk. : $1.50 

1. United States. Small Business Administration. 2. Gov- 
ernment purchasing — United States. I. United States. Small 
Business Administration. Office of Procurement and Techni- 
cal Assistance. II. Title. 

OCLC 5783208 





80-5181 
SBA 1.2:Sm 1/2/979 
United States. Small Business Administration. 

Facts about small business and the U.S. Small Business 
Administration. — [Washington] : Small Business Administra- 
tion, [1979]. 

20416 

31 p. ; 21 cm. 

@ltem 901-B 

pbk. 

1. United States. Small Business Administration. 
business — United States. I. Title. 

OCLC 5536081 


2. Small 


80-5182 
SBA 1.3:10/7 
United States. Small Business Administration. 

Retailing / [Paul L. Pfeiffer]. — Rev. ed. — [Washington] : 
Small Business Administration, [1979?] 

SBA, P.O. Box 15434, Ft. Worth, TX., 76119 

12 p. ; 26 cm.— (Small business bibliography ; no. 10) 

@ltem 901-K 

pbk. 

1. Retail trade — United States — Bibliography. I. Pfeiffer, 
Paul L. II. Title. III. Series: United States. Small Business 
Administration. Small business bibliography ; no. 10. 

OCLC 5722319 


80-5183 
SBA 1.3:12/6 
United States. Small Business Administration. 

Statistics and maps for national market analysis. — Rev. 
Aug. 1978. — [Washington] : Small Business Administration, 
1978 

P.O. Box 15434, Ft. Worth, TX., 76119 

8 p. ; 26 cm.— (Small business bibliography ; no. 12) 

@ltem 901-K 

pbk. 

1. Market surveys — United States — Statistics — Bibliogra- 
phy. 2. Market surveys — United States — Bibliography. I. 
Title. II. Series: United States. Small Business Administra- 
tion. Small business bibliography ; no. 12. 

OCLC 4507461 


80-5184 
SBA 1.3:18/6 
Clarke, Bernice T. 

Basic library reference sources / Bernice T. Clarke. — Rev. 
Sept. 1979. — [Washington] : Small Business Administration, 
1979. 

P.O. Box 15434, Ft. Worth, TX., 76119 

12 p. 26 cm.— (Small business bibliography ; no. 18) 

@liem 901-K 

pbk. 

1. Reference books — Business — Bibliography. I. United 
States. Small Business Administration. II. Title. III. Series: 
United States. Small Business Administration. Small business 
bibliography ; no. 18. 

OCLC 5778603 


80-5185 
SBA 1.3:72/4 
Jacobson, Barbara. 
Personnel management / Barbara Jacobson. — Rev. Feb. 
1979. — [Washington] : Small Business Administration, 1979. 
P.O. Box 15434, Ft. Worth, TX., 76119 
7 p. ; 26 cm.— (Small business bibliography ; no. 72) 
@ltem 901-K 
pbk. 


Government Publications — February 1980 


1. Personnel management. 2. United States. Small Business 
Administration. I. Title. II. Series: United States. Small 
Business Administration. Small business bibliography ; no. 72. 
OCLC 5723450 


80-5186 
SBA 1.3:79/2 
Bartholomew, Robert P. 

Small store planning and design / Robert P. Bartholo- 
mew. — Rev. Apr. 1979.— [Washington] : Small Business 
Administration, 1979. 

SBA, P.O. Box 15434, Fort Worth, TX., 76119 

6 p. ; 27 cm.— (Small business bibliography ; 

@ltem 901-K 

pbk. 

1. Stores, Retail — Planning — Bibliography. 2. 
Retail — Design and construction — Bibliography. I. United 
States. Small Business Administration. II. Title. III. Series: 
United States. Small Business Administration. Small business 
bibliography ; no. 79. 

OCLC 5736582 


80-5187 


no. 79) 


Stores, 


SBA 1.3:87/2 
Droms, William G., 1944- 

Financial management / William G. Droms. — Rev. Jan. 
1979. — [Washington] : Small Business Administration, 1979. 

P.O. Box 15434, Ft. Worth, TX., 76119. 

7 p. ; 26 cm.— (Small business bibliography 

@ltem 901-K 

pbk. 

1. Small business — Finance — Bibliography. I. United 
States. Small Business Administration. II. Title. III. Series: 
United States. Small Business Administration. Small business 
bibliography ; no. 87. 

OCLC 5788174 


80-5188 


; no. 87) 


SBA 1.10:204 
Dinkel, Paul B. 

Pointers on negotiating DOD contracts / by Paul B. Kinkel 
; revised by SBA staff members. — Rev. Apr. 1979. — [Wash- 
ington] : Small Business Administration, 1979. 

P.O. Box 15434, Fort Worth, TX., 76119 

7, [1] p. ; 26 cm. — (Management aids for small manufac- 
turers ; MA 204) 

@ltem 90!-E 

pbk. 

1. United States. Dept. of Defense. 2. Defense contracts — 
United States. I. United States. Small Business Administra- 
tion. II. Title. III. Series: United States. Small Business 
Administration. Management aids for small manufacturers ; 
MA 204. 

OCLC 5778991 


80-5189 
SBA 1.10:240 
United States. Small Business Administration. 

Introduction to patents / by staff members of the Small 
Business Administration. — Rev. Jan. 1979. — [Washington] : 
Small Business Administration, 1979. 

P. O. Box 15434, Ft. Worth, TX.. 76119 

7 ; 26 cm. — (Management aids for small manufacturers ; 
MA 240) 

@ltem 901-E 

pbk. 

1. Patents — United States. I. Title. Il. Series: United 
States. Small Business Administration. Management aids for 
small manufacturers ; MA 240 
OCLC 5758864 
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80-5190 
SBA 1.10:242 
Moldeven, Meyer. 

Fixing production mistakes / by Meyer Moldeven, Santa 
Barbara Research Center, Hughes Aircraft Company. — 
[Washington] : Small Business Administration, 1979. 

P.O. Box 15434, Fort Worth, TX., 76119 

6, [2] p. ; 26 cm.— (Management aids for small manufac- 
turers ; MA 242) 

“First printed March 1979.” 

Includes bibliographical references. 

@ltem 901-E 

pbk. 

1. Production management. I. United States. Small Busi- 
ness Administration. II. Hughes Aircraft Company. Santa 
Barbara Research Center. III. Title. IV. Series: United 
States. Small Business Administration. Management aids for 
small manufacturers ; MA 242. 

OCLC 5778864 


80-5191 
SBA 1.10:243 
United States. Small Business Administration. Management Pub- 
lications Division. 

Setting up a quality control system / prepared by staff 
members of the Management Publications Division, Office of 
Management Information and Training, U.S. Small Business 
Administration. — [Washington] : Small Business Administra- 
tion, 1979. 

P. O. Box 15434, Fort Worth, TX, 76119 

8 p. : ill. ; 26 cm. — (Management aids for small manufac- 
turers ; MA 243) 

April 1979. 

Includes bibliographical references. 

@ltem 901-E 

pbk. 

1. Quality control. I. United States. Small Business Ad- 
ministration. II. Title. III. Series: United States. Small 
Business Administration. Management aids for small manufac- 
turers ; MA 243. 

OCLC 5783321 


80-5192 
SBA 1.10:244 
Leach, Gordon L. 
Product safety checklist / Gordon L. Leach, Stephens- 


Adamson, Inc. — [Washington] : Small Business Administra- 
tion, 1979. 


P.O. Box, 15434, Fort Worth, TX., 76119 

11 p. ; 26 cm. — (Management aids for small manufacturers 
; MA 244) 

April 1979. 

Includes bibliographical references. 

@ltem 901-E 

pbk. 

1. Product safety. I. United States. Small Business Admin- 
istration. II. Stephens-Adamson, inc. III. Title. IV. Series: 
United States. Small Business Administration. Management 
aids for small manufacturers ; MA 244. 

OCLC 5740025 


80-5193 
SBA 1.10:246 


Developing new accounts / Douglas P. Gould, Trundle Consul- 
tants, Inc. 


P.O. Box 15434, Ft. Worth, TX., 76119 


7 p. ; 26 cm. — (Management aids for small manufacturers 
; MA 246) 


“First printed May 1979.” 
Includes bibliographical references. 
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1. Small business. I. United States. Small Business Admin- 
istration. II. Trundle Consultants. III. Title. IV. Series: 
United States. Small Business Administration. Management 
aids for small manufacturers ; MA 246. 

OCLC 5783302 


80-5194 
SBA 1.10:247 
Baker, D. Mark. 

Negotiating international sales contracts / by D. Mark 
Baker and Glade F. Flake, Glade F. Flake & Associates, P. 
A. — [Washington] : Small Business Administration, 1979. 

P.O. Box 15434, Fort Worth, TX., 76119 

7 p. ; 27 cm. — (Management aids for small manufacturers 
; MA 247) 

August 1979. 

@ltem 901-E 

pbk. 

1. Export sales. I. Flake, Glade F., joint author. II. 
Glade F. Flake & Associates. III. United States. Small Busi- 
ness Administration. IV. Title. V. Series: United States. 
Small Business Administration. Management aids for small 
manufacturers ; MA 247. 

OCLC 5763938 


80-5195 
SBA 1.12:9/3 
Brummet, Richard Lee, 1921- 

Cost accounting for small manufacturers / by R. Lee 
Brummet and Jack C. Robertson. — 3d ed. — Washington : 
Small Business Administration, Office of Management Infor- 
mation and Training : for sale by the Supt. of Docs., U.S. 
Govt. Print. Off., 1979. 

20402 

x, 180 p. : ill. ; 24 cm. — (Small business management series 
; no. 9) 

Bibliography: p. 178-179. 

@ltem 901-C 

S/N 045-000-00162-8 

pbk. : $4.25 

1. Cost accounting. I. Robertson, Jack C., joint author. 
II. United States. Small Business Administration. Office of 
Management Information and Training. III. Title. IV. 
Series: United States. Small Business Administration. Small 
business management series ; no. 9. 

OCLC 5723244 


80-5196 
SBA 1.14:153 
United States. Small Business Administration. Office of Manage- 
ment Assistance. Education Division. 

Business plan for small service firms / by staff members, 
Education Division, Office of Management Assistance, Small 
Business Administration. — [Washington] : Small Business Ad- 
ministration, 1979. 

P.O. Box 15424, Fort Worth, TX., 76119 

23 p. : ill. ; 26 cm.— (Small marketers aids ; SMA 153) 

First printing Oct. 1973, reprinted August 1979. 

Includes bibliographical references. 

@ltem 901-J 

pbk. 

1. Small business. 2. Service industries — United States. 
. Title. II. Series: United States. Small Business Administra- 
tion. Small marketers aids ; SMA 153. 

OCLC 5791842 





80-5197 
SBA 1.14:167 
Laumer, J. Ford. 

Learning about your market / by J. Ford Laumer, Jr., 
James R. Harris, Hugh J. Guffey, Jr., Auburn University. — 
[Washington] : Small Business Administration, 1979. 

P.O. Box 15434, Fort Worth, TX., 76119 

7 p. ; 27 cm. — (Small marketers aids ; SMA 167) 

April 1979. 

Includes bibliographical references. 

@ltem 901-J 

pbk. 

1. Marketing research — United States. 2. Small business. 
I. Harris, James R., joint author. II. Guffey, Hugh J., joint 
author. III. United States. Small Business Administration. 
IV. Auburn University. V. Title. VI. Series: United States. 
Small Business Administration. Small marketers aids ; SMA 
167. 

OCLC 5765800 


80-5198 
SBA 1.14:169 
Sorbet, Elizabeth M. 

Do you know the results of your advertising? / Elizabeth 
M. Sorbet, Nicholls State University. — [Washington] : Small 
Business Administration, 1979. 

P.O. Box 15434, Fort Worth, TX., 76119 

8 p. ; 27 cm. — (Small marketers aids ; SMA 169) 

April 1979. 

Includes bibliographical references. 

@ltem 901-J 

pbk. 

1. Small business. 2. Advertising. I. Nicholls State Uni- 
versity. II. Title. III. Series: United States. Small Business 
Administration. Small marketers aids ; SMA 169. 

OCLC 5778512 


80-5199 
SBA 1.19:R 23 
United States. Small Business Administration. Office of Advoca- 
cy. 

Guide to record retention requirements for small business- 
es. — Washington : Small Business Administration, Office of 
Advocacy, 1979. 

20416 

vii, 1214 p. ; 28 cm. 

@ltem 901-P 

pbk. 

1. Small business — Records and correspondence. I. Title. 


II. Title: Record retention requirements for small businesses. 
OCLC 5786663 


SECURITIES AND EXCHANGE 
COMMISSION 
Washington, DC 20549 
80-5200 
SE 1.1:978 
United States. Securities and Exchange Commission. 

Annual report of the SEC. Washington, Securities and Ex- 
change Commission; for sale by the Supt. of Docs., U.S. 
Govt. Print. Off. 

20402 

ill. 23 cm. 

$3.75 

Ist- 1934/35- 

Cover title: Annual report - Securities and Exchange Com- 
mission 

Title varies slightly. 

44th report, covering fiscal year 1978 


Government Publications — February 1980 


@ltem 903 

S/N 046-000-00120-6 

1. United States. Securities and Exchange Commission — 
Periodicals. 2. Stock-exchange — United States — Periodi- 
cals. 3. Securities — United States — Periodicals. I. Title. 
OCLC 4733979 


80-5201 
SE 1.2:In 8/10/978 
United States. Securities and Exchange Commission. 

Investigate before you invest / U.S. Securities and Ex- 
change Commission. — [Washington] : Securities and Ex- 
change Commission, [19797]. 

20549 

[9] p. : ill. ; 23 x 10 cm. — (A consumer education publica- 
tion) 

On cover: A message for investors. 

pbk. 

1. Investments. 
OCLC 5720747 


2. Securities. I. Title. II. Series. 


SMITHSONIAN INSTITUTION 
Washington, DC 20560 


80-5202 
SI 1.27:291 
Willis, Edwin O. 

A revised list of birds of Barro Colorado Island, Panama / 
Edwin O. Willis and Eugene Eisenmann. — Washington : 
Smithsonian Institution Press, 1979. 

iii, 31 p. : map ; 26 cm.— (Smithsonian contributions to 
zoology ; no. 291) 

Edition of 1952 by E. Eisenmann published under title: 
Annotated list of birds of Barro Colorado Island, Panama 
Canal Zone. 

Bibliography: p. 30-31. 

@ltem 910-D 

pbk. 

1. Birds — Panama — Barro Colorado Island. I. 
mann, Eugene, 1906- , joint author. II. Smithsonian Institu- 
tion. III. Title. IV. Series: Smithsonian Institution. Smith- 
sonian contributions to zoology ; no. 291. 

QL1.S854 no. 291 


Eisen- 


78-026676 
[QL687.P3] 

591/.08 s 

[598.2/97287] 

OCLC 4492780 


80-5203 
SI 1.27:296 
Cressey, Roger F. 

The parasitic copepods of Indo-West Pacific lizardfishes 
(Synodontidae) / Roger Cressey and Hillary Boyle Cres- 
sey. — Washington : Smithsonian Institution Press, 1979. 

20560 

ili, 71 p. : ill., maps ; 26 cm. — (Smithsonian contributions 
to zoology ; no. 296) 

Bibliography: p. 22. 

@ltem 910-D 

pbk. 
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Smithsonian Institution 


1. Copepoda — Pacific Ocean — Classification. 2. Cope- 
poda — Indian Ocean — Classification. 3. Parasites — Fishes. 
4. Synodontidae — Diseases. 5. Crustacea — Pacific 
Ocean — Classification. 6. Crustacea—Indian Ocean — 
Classification. I. Cressey, Hillary Boyle, 1949- joint author. 
II. Smithsonian Institution. III. Title. IV. Series: Smithsoni- 
an Institution. Smithsonian contributions to zoology ; no. 296. 
QL1.S854 no. 296 

79-011097 
[QL444.C7] 
5917.08 s 
[595/.34] 
OCLC 4805076 


80-5204 
SI 1.28:41 
Davis, Audrey B. 

Bloodletting instruments in the National Museum of Histo- 
ry and Technology / by Audrey B. Davis and Toby 
Appel. — Washington : Smithsonian Institution Press, 1979. 

20560 

v, 103 p. : ill. ; 28 cm.— (Smithsonian studies in history 
and technology ; no. 41) 

Includes bibliographical references. 

@ltem 910-F 

pbk. 

1. Bloodletting — Instruments — Catalogs. 2. Bloodlet- 
ting — History. 3. National Museum of History and Tech- 
nology. I. Appel, Toby, 1945- , joint author. II. Smithsoni- 
an Institution. III. Title. IV. Series: Smithsonian Institu- 
tion. Smithsonian studies in history and technology ; no. 41. 
RM182.D38 

78-606043 
617/.9178 
OCLC 3868086 


80-5205 
SI 1.29:43 
Simpson, Beryl. 

A revision of the genus Polylepis (Rosaceae: Sanguisor- 
beae) / Beryl B. Simpson. — Washington : Smithsonian Insti- 
tution Press, 1979. 

20560 

iii, 62 p. : ill, maps ; 26 cm. — (Smithsonian contributions 
to botany ; no. 43) 

Bibliography: p. 60-61. 

@ltem 910-E 

bk. 

1. Polylepis. 2. Botany — Andes. I. Smithsonian Institu- 
tion. II. Title. III. Series: Smithsonian Institution. Smithso- 
nian contributions to botany ; no. 43. 

QK 1.82747 no. 43 


79-000986 


[QK495.R78] 
581/.08 s 
[583/.372] 
OCLC 4664553 


80-5206 
SI 1.33:26 
Fowler, Don D., 1936- 

Material culture of the Numa : the John Wesley Powell 
collection, 1867-1880 / Don D. Fowler and John F. 
Matley. — Washington : Smithsonian Institution Press, 1979. 

20560 

vi, 181 p. : ill. ; 26 cm.— (Smithsonian contributions to 
anthropology ; no. 26) 

Based on the John Wesley Powell Collection in the Nation- 
al Museum of Natural History. 
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Bibliography: p. 101-104. 

@ltem 921-A 

pbk. 

1. Powell, John Wesley, 1834-1902 — Ethnological collec- 
tions. 2. Numic Indians — Antiquities. 3. Indians of North 
America — Great Basin — Antiquities. 4. Great Basin — An- 
tiquities. I. Matley, John F., joint author. II. Smithsonian 
Institution. III. Title. IV. Series: Smithsonian Institution. 
Smithsonian contributions to anthropology ; no. 26. 

GN1.S54 no. 26 
78-022066 
[E99.N97] 
301.2/08 s 
[970/.004/97] 
OCLC 4504674 


80-5207 


SI 1.42:3 


High technology on earth : studies in using aerospace systems 


and methods / Paul A. Hanle, editor. — Washington : Smith- 
sonian Institution Press, 1979. 

20560 

iii, 59 p. ; 28 cm. — (Smithsonian studies in air and space ; 
no. 3) 

Includes bibliographical references. 

@ltem 910-P 

pbk. 

1. Technology — Addresses, essays, lectures. 2. Technol- 
ogy — Social aspects — Addresses, essays, lectures. I. Hanle, 
Paul A. II. Smithsonian Institution. III. Series. 

T185.H53 

78-014329 
600 
OCLC 4135844 


80-5208 


SI 11.2:P 65/784-88 


Stewart, Robert G. 


Robert Edge Pine, a British portrait painter in America, 
1784-1788 / by Robert G. Stewart. — Washington : Smithso- 
nian Institution Press : for sale by the Supt. of Docs., U.S. 
Govt. Print. Off., 1979. 

20402 

127 p. : ill. ; 28 cm. 

“An exhibition at the National Portrait Gallery, November 
1, 1979-January 6, 1980.” 

Bibliography: p. 121-126. 

@ltem 922-B 

S/N 047-006-00020-1 

pbk. : $7.00 

1. Pine, Robert Edge, 1730?-1788 — Exhibitions. 2. Por- 
traits, American — Exhibitions. I. National Portrait Gallery, 
Washington, D.C. II. Title. 

ND1329.P47A4 1979 

79-009332 
759.2 
OCLC 5196985 


80-5209 


SI 13.2:B 62 


Zilcezer, Judith. 


Oscar Bluemner : the Hirshhorn Museum and Sculpture 
Garden collection / Judith Zilczer. — Washington : Smithso- 
nian Institution Press : for sale by the Supt. of Docs.. U.S. 
Govt. Print. Off., 1979. 

20402 

61 p. : ill. (part col.) ; 28 cm. 

Catalog of an exhibition held at the Museum, Nov. 14, 
1979-Mar. 2, 1980. 

Bibliography: p. 60-61. 

@ltem 922-B-1 





S/N 047-001-00135-4 

pbk. : $4.75 

1. Bluemner, Oscar, 1867-1938 — Exhibitions. 
Oscar, 1867-1938. 
Garden. III. Title. 
N6537.B565A4 1979 


I. Bluemner, 
II. Hirshhorn Museum and Sculpture 


79-022243 
759.13 


OCLC 5493918 
80-5210 
SI 13.2:G 67 
Hirshhorn Museum and Sculpture Garden. 
Arshile Gorky : the Hirshhorn Museum and Sculpture 
Garden collection, Smithsonian Institution / [catalog by] 
Phyllis Rosenzweig. — Washington : Smithsonian Institution 


Press : for sale by the Supt. of Docs., U.S. Govt. Print. Off., 
c1979. 


20402 

47 p. : ill (part. col.) ; 28 cm. 

Exhibition dates: Oct. 4-Nov. 25, 1979. 

Includes bibliographical references. 

@ltem 922-B-1 

S/N 047-001-00134-6 

pbk. : $3.75 

1. Gorky, Arshile, 1904-1948 — Exhibitions. 
shile, 1904-1948. II. Rosenzweig, Phyllis D. 
ND237.G613A4 1979 


I. Gorky, Ar- 
III. Title. 


79-607061 
759.13 


OCLC 5239581 


80-5211 
SI 13.2:Sm 5 
McClintic, Miranda. 
David Smith, the Hirshhorn Museum and Sculpture Garden 
collection, Smithsonian Institution / Miranda McClintic ; 
[photos by John Tennant]. — Washington : Smithsonian Insti- 


tution Press : for sale by the Supt. of Docs., U.S. Govt. Print. 
Off., 1979. 


20402 

47 p. : ill. ; 28 cm. 

Exhibition held July 25-Oct. 28, 1979. 

Bibliography: p. 47. 

@ltem 922-B-1 

S/N 047-001-00133-8 

pbk. : $2.75 

1. Smith, David, 
David, 1906-1965. 
Garden. III. Title. 
N6537.S616A4 1979 


1906-1965 — Exhibitions. I. Smith, 
II. Hirshhorn Museum and Sculpture 


79-009087 
709/.2/4 


OCLC 5101986 


CUSTOMS SERVICE 
Treasury Dept. 
Washington, DC 20229 
80-5212 
T 17.2:C 96/9/976/French 
United States. Customs Service. Public Information Division. 
Formalites douanieres pour visiteurs. — Washington 


Treasury Dept., Customs Service, Public Information Divi- 
sion, 1976. 


6 p. ; 21 x 19 cm. 

Later edition for sale by the Supt. of Docs., U.S. Govt. 
Print. Off. Stock number 048-002-00079-0, Price $.60. 

@ltem 950 

pbk. 


Government Publications — February 1980 


1. Customs administration and tourists. 
OCLC 5770221 


80-5213 


I. Title. 


T 17.12:79-2 
United States. Customs Service. 

Foreign trade zones : U.S. customs procedures and require- 
ments. — Washington : Treasury Dept., Customs Service, 
1979. 

20229 

folder (7 p.) : ill. ; 21 x 10 cm.— (Customs information 
series C ; 79-2) 

@ltem 950-E 

pbk. 

1. Free ports and zones. 
United States. I. Title. 
OCLC 5763402 


2. Customs administration — 
II. Series. 


INTERNAL REVENUE SERVICE 
Treasury Dept. 
Washington, DC 20224 
80-5214 
T 22.2:C 33/979 
United States. Internal Revenue Service. 

Certification for reduced tax rates in tax treaty countries. — 
Rev. Apr. 1979.— Washington : Treasury Dept., Internal 
Revenue Service : for sale by the Supt. of Docs., U.S. Govt. 
Print. Off., 1979. 

20402 

1 p. ; 27 cm. — (Publication - Internal Revenue Service ; 
686) 

@ltem 956 

S/N 048-004-01613-3 

pbk. : $0.75 


1. Income tax — United States — Foreign income. 
OCLC 5779013 


80-5215 


I. Title. 


T 22.44/2:504/11 
United States. Internal Revenue Service. 

Tax information for divorced or separated individuals. — 
1979 ed. — [Washington] : Treasury Dept., Internal Revenue 
Service, 1978. 

20224 

16 p. ; 27 cm. — (Publication - Internal Revenue Service ; 
504) 

“For use in preparing 1978 returns.” 

Superseded by S/N 048-004-01630-3. 

For superseded publications, contact the issuing office. 

1. Divorcees — Taxation — United States. 2. Husband and 
wife — Taxation — United States. 3. Income tax — United 
States. I. Title. 

OCLC 5766474 


80-5216 
T 22.44/2:517/11 
United States. Internal Revenue Service. 

Social security for members of the clergy and religious 
workers. — 1979 ed. — Washington : Treasury Dept., Internal 
Revenue Service, 1978. 

20224 

16 p. ; 27 cm. — (Publication - 
517) 

“For use in preparing 1978 returns.” 

Superseded by S/N 048-004-01641-9. 

For superseded publications, contact the issuing office. 

1. Clergy — Taxation — United States. I. Title. 
OCLC 5770714 


Internal Revenue Service ; 
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Public Debt Bureau — Treasury Dept. 


80-5217 
T 22.44/2:526/12 
United States. Internal Revenue Service. 
Charitable contributions. — Rev. Nov. 1979. — Washington 
: Treasury Dept., Internal Revenue Service : for sale by the 
Supt. of Docs., U.S. Govt. Print. Off., 1979. 
20402 
8 p. ; 27 cm.— (Publication - Internal Revenue Service ; 
526) 
“For use in preparing 1979 returns.” 
@ltem 964-B 
S/N 048-004-01650-8 
pbk. : $0.75 
1. Income tax— United States — Deductions — Contribu- 
tions. I. Title. 
OCLC 5770298 


80-5218 
T 22.44/2:539/11 
United States. Internal Revenue Service. 
Withholding taxes and reporting requirements. — 1979 
ed. — Washington : Treasury Dept., Internal Revenue Service 
: for sale by the Supt. of Docs., U.S. Govt. Print. Off., 1978. 
20402 
16 p. : 27 cm. — (Publication - Internal Revenue Service ; 
539) 
“For use in preparing 1978 returns.” 
Superseded by T 22.44/2:539/12, S/N 048-004-01660-5. 
For superseded publications, contact the issuing office. 
1. Withholding tax — United States. I. Title. 
OCLC 5763212 


80-5219 
T 22.44/2:547/12 
United States. Internal Revenue Service. 
Tax information on disasters, casualty losses, and thefts. — 
1979 ed. — Washington : Treasury Dept., internal Revenue 


Service : for sale by the Supt. of Docs., U.S. Govt. Print. 
Off., 1978. 


20402 

16 p. ; 27 cm. — (Publication - Internal Revenue Service ; 
547) 

“For use in preparing 1978 returns.” 

Superseded by S/N 048-004-01665-6. 

For superseded publications, contact the issuing office. 


1. Income tax — United States — Deductions — Losses. I. 
Title. 


OCLC 5763140 


80-5220 
T 22.44/2:552/10 
United States. Internal Revenue Service. 

Recordkeeping requirements and a guide to tax publica- 
tions. — 1978 ed. — Washington : Treasury Dept., Internal 
Revenue Service : for sale by the Supt. of Docs., U.S. Govt. 
Print. Off., 1977. 

20224 

4 p. ; 27 cm. — (Publication - Internal Revenue Service ; 
552 .W1-W20) 

Superseded by Recordkeeping requirements and a list of tax 
publications, S/N 048-004-01670-2. 

For superseded publications, contact the issuing office. 

1. Income tax — United States — Accounting. 2. Income 
tax — United States — Bibliography. I. Title. 

OCLC 5770646 
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80-5221 
T 22.44/2:552/11 
United States. Internal Revenue Service. 

Recordkeeping requirements and a guide to tax publica- 
tions. — 1979 ed. — Washington : Treasury Dept., Internal 
Revenue Service : for sale by the Supt. of Docs., U.S. Govt. 
Print. Off., 1978. 

20402 

4 p. ; 27 cm.— (Publication - Internal Revenue Service ; 
552) 

Bibliography: p. 4. 

Superseded by Recordkeeping requirements and a list of tax 
pubications, S/N 048-004-01670-2. 

For superseded publications, contact the issuing office. 

@ltem 964-B 

1. Income tax — United States— Accounting. 2. Income 
tax — United States — Bibliography. I. Title. 

OCLC 5770523 


80-5222 
T 22.44/2:571/6 
United States. Internal Revenue Service. 
Tax-sheitered annuity plans for employees of public schools 
and certain tax-exempt organizations. — Rev. July 1977. — 


Washington : Treasury Dept., Internal Revenue Service, 
1977. 


20224 

20 p. ; 27 cm. — (Publication - Internal Revenue Service ; 
571) 

Superseded by T 22.44/2:571/7, S/N 048-004-01588-9. 

For superseded publications, contact the issuing office. 

1. Annuities — Taxation — United States. I. Title. 
OCLC 5770760 


PUBLIC DEBT BUREAU 
Treasury Dept. 
Washington, DC 20226 


80-5223 
T 63.209/5:980 
United States. Bureau of the Public Debt. 
Tables of redemption values for $25 series E savings bonds. 


[Washington] Treasury Dept., Bureau of the Public Debt. 
20226 


28 cm. 

“From redemption month December 1979 thru redemption 
month June 1980.” 

Semiannual. 

@ltem 970-A (Rev.) 

1. Investments — United States — Tables, etc. 
OCLC 4800311 


I. Title. 


ALCOHOL, TOBACCO AND FIREARMS 
BUREAU 
Treasury Dept. 
Washington, DC 20226 
80-5224 
T 70.6:Ex 7/3 
United States. Bureau of Alcohol, Tobacco, and Firearms. 

AFT : Explosives law and regulations. — [Washington] : 
Dept. of the Treasury, Bureau of Alcohol. Tobacco. and 
Firearms : for sale by the Supt. of Docs.. U.S. Govt. Print. 
Off., 1979. 

20402 

70 p. : ill. ; 28 cm. 

“AFT P 5400.7 (7/79).” 

@liem 954 





S/N 048-012-00059-1 
pbk. : $3.50 
1. Explosives— Law and legislation — United States. I. 


Title. II. Title: Explosives law and regulations. 
OCLC 5740121 


80-5225 
T 70.6/3:178/4 
United States. Bureau of Alcohol, Tobacco, and Firearms. 
Firearms : part 178 of 27 CFR Federal laws and regulations 
/ Department of the Treasury, Bureau of Alcohol, Tobacco, 
and Firearms.— [Washington] : Dept. of the Treasury, 
Bureau of Alcohol, Tobacco, and Firearms : for sale by the 
Supt. of Docs., U.S. Govt. Print. Off., 1979. 
20402 
42 p. ; 28 cm. 
“ATF P 5300.14 (9-79).” 
@ltem 954 
S/N 048-012-00060-4 
pbk. : $2.00 
1. Firearms—Law and _ legislation— United States. I. 
Title. 
OCLC 5770031 


80-5226 
T 70.6/3:179/4 
United States. Bureau of Alcohol, Tobacco, and Firearms. 

Firearms : part 179 of 27 CFR Federal laws and regulations 
/ Deprtment of the Treasury, Bureau of Alcohol, Tobacco, 
and Firearms. — [Washington] : Dept. of the Treasury, 
Bureau of Alcohol, Tobacco, and Firearms : for sale by the 
Supt. of Docs., U.S. Govt. Print. Off., 1979. 

20402 

34 p. ; 28 cm. 

“ATF P 5300.4 (9-79)” 

@ltem 954 

S/N 048-012-00061-2 

pbk. : $1.75 

1. Firearms—Law and _ legislation— United States. I. 
Title. 
OCLC 5742142 


UNITED STATES INTERNATIONAL TRADE 
COMMISSION 
Washington, DC 20436 


80-5227 
TC 1,1:978 
United States. International Trade Commission. 

Annual report - United States International Trade Commis- 
sion. [Washington] International Trade Commission; [for sale 
by the Supt. of Docs., U.S. Govt. Print. Off.] 

20402 

v. graph, map, ill. 26 cm. (USITC publication ; 982) 

$2.50 

1975- 

Report covers fiscal year 1978. 

@ltem 977 

S/N 049-000-00049-9 

ISSN 0147-5568 

Main series: United States. International Trade Commission. 
USITC publication 

Continues: United States. Tariff Commission. Annual report 
of Tariff Commission 1917-74 


Government Publications — February 1980 


1. United States. International Trade Commission — Perio- 
dicals. 2. Commerce — Periodicals. I. Title. II. Series: 
United States. International Trade Commission. USITC publi- 
cation ; 982. 

HF1455.U4664a 

77-641733 
353.008/27 
OCLC 2704690 


80-5228 
TC 1.2:St 1/2 
United States. International Trade Commission. 
In the matter of : certain welded stainless steel pipe and 
tube. — Washington : International Trade Commission, 1978. 
20436 
70 p. in various pagings : ill. ; 28 cm.— (USITC publica- 
tion ; 863) 
Investigation no. 337-TA-29. 
Feb. 1978. 
Includes bibliographical references. 
pbk. 
1. Pipe, Steel — Prices. 2. Tubes, Steel — Prices. I. Title. 
II. Title: Certain welded stainless steel pipe and tube. III. 
Series: United States. International Trade Commission. 
USITC publication ; 863. 
OCLC 5770311 


80-5229 
TC 1.33:978 
United States. International Trade Commission. 

Synthetic organic chemicals. United States production and 
sales. Washington, International Trade Commission; [for sale 
by the Supt. of Docs., U.S. Govt. Print. Off.] 

20402 

26 cm. (USITC publication ; 1001) 

$7.50 

1978. 

Continues: Synthetic organic chemicals. United States pro- 
duction and sales, ISSN 0082-1144, issued by: United States. 
Tariff Commission. 

@ltem 982-A 

S/N 049-000-00050-2 

ISSN 0082-1144 

Main series: United States. International Trade Commission. 
ITC publication 

1. Dye industry — United States — Periodicals. 2. Coal-tar 
industry — United States — Periodicals. 

Key Title: Synthetic organic chemicals. United States pro- 
duction and sales _ I. Title. II. Series: United States. Interna- 
tional Trade Commission. USITC publication ; 1001. 
HD9999.D9U5 

75-645477 
338.4/7/6618050973 
OCLC 2242455 


TRANSPORTATION DEPARTMENT 
Washington, DC 20590 


80-5230 
TD 1.15:9 
Poehlman, Dorothy J. 

Women’s rights : selected references / D. J. Poehlman. — 
Washington : Dept. of Transportation, Office of Administra- 
tion Operations, Library Services Division, 1975. 

20590 

viii, 64 p. p. ; 26 cm.— (Bibliographic list - Dept. of 
Transportation, Library Services Division ; no. 9) 

December 1975. 

pbk. 
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National Transportation Safety Board 


1. Women’s rights — Bibliography. 2. Women — Employ- 
ment — Bibliography. I. United States. Dept. of Transporta- 
tion. Library Services Division. II. Title. III. Series: 
United States. Dept. of Transportation. Library Services Di- 
vision. Bibliographic list ; no.9. 

OCLC 2027533 


NATIONAL TRANSPORTATION SAFETY 
BOARD 
Washington, DC 20594 


80-5231 
TD 1.116:N 42 0/2 
United States. National Transportation Safety Board. 

Marine accident report : Spanish motor tankship Ribaforada 
ramming of barge MB-5, three wharves, and cargo ship M/V 
Tiaret, New Orleans, Louisiana, December 4, 1977. — Wash- 
ington : [Dept. of Transportation], National Transportation 
Safety Board ; Springfield, Va. : for sale by the National 
Technical Information Service, 1979. 

22161 

ii, 23 p. : ill. ; 26 cm. — (Report - National Transportation 
Safety Board ; no. NTSB-MAR-79-15) 

September 21, 1979. 

@ltem 982-I-21 

pbk. 

1. Shipwrecks — Louisiana — New Orleans. 2. Marine ac- 
cidents. I. Title. II. Title: Spanish motor tankship Ribafor- 
ada ramming of barge MB-S5, three wharves, and cargo ship 
M/V Tiaret, New Orleans, Louisiana, December 4, 1977. 
III. Series: United States. National Transportation Safety 
Board. Report - National Transportation Safety Board ; no. 
NTSB-MAR-79-15. 

OCLC 5742574 


80-5232 
TD 1.117/2:79-1 
United States. National Transportation Safety Board. Bureau of 
Accident Investigation. 

Highway accident reports, brief format. Washington, Na- 
tional Transportation Safety Board, Bureau of Accident In- 
vestigation; Springfield, Va., for sale by the National Techni- 
cal Information Service. 

22161 

26 cm. (Report - National Transportation Safety Board ; 
no. NTSB-HAB-79-1) 

1979, no. 1. 

@ltem 982-1-20 

Main series: Report - National Transportation Safety Board 

1. Traffic accidents— United States — Periodicals. I. 
Title. II. Series: United States. National Transportation 
Safety Board. Report - National Transportation Safety Board 
; no. NTSB-HAB-79-1. 

OCLC 5790124 


80-5233 
TD 1.120:AAS-79-1 
United States. National Transportation Safety Board. 
Single-engine, fixed-wing general aviation accidents, 1972- 
1976 : special study. — Washington : [Dept. of Transporta- 
tion], National Transportation Safety Board ; Springfield, Va. 
: for sale by the National Technical Information Service, 
1979. 


22161 

ii, 77 p. : ill. ; 26 cm. — (Report - National Transportation 
Safety Board ; no. NTSB-AAS-79-1) 

May 31, 1979. 

Includes bibliographical references. 

@ltem 982-1-23 

pbk. 
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1. Aeronautics — Accidents. 2. Aeronautics — Accident 
investigation. I. Title. II. Series: United States. National 
Transportation Safety Board. Report - National Transporta- 
tion Safety Board ; no. NTSB-AAS-79-1. 

OCLC 5762645 


80-5234 
TD 1.120:HZM-79-2 
United States. National Transportation Safety Board. 

Noncompliance with hazardous materials safety regulations 
: special study. — Washington : [Dept. of Transportation], Na- 
tional Safey Board ; Springfield, Va. : for sale by the National 
Technical Information Service, 1979 

22161 

ii, 55 p. ; 27 cm.— (Report - National Transportation 
Safety Board ; no. NTSB-HZM-79-2) 

August 3, 1979. 

Includes bibliographical references. 

@ltem 982-1-23 

pbk. 

1. Hazardous substances — Transportation — Safety meas- 
ures. I. Title. II. Series: United States. National Transpor- 
tation Safety Board. Report - National Transportation Safety 
Board ; no. NTSB-HZM-79-2. 

OCLC 5421829 


80-5235 
TD 1.120:PSS-78-1 
United States. National Transportation Safety Board. 

Special study : safe service life for liquid petroleum pipe- 
lines. — Washington : [Dept. of Transportation], National 
Transportation Safety Board ; Springfield, Va : for sale by the 
National Technical Information Service, 1978. 

22161 

ii, 42 p. : ill. ; 26 cm. — (Report - National Transportation 
Safety Board ; no. NTSB-PSS-78-1) 

October 12, 1978. 

Includes bibliographical references. 

@ltem 982-1-23 

pbk. 

1. Petroleum — Pipe lines — Safety measures. I. Title. II. 
Title: Safe service life for liquid petroleum pipelines. III. 
Series: United States. National Transportation Safety Board. 
Report National Transportation Safety Board ; no. NTSB- 
PSS-78-1. 

OCLC 4711300 


FEDERAL HIGHWAY ADMINISTRATION 
Transportation Dept. 
Washington, DC 20590 


80-5236 
TD 2.8:R 88/y.3 
United States. Federal Highway Administration. 

Rural highway planning system : computer program user’s 
manual. — [Washington] : Dept. of Transportation, Federal 
Highway Administration, 1977- 1979. 

20590 

3 v. : ill. ; 27 cm. 

Cover title: Computer program users, manual. 

@ltem 982-G-2 

pbk. 

1. Highway planning — Data processing. 2. Rural devel- 
opment. I. Title. II. Title: Computer program user's 
manual. 

OCLC 3783998 





80-5237 
TD 2.30/5:78-013 
United States. Federal Highway Administration. Socio-econom- 
ic Studies Division. 

The use of economic and land use models in transportation 
planning : proceedings of a panel discussion held at the 1977 
Federally Coordinated Program of Highway Research and 
Development Conference held in Columbus, Ohio / James W. 
March, editor. — Washington : Dept. of Transportation, Fed- 
eral Highway Administration, Socio-economic Studies Divi- 
sion ; Springfield, Va. : for sale by the National Technical 
Information Service, 1978. 

22161 

ili, 156 p. ; 28 cm. — (FHWA/PL/78/013) 

August 1978. 

Includes bibliographic references. 

@ltem 982-B-21 

pbk. 

1. Transportation planning — United States — Congresses. 
I. March, James W. II. Federally Coordinated Program of 
Highway Research and Development Conference, Columbus, 
Ohio, 1977. Ii. Title. 

OCLC 5165576 


80-5238 
TD 2.39:56 
United States. National Highway Institute. 

Education and training information exchange bulletin. 
Washington, Dept. of Transportation, Federal Highway Ad- 
ministration, National Highway Institute. 

20590 

27 cm. 

Cover title. 

No. 56, Sept. 1979. 

CONTENTS: Announcement of training opportunities and 
training aids. 

@ltem 982-G-17 

1. Highway engineering — Study and teaching — United 
States — Periodicals. 

OCLC 3137073 


80-5239 
TD 2.39:58 
United States. National Highway Institute. 

Education and training information exchange bulletin. 
Washington, Dept. of Transportation, Federal Highway Ad- 
ministration, National Highway Institute. 

20590 

27 cm. 

Cover title. 

CONTENTS: Announcement of training opportunities and 
training aids. 

@ltem 982-G-17 

1. Highway engineering — Study and teaching — United 
States — Periodicals. I. Title. 

OCLC 3137073 


FEDERAL AVIATION ADMINISTRATION 
Transportation Dept. 
Washington, DC 20591 


80-5240 
TD 4.2:Ay 5/980-91 
United States. Office of Aviation Policy. 

FAA aviation forecasts. Washington, Dept. of Transporta- 
tion, Federal Aviation Administration, Office of Aviation 
Policy. 

20591 

ill. 28 cm. 

1978/89- 


Government Publications — February 1980 


Report covers fiscal yeard 1980-1991. 

@ltem 431-C-8 

1. Aeronautics, Commercia! — United States. 
tics — United States. I. Title. 
OCLC 4341789 


2. Aeronau- 


80-5241 
TD 4.2:Ir 1/v.4 
TD 4.2:Ir 1/v.5 
United States. FAA Study Team. 

Iranian national airspace system FAA Study Team 
report. —[Washington : Dept. of Transportation, Federal 
Aviation Administration, FAA Study Team, [19767] 

800 Independence Avenue SW, 20591 

2 v. : ill. ; 27 cm. 

Contents: v. 4. Recommended, Tehran Center/common 
IFR room.—v. 5. Costs, schedules, FAA assistance. 

pbk. 

1. Aviation easements — Iran. 
OCLC 5796633 


I. Title. 


80-5242 
TD 4.6:127/2/ch.8 
United States. Federal Aviation Administration. 

Federal aviation regulations. Part 127. Certification and op- 
erations of scheduled air carriers and helicopters. Washington, 
Dept. of Transportation, Federal Aviation Administration; for 
sale by the Supt. of Docs., U.S. Govt. Print. Off. 

20402 

26 cm. 

$1.00 

Change 8, eff. Dec. 24, 1979. 

Updated by continuing supplementary material and cumu- 
lated irregularly. 

@ltem 431-C-13 

S/N 050-007-00493-1 

1. Aeronautics — Law and legislation — United States — 
Periodicals. 2. Air lines — Certification — Law and legisla- 
tion— United States. 3. Helicopters—Law and _legisla- 
tion — United States — Periodicals. I. Title. 

OCLC 3288889 


80-5243 
TD 4.6:152/ch.7 
United States. Federal Aviation Administration. 

Federal aviation regulations. Part 152. Airport aid program. 
Washington, Dept. of Transportation, Federal Aviation Ad- 
ministration; for sale by the Supt. of Docs., U.S. Govt. Print. 
Off. 

20402 

26 cm. 

$1.00 

Change 7, eff. Sep. 20, 1979. 

Updated by continuing supplementary material and cumu- 
lated irregularly. 

Updated by continuing supplementary material and cumu- 
lated irregularly. 

@ltem 431-C-13 

S/N 050-007-00492-3 

1. Aeronautics — Law and legislation — United States — 
Periodicals. 2. Airports—Law and _ legislation — United 
States — Periodicals. I. Title. 

OCLC 3285486 
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Air Traffic Service — Transportation Dept. 


80-5244 
TD 4.8/5:121-18-A 
United States. Federal Aviation Administration. 

Aviation Security : carriage of weapons and escorted per- 
sons. — Washington : Dept. of Transportation, Federal Avi- 
ation Administration, 1979- 

20590 

v. ; 27 cm. — (AC; 121-18 A) 

“Advisory circular.” 

At head of title: FAR guidance material. 

October 10, 1979. 

@ltem 431-A-27 

pbk. 

1. Aeronautics, Commercial — United States — Security 
measures. I. Title. II. Title: FAR guidance material. 

OCLC 5758890 


80-5245 
TD 4.8/5:150/5000-4 
United States. Federal Aviation Administration. 

Announcement of availability airport research and technical 
reports. — Washington : Dept. of Transportation, Federal 
Aviation Administration ; 1979. 

20591 

(32] p. in various pagings ; 27 cm.— (AC 150/5000-A) 

“Advisory Circular.” 

October 12, 1979. 

Includes bibliographical references. 

@ltem 431-A-27 

pbk. 

1. Airports — Bibliography. 
OCLC 5773005 


I. Title. 


80-5246 
TD 4.8/5:150/5100-6 B 
United States. Federal Aviation Administration. 

Labor requirements for the airport development aid pro- 
gram (ADAP) — Washington : Dept. of Transportation, Fed- 
eral Aviation Administration, 1979- 

20590 

v. ; 26cm. — (AC ; 150/5100-6 B) 

“Advisory circular.” 

Cancels AC 150/5100-6A, January 31, 1973. 

September 10, 1979. 

@ltem 431-A-27 

pbk. 

1. Airports —- United States. 
States. I. Title. 

OCLC 5722996 


2. Labor policy — United 


80-5247 
TD 4.8/5:183.29-1 M 
United States. Federal Aviation Administration. 

Designated engineering representatives. — Washington 
Dept. of Transportation, Federal Aviation Administration, 
1979- 

20590 

v. ; 27 cm. — (AC ; 183.29-1 M) 

“Advisory circular.” 

September 24, 1979. 

@ltem 431-A-27 

pbk. 

1. Flight engineers. 
OCLC 5747042 


2. Flight engineering. 
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80-5248 
TD 4.44/3:979 
United States. Aviation Forecast Branch. 

Profiles of scheduled air carrier operations by stage length; 
top 100 U.S. airports. Washington, Dept. of Transportation, 
Federal Aviation Administration, Office of Aviation Policy, 
Aviation Forecast Branch. 

20591 

ill. 28 cm. 

Aug. 1979. 

@ltem 431-A-23 

1. Aeronautics, Commercial — United States — Statistics — 
Periodicals. 2. Airports — United States — Statistics — Per- 
iodicals. 3. Airplanes — Dispatching — Statistics — Periodi- 
cals. 4. Air traffic control — Statistics — Periodicals. I. 
Title. 

HE9803.A1A93b 

75-646651 
387.7/0973 
OCLC 2243209 


80-5249 
TD 4.44/4:979 
United States. Office of Aviation Policy. Policy Development 
Division. 

Profiles of scheduled air carrier airport operations by equip- 
ment type; top 100 U.S. airports. [Washington] Dept. of 
Transportation, Federal Aviation Administration, Office of 
Aviation Policy, Policy Development Division. 

20591 

graphs 28 cm. 

Cover title. 

Aug. 1979. 

@ltem 431-A-23 

1. Aeronautics, Commercial — United States — Statistics — 
Periodicals. 2. Airports — United States — Statistics — Per- 
iodicals. I. Title. 

OCLC 5783477 


AIR TRAFFIC SERVICE 
Transportation Dept. 
Washington, DC 20590 


80-5250 
TD 4.308:M 59/4/980 
United States. Air Traffic Service. 

Special military operations. — [Washington] Dept. of 
Transportation, Federal Aviation Administration, Federal 
Aviation Administration, Air Traffic Service, 1980 i.e. 1979- 

800 Independence Avenue SW, 20591 

v. : ill., maps ; 26 cm.— (Handbook - Federal Aviation 
Administration ; 7610.4 E) 

January 1, 1980. 

@ltem 431-D-1 

pbk. 

1. Air traffic control — United States — Handbooks, man- 
uals, etc. 2. Aeronautics, Military — United States — Hand- 
books, manuals, etc. I. United States. Federal Aviation Ad- 
ministration. II. Title. III. Series: United States. Federal 
Aviation Administration. Handbook -Federal Aviation Ad- 
ministration ; 7610.4 E. 

OCLC 5778038 





SYSTEMS RESEARCH AND DEVELOPMENT 
SERVICE 
Transportation Dept. 
Washington, DC 20590 
80-5251 
TD 4.509:78-83 
Federal Aviation Administration-Georgia Institute of Technol- 
ogy Workshop on Grounding and Lightning Protection, At- 
lanta, Ga., 1978. 

Federal Aviation Administration-Georgia Institute of Tech- 
nology Workshop on Grounding and Lightning Protection. — 
Washington : Dept. of Transportation, Federal Aviation, Ad- 
ministration, Systems Research and Development Service ; 
Springfield, Va. : for sale by the National Technical Informa- 
tion Service, 1978. 

22161 

iv, 407, A-11 p. : ill. ; 27 cm. — (Report - Federal Aviation 
Administration, Systems Research and Development Service ; 
FAA-RD-78-83) 

Prepared for U.S. Department of Transportation, Federal 
Aviation Administration, Systems Research and Development 
Service. 

Final report, May 1978. 

Includes bibliographical references. 

@ltem 431-B-5 

pbk. 

1. Lightning protection— Congresses. 2. Electric cur- 
rents — Grounding — Congresses. 3. Shielding (Electric- 
ity) — Congresses. I. United States. Federal Aviation Ad- 
ministration. Systems Research and Development Service. 
II. Georgia. Institute of Technology, Atlanta. III. Title. 
IV. Series: United States. Federal Aviation Administration. 
Systems Research and Development Service. Report ; FAA- 
RD-78-83 
OCLC 4916900 


COAST GUARD 
Transportation Dept. 
Washington, DC 20590 
80-5252 
TD 5.2:C 76 
United States. Coast Guard. 

Summary of proceedings : Area & District Commanders’ 
Conference 1976 : 4 thru 8 October 1976. — [Washington] : 
Dept. of Transportation. Coast Guard, [1976] 

20590 

58 p. : ill. ; 27 cm. 

Cover title: Report of Area and District Commander's Con- 
ference. 

pbk. 

1. United States. Coast Guard. I. Area & District Com- 
manders’ Conference, Coast Guard Headquarters, Washing- 
ton, D.C. 1976. II. Title. Ill. Title: Report of Area and 
District Commanders’ Conference. 

OCLC 5759099 


80-5253 
TD 5.3:63 
United States. Coast Guard 
Report of the International Ice Patrol service in the North 
Atlantic Ocean. bulletin. Washington, Dept. of Transporta- 
tion, Coast Guard 
20590 
ill. 27 cm. (CG ; 188-32) 
1914- 
Season of 1977, no. 63 
@ltem 931-A 


Government Publications — February 1980 


1. Sea ice — North Atlantic Ocean — Periodicals. 
OCLC 4394293 


I. Title. 


80-5254 
TD 5.21/2:979 
United States. Coast Guard Auxiliary. 
Auxiliary, bibliography of publications. Washington, Dept. 
of Transportation, Coast Guard, Coast Guard Auxiliary. 
20590 
23 cm. 
1979. 
@ltem 931-A-10 
1. Boats and boating — Safety measures — United States — 
Bibliography. I. Title. 
OCLC 4794410 


URBAN MASS TRANSPORTATION 
ADMINISTRATION 
Transportation Dept. 
Washington, DC 20590 


80-5255 
TD 7.2:3 66 

Urban Land Institute. 

Joint development : making the real estate-transit connec- 
tion : executive summary / prepared by Urban Land Institute 
; prepared for U.S. Department of Transportation, Urban 
Mass Transportation Administration, Office of Policy and 
Program Development, and Office of the Secretary, Office of 
Intergovernmental Affairs. — Washington : Dept. of Trans- 
portation, Urban Mass Transportation Administration, Office 
of Policy and Program Development, 1979. 

400 Seventh Street SW, 20590 

[1]. 15 p. : ill. ; 28 cm. — (Report 
; no. DOT-I-79-13) 

July 1979. 

@ltem 982-D-1 

pbk. 

1. Local transit. 2. Real estate development. I. United 
States. Urban Mass Transportation Administration. Office of 
Policy and Program Development. II. United States. Dept 
of Transportation. Office of Intergovernmental Affairs. III 
Title. IV. Series: United States. Dept. of Transportation 
Office of the Secretary. Report - Office of the Secretary ; no 
DOT-1-79-13 
OCLC 5779166 


- Office of the Secretary 


80-5256 
TD 7.11:1T-06-0049-79-1 
Sanders, David B 
Characteristics of urban transportation systems 
book for transportation planners / 
Reynen 


a hand- 
D. B. Sanders and T. A 
: With assistance from K. Bhatt and FHWA/UMTA 
staff. — Washington : Dept. of Transportation, Urban Mass 
Transportation Administration ; Springfield. Va. : for sale by 
the National Technical Information Service. 1979 

22161 

150 p. in various pagings ; 28 em (Report - Urban Mass 
Transportation Administration ; no. UMTA-IT-06-0049-79-1) 

June 1979 

Includes bibliographies 

@licm 982-1-5 

pbk 
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National Highway Traffic Safety Administration — Transportation Dept. 


1. Urban transportation — Handbooks, manuals, etc. 2. 
Transportation planning — Handbooks, manuals, etc. I. 
Reynen, T. A., joint author. II. Bhatt, K. III. United 
States. Urban Mass Transportation Administration. IV. 
Title. V. Series: United States. Urban Mass Transportation 
Administration. Report - Urban Mass Transportation Admin- 
istration ; no. UMTA-IT-06-0049-79-1. 

OCLC 5747642 


NATIONAL HIGHWAY TRAFFIC SAFETY 
ADMINISTRATION 
Transportation Dept. 

Washington, DC 20590 


80-5257 
TD 8.2:Al 1/34/v.3 
United States. National Highway Traffic Safety Administration. 
Alcohol safety action projects evaluation methodology and 
overall program impact. — Washington : Dept. of Transporta- 
tion, National Highway Traffic Safety Administration, 1979- 
20590 
v. : ill. ; 28 cm. — (DOT HS-803 896) 
April 1979. 
Bibliography: p. 91-92. 
@ltem 982-D-1 
pbk. 
1. Drinking and traffic accidents — United States. I. Title. 
OCLC 5732814 


80-5258 
TD 8.5/2:7/4 
Traffic laws commentary. Washington, Dept. of Transportation, 

National Highway Traffic Safety Administration; for sale by 
the Supt. of Docs., Govt. Print. Off. 

20402 

27 cm. (DOT HS-804 553) 

$2.75 

v. 1- Mar. 1972- 

Distinctive title: Penalties for traffic offenses 

@ltem 982-D-11 

S/N 050-003-00325-5 

Main series: United States. Dept. of Transportation. DOT 
HS 

Supersedes: National Committee on Uniform Traffic Laws 
and Ordinances. Traffic laws commentary 

1. Traffic violations — United States — States — Periodicals 
2. Automobiles — Law and _ legislation — United States — 
States — Periodicals. I. United States. National Highway 
Traffic Safety Administration. 
OCLC 1722366 


80-5259 
TD 8.5/2:8/3 
Traffic laws commentary. Washington, Dept. of Transportation, 
National Highway Traffic Safety Administration; for sale by 
the Supt. of Docs., Govt. Print. Off. 
20402 
27 cm. (DOT HS-804 549) 
$1.50 
Distinctive title: State laws on probationary licensing and 
licensing of minors 
v. 8, no. 3, May 1979. 
@ltem 981-D-1 
S/N 050-003-00354-9 
Main series: United States. Dept. of Transportation. DOT 
Ss 


Supersedes: National Committee on Uniform Traffic Laws 
and Ordinances. Traffic laws commentary 
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1. Automobile drivers’ licenses— Law and legislation — 
United States— Periodicals. I. United States. National 
Highway Traffic Safety Administration. 

OCLC 1722366 


80-5260 
. TD 8.12.'2:978 
United States. National Highway Traffic Safety Administration. 

Report on activities under the Highway safety act of 1966 
as amended. [Washington] Dept. of Transportation, National 
Highway Traffic Safety Administration. 

ill. 26 cm. (DOT HS-803/372) 

1970- 

Cover title: Highway safety 1978 

Title varies slightly. 

Vols for 1973- issued jointly with the Federal Highway 
Administration. 

1978. 

@ltem 982-D-7 

Main series: United States. Dept. of Transportation. DOT 
HS 

Supersedes: United States. Dept. of Transportation. Annual 
report to Congress on the Administration of the Highway 
Safety Act 

1. Traffic safety — United States — Periodicals. 
States. Federal Highway Administration. II. Title. 


I. United 


74-615483 
OCLC 3330437 


80-5261 
TD 8.13/3:36 
United States. National Highway Traffic Safety Administration. 

Driver licensing : a subject bibliography from Highway 
safety literature / L. Flynn ... [et al.] — Rev. ed. — [Washing- 
ton] : Dept. of Transportation, National Highway Traffic 
Safety Administration ; Springfield, Va. : for sale by the 
National Technical Information Service, 1979. 

22161 

316 p. A-3 p. ; 27 cm.— (DOT HS-805 043) (Subject 
bibliography - National Highway Traffic Safety Administra- 
tion ; SB-36) 

September 1979. 

@ltem 982-D-22 

pbk. 

1. Automobile drivers’ licenses — Bibliography. 2. Auto- 
mobile drivers’ tests — Bibliography. I. Flynn, Lois. II. 
Title. III. Series: United States. National Highway Traffic 
Safety Administration. Subject bibliography - National High- 
way Traffic Safety Administration ; SB-36. 

OCLC 5733440 


80-5262 
TD 8.13/3:37 
Flynn, Lois. 

Passive restraints : a subject bibliography from Highway 
Safety Literature / Lois Flynn. comp. — [Washington] : Dept. 
of Transportation, National Highway Traffic Safety Adminis- 
tration ; Springfield, Va. : for sale by the National Technical 
Information Service, 1979. 

22161 

i, 190 p. ; 26 cm. — (DOT HS-805 044) (Subject bibliogra- 
phy - National Highway Traffic Safety Administration ; SB- 
37) 

October 1979. 

@ltem 982-D-22 

pbk. 





1. Automobiles — Safety appliances. I. United States. Na- 
tional Highway Traffic Safety Administration. II. Title. 
III. Series: United States. National Highway Traffic Safety 
Administration. Subject bibliography - National Highway 
Traffic Safety Administration ; SB-37. 

OCLC 5768221 


80-5263 
TD 8.29:78-42 
Whorf, Robert P. 

Manufacturer’s policies concerning average fuel economy 
standards / Robert P. Whorf, Robert Whorf and Asso- 
ciates. — Washington : Dept. of Transportation, National 
Highway Traffic Safety Administration, Office of Research 
and Development ; Springfield, Va. : for sale by the National 
Technical Information Service, 1979. 

22161 

68 p. in various pagings ; 27 cm. — (HS ; 803-720) (Report 
- Transportation Systems Center ; DOT-TSC-NHTSA-78-42) 

Final report, January 1979. 

Includes bibliographical references. 

pbk. 

1. Motor vehicles — United States — Fuel consumption. I. 
United States. National Highway Traffic Safety Administra- 
tion. Research and Development. II. Robert Whorf and As- 
sociates. III. Title. IV. Series: Transportation Systems 
Center. Report ; DOT-TSC-NHTSA-78-42. 

OCLC 4766004 


80-5264 
TD 8.29:79-13 
Abernathy, William J. 

Technological change in U.S. automobile industry : assess- 
ing past Federal initiatives / William J. Abernathy, Balaji S. 
Chakravarthy, Lexington Technology Associates. — Washing- 
ton : Dept. of Transportation, National Highway Traffic 
Safety Administration, Office of Research and Development ; 
Springfield, Va. : for sale by the National Technical Informa- 
tion Service, 1979. 

22161 

viii, 92 p. ; 27 cm. — (HS ; 803 543) (Report - Transporta- 
tion Systems Center ; DOT-TSC-NHTSA-79-13) 

Prepared for U.S. Department of Transportation, National 
Highway Traffic Safety Administration, Office of Research 
and Development. 

Final report; January 1979. 

Includes bibliographical references. 

pbk. 

1. Automobile industry and trade — United States. 2. 
Automobile engineering. 3. Industry and state — United 
States. I. Chakravarthy, Balaji S., joint author. II. United 
States. National Highway Traffic Safety Administration. Re- 
search and Development. III. Lexington Technology Asso- 
ciates. IV. Title. V. Series: Transportation Systems Center. 
Report ; DOT-TSC-NHTSA-79-13. 

OCLC 4978328 


Government Publications — February 1980 


RESEARCH AND SPECIAL PROGRAMS 
ADMINISTRATION 
Transportation Dept. 
Washington, DC 20590 
80-5265 
TD 10.9:979 
National transportation statistics. Cambridge, Mass., Dept. of 
Transportation, Research and Special Programs Administra- 
tion, Office of Policy, Plans, and Administration; for sale by 
the Supt. of Docs., U.S. Govt. Print. Off. 

20402 

ill. 28 cm. (Report - Transportation Systems Center ; DOT- 
TSC-RSPA-79-19) 

$5.50 

1965/75- 

“Annual report.” 

Vols. for 19 - prepared by Research and Special Programs 
Administration, Transportation Systems Center, Transporta- 
tion Information Division, Statistical Information Reporting 
Branch, Cambridge, Mass. 

1979. 

Includes bibliographies. 

Vols. prior to 1977 were classed: TD 1.20/2: 

Formed by the union of: Summary of national transporta- 
tion statistics, ISSN 0145-2451, and: Energy statistics, ISSN 
0360-8980. 

@ltem 982-K-1 

S/N 050-000-00154-7 

Main series: Report - Transportation Systems Center 

1. Transportation— United States — Statistics — Periodi- 
cals. 2. Transportation — United States — Energy consump- 
tion @ — Statistics — Periodicals. I. Transportation Systems 
Center. Statistical Information Reporting Branch. II. Series: 
Transportation Systems Center. Report - Transportation Sys- 
tems Center ; DOT-TSC-RSPA-79-19. 

OCLC 4172551 


CONGRESS 


X.94/2:122/pt.25 
United States. Congress. 

[Congressional record] 

Congressional record; proceedings and debates of the Con- 
gress. Permanent ed. Washington, [for sale by the Supt. of 
Docs., U.S. Govt. Print. Off.] 

20402 

29 cm. 

$20.00 

v. 1- 43d Cong., Ist sess.- ; 1873- 

Vol. 122, pt. 25: Proceedings and debates of the 94th 
Cong., 2d sess., Sept. 22-28, 1976. 

An index is issued for each session which includes History 
of bills and resolutions. 

Beginning with the 80th Cong., Mar. 1947, a section, Daily 
digest, is included. 

Appendices issued for the 43d-83d Cong., Ist sess., 1873- 
1953. 

Preceded by the Debates and proceedings in the Congress 
of the United States, Ist-18th Cong., Ist sess.; the Register of 
debates in Congress, 18th Cong., 2d sess.-25th Cong., Ist sess.; 
and the Congressional globe, 23d-42d Cong. 

@ltem 993 

S/N 052-000-00538-8 

1. United States — Politics and government — Periodicals. 
2. Legislation — United States — Periodicals. I. Title. 

J11.R5 


80-5266 


12-036438 rev 
OCLC 2559927 
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Congressional Record 


80-5267 
X.94/2:122/pt.28 
United States. Congress. 

[Congressional record] 

Congressional record; proceedings and debates of the Con- 
gress. Index. Permanent ed. Washington, [for sale by the 
Supt. of Docs., U.S. Govt. Print. Off.] 

20402 

29 cm. 

$19.00 

v. 1- 43d Cong., Ist sess.- ; 1873- 

Proceedings and debates of the 94th Congress, 2d sess., 
Index, v. 122, pt. 28, Jan. 19-Oct. 1, 1976. 

Includes History of bills and resolutions. 

Annual. 

@ltem 993 

S/N 052-000-00541-8 

Related records: Congressional record index ISSN 0364- 
7544 

1. United States. Congress. Congressional record — Index- 
es — Periodicals. 2. United States— Politics and govern- 
ment — Indexes — Periodicals. 3. Legislation — United 
States — Indexes — Periodicals. I. Title. 

J11.R5 


12-036438 rev 
OCLC 2559927 


80-5268 
X.94/2:122/pt.29 
United States. Congress. 

[Congressional record] 

Congressional record. Daily digest of the Congress. Perma- 
nent ed. Washington, [for sale by the Supt. of Docs., U.S. 
Govt. Print. Off.] 

20402 

29 cm. 

$15.00 

80th Cong.- ; 1947- 

Vol. 122, pt. 29: Daily digest of the 94th Cong., 2d sess. 
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Nov. 16, 1979. 

@ltem 1008-A. 1008-A-2 (microfiche) 

pbk. 

1. Land use, Rural — United States. 2. Agricultural laws 
and legislation — United States. I. Title. Il. Series: United 
States. 96th Congress, Ist session, 1979. House. Report ; no. 
96-654. 

OCLC 5771327 
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80-5304 80-5307 
X 96-1:H.rp.655 


United States. Congress. Conference Committees, 1979. 


X 96-1:Pub.Law 79 
United States. Laws, statutes, etc. 


Justice system improvement act of 1979 : conference report 
to accompany S. 241. — [Washington : U.S. Govt. Print. Off., 
1979] 

81 p. ; 24 cm. — (House report - 96th Congress, Ist session 
; no. 96-655) 

Caption title. 

Nov. 16, 1979. 

@ltem 1008-A, 1008-A-2 (microfiche) 

pbk. 

1. Criminal justice, Administration of — United States. 2. 
United States. Law Enforcement Assistance Administration. 
I. Title. II. Series: United States. 96th Congress, Ist session, 
1979. House. Report ; no. 96-655. 

OCLC 5766925 


80-5305 


X 96-1:Pub.Law 69 
United States. Laws, statutes, etc. 

An act making appropriations for energy and water devel- 
opment for the fiscal year ending September 30, 1980, and for 
other purposes. — [Washington : for sale by the Supt. of 
Docs., U.S. Govt. Print. Off., 1979] 

20402 

[15] p. ; 24cm. — (Public Law ; 96-69) 

Caption title. 

H.R. 4388 enacted into Pub. Law 96-69. 

Approved Sept. 25, 1979. 

“93 STAT. 437.” 

@ltem 575 

pbk. 

1. Water resources development — United States — Fi- 
nance. 2. Power resources— United States — Finance. 3. 
United States — Appropriations and expenditures, 1980. I. 
Title. II. Series. 

OCLC 5737130 


Health planning and resources development amendments of 
1979 : [an act to amend titles XV and XVI of the Public 
health service act to revise and extend the authorities and 
requirements under those titles for health planning and health 
resources development, and for other purposes]. — [Washing- 
ton : for sale by the Supt. of Docs., U.S. Govt. Print. Off., 
1979] 

20402 

[49] p. ; 24 cm. — (Public Law ; 96-79) 

S. 544 enacted into Pub. Law 96-79. 

Approved Oct. 4, 1979. 

“93 STAT. 592.” 

@ltem 575 

pbk. : $1.80 

1. Health planning — Law and legislation — United States. 
2. Health facilities — Law and legislation — United States. I. 
Title. II. Series. 

OCLC 5721325 


80-5308 


X 96-1:Pub.Law 84 


United States. Laws, statutes, etc. 


An act to amend the Unemployment compensation amend- 
ments of 1976 with respect to the National Commission on 
Unemployment Compensation, and for other purposes. — 
[Washington : for sale by the Supt. of Docs., U.S. Govt. 
Print. Off., 1979} 

20402 

[2] p. ; 24 cm. — (Public Law ; 96-84) 

Caption title. 

H.R. 3920 enacted into Pub. Law 96-84. 

Approved Oct. 10, 1979. 

“93 STAT. 653.” 

@ltem 575 

pbk. : $0.60 

1. United States. National Commission on Unemployment 
Compensation. I. Title. II. Series. 

OCLC 5739383 


80-5309 
80-5306 X 96-1:Pub.Law 85 
United States. Laws, statutes, etc. 


An act to amend the International travel act of 1961 to 


X 96-1:Pub.Law 74 
United States. Laws, statutes, etc. 


An act making appropriations for the Treasury Depart- 
ment, the United States Postal Service, the Executive Office 
of the President, and certain independent agencies, for the 
fiscal year ending September 30, 1980, and for other pur- 
poses. — [Washington : for sale by the Supt. of Docs., U.S. 
Govt. Print. Off., 1979] 

20402 

[19] p. ; 24cm. — (Public Law ; 96-74) 

Caption title. 

H.R. 4393 enacted into Pub. Law 96-74. 

Approved Sept. 29, 1979. 

“93 STAT. 559.” 

@ltem 575 

pbk. : $1.00 

1. United States. Treasury Dept. — Appropriations and ex- 
penditures. 2. United States Postal Service — Appropriations 
and expenditures. 3. United States — Appropriations and ex- 
penditures, 1980. I. Title. II. Series. 

OCLC 5739197 


authorize additional appropriations, and for other purposes. — 
[Washington : for sale by the Supt. of Docs., U.S. Govt. 
Print. Off., 1979] 

20402 

[1] p. ; 24cm. — (Public Law ; 96-85) 

S. 233 enacted into Pub. Law 96-85. 

Approved Oct. 10, 1979. 

“93 STAT. 655.” 

@ltem 575 

pbk. : $0.60 

1. United States. Travel Service — Appropriations and ex- 
penditures. 2. Tourist trade — Law and legislation — United 
States. I. Title. II. Series. 
OCLC 5721344 


80-5310 


X 96-1:Pub.Law 86 


United States. Laws, statutes, etc. 


Continuing appropriations, 1980 : [joint resolution making 
continuing appropriations for the fiscal year 1980, and for 
other purposes].— [Washington : for sale by the Supt. of 
Docs., U.S. Govt. Print. Off., 1979] 

20402 

[8] p. ; 24cm. — (Public Law ; 96-86) 
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H.J. Res. 412 enacted into Pub. Law 96-86. 

Approved Oct. 12, 1979. 

“93 STAT. 656.” 

@ltem 575 

pbk. : $0.80 

1. United States— Appropriations and expenditures, 1980. 
I. Title. II. Series. 
OCLC 5721258 


80-5311 


X 96-1:Pub.Law 88 
United States. Laws, statutes, etc. 

Department of Education organization act : [an act to es- 
tablish a Department of Education, and for other pur- 
poses]. — [Washington : for sale by the Supt. of Docs., U.S. 
Govt. Print. Off., 1979] 

20402 

[29] p. ; 23 cm. — (Public Law ; 96-88) 

S. 210 enacted into Pub. Law 96-88. 

Approved Oct. 17, 1979. 

“93 STAT. 668.” 

@ltem 575 

pbk. : $1.30 

1. United States. Dept. of Education. I. Title. II. Series. 
OCLC 5721212 


80-5312 


X 96-1:Pub.Law 90 
United States. Laws, statutes, etc. 

Lottery material, transportation or mailing to a foreign 
country : [an act to amend title 18 of the United States Code 
to allow the transportation or mailing to a foreign country of 
material concerning a lottery authorized by that foreign coun- 
try, and for other purposes]. — [Washington : for sale by the 
Supt. of Docs., U.S. Govt. Print. Off., 1979] 

20402 

[2] p. ; 24 cm. — (Public Law ; 96-90) 

H.R. 1301 enacted into Pub. Law 96-90. 

Approved Oct. 23, 1979. 

“93 STAT. 698.” 

@ltem 575 

pbk. : $0.60 

1. Lotteries—Law and legislation— United States. I. 
Title. II. Series. 

OCLC 5721289 


80-5313 


X 96-1:Pub.Law 92 
United States. Laws, statutes, etc. 

An act to amend the Foreign assistance act of 1961 and the 
Arms export control act to authorize international security 
assistance programs for fiscal year 1980, and for other pur- 
poses. — [Washington : for sale by the Supt. of Docs., U.S. 
Govt. Print. Off., 1979] 

20402 

[12] p. ; 24cm. — (Public Law ; 96-92) 

Caption title. 

H.R. 3173 enacted into Pub. Law 96-92. 

Approved Oct. 29, 1979. 

“93 STAT. 701.” 

@ltem 575 

pbk. : $0.80 

1. Military assistance, American. I. Title. II. Series. 
OCLC 5739453 
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80-5314 
X 96-1:Pub.Law 93 
United States. Laws, statutes, etc. 

An act making appropriations for the government of the 
District of Columbia and other activities chargeable in whole 
or in part against the revenues of said District for the fiscal 
year ending September 30, 1980, and for other purposes. — 
[Washington : for sale by the Supt. of Docs., U.S. Govt. 
Print. Off., 1979] 

20402 

[7] p. ; 24. cm. — (Public Law ; 96-93) 

Caption title. 

H.R. 4580 enacted into Pub. Law 96-93. 

Approved Oct. 30, 1979. 

“93 STAT. 713.” 

@ltem 575 

pbk. : $0.70 

1. District of Columbia — Appropriations and expenditures. 
I. Title. II. Series. 

OCLC 5739413 


80-5315 
X 96-1:Pub.Law 95 
United States. Laws, statutes, etc. 

An act to protect archaeological resources on public lands 
and Indian lands, and for other purposes. — [Washington : for 
sale by the Supt. of Docs., U.S. Govt. Print. Off., 1979] 

20402 

[8] p. ; 24 cm. — (Public Law ; 96-95) 

Caption title. 

H.R. 1825 enacted into Pub. Law 96-95. 

Approved Oct. 31, 1979. 

“93 STAT. 721.” 

@ltem 575 

pbk. : $0.70 

1. Archaeology and state— United States. 2. Archaeo- 
logy— Law and _legislation— United States. 3. United 
States — Antiquities — Collection and preservation. I. Title. 
II. Series. 

OCLC 5739439 


80-5316 
X 96-1:Pub.Law 97 
United States. Laws, statutes, etc. 

An act to amend section 15(d) of the Tennessee Valley 
Authority act of 1933 to increase the amount of debt which 
may be incurred by the Tennessee Valley Authority. — 
(Washington : for sale by the Supt. of Docs., U.S. Govt. 
Print. Off., 1979] 

20402 

[1] p. ; 24 cm. — (Public Law ; 96-97) 

S. 436 enacted into Pub. Law 96-97. 

Approved Oct. 31, 1979. 

“93 STAT. 730.” 

@ltem 575 

pbk. : $0.60 

1. Tennessee Valley Authority. 2. Debts, Public — United 
States. 3. Finance, Public— United States. I. Title. II. 
Series. 

OCLC 5741192 


80-5317 
X 96-1:Pub.Law 98 
United States. Laws, statutes, etc. 

An act to amend chapter 25 of title 44, United States Code, 
to extend for one year the authorization of appropriations for 
the National Historical Publications and Records Commission, 
and for other purposes. — [Washington : for sale by the Supt. 
of Docs., U.S. Govt. Print. Off., 1979] 

20402 

[1] p. ; 24 cm. — (Public Law ; 96-98) 





H.R. 3923 enacted into Pub. Law 96-98. 

Approved Nov. 1, 1979. 

“93 STAT. 731.” 

@ltem 575 

pbk. : $0.60 

1. United States. National Historical Publications and Rec- 
ords Commission. I. Title. II. Series. 
OCLC 5739605 


80-5318 
X 96-1:Pub.Law 99 
United States. Laws, statutes, etc. 

Joint resolution designating November 4, 1979, as “Will 
Rogers Day”. — [Washington : for sale by the Supt. of Docs., 
U.S. Govt. Print. Off., 1979] 

20402 

[1] p. ; 24 cm. — (Public Law ; 96-99) 

H.J. Res. 3 enacted into Pub. Law 96-99. 

Approved Nov. 2, 1979. 

“93 STAT. 732.” 

@ltem 575 

pbk. : $0.60 

1. Will Rogers Day. 
OCLC 5736739 


I. Title. II. Series. 


80-5319 
X 96-1:Pub.Law 100 
United States. Laws, statutes, etc. 

An act to authorize appropriations for fiscal year 1980 for 
intelligence and intelligence-related activities of the United 
States Government, for the Intelligence Community Staff, and 
for the Central Intelligence Agency Retirement and Disability 
System, to authorize supplemental appropriations for fiscal 
year 1979 for the intelligence and intelligence-related activi- 
ties of the United States Government, and for other pur- 
poses. — [Washington : for sale by the Supt. of Docs., U.S. 
Govt. Print. Off., 1979] 

20402 

[3] p. ; 24 cm. — (Public Law ; 96-100) 

Caption title. 

S. 975 enacted into Pub. Law 96-100. 

Approved Nov. 2, 1979. 

“93 STAT. 733.” 

@ltem 575 

pbk. : $0.60 

1. Intelligence service — United States. 
Appropriations and expenditures, 1980. 
OCLC 5739250 


2. United States — 
I. Title. II. Series. 


80-5320 
X 96-1:Pub.Law 101 
United States. Laws, statutes, etc. 

Milwaukee Railroad restructuring act : [an act to provide 
for the orderly restructuring of the Milwaukee Railroad, and 
for the protection of the employees of such railroad]. — 
(Washington : for sale by the Supt. of Docs., U.S. Govt. 
Print. Off., 1979] 

20402 

[13] p. ; 24cm. — (Public Law ; 96-101) 

S. 1905 enacted into Pub. Law 96-101. 

Approved Nov. 4, 1979. 

“93 STAT. 736.” 

@ltem 575 

pbk. : $0.90 

1. Chicago, Milwaukee, St. Paul, and Pacific Railroad 
Company. 2. Railroad law— United States. 3. United 
States — Economic conditions —1971- I. Title. II. Series. 
OCLC 5778667 
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80-5321 
X 96-1:Pub.Law 102 
United States. Laws, statutes, etc. 

An act to establish an emergency program for the conser- 
vation of energy and to provide for a standby rationing plan 
for motor fuel.—[Washington : for sale by the Supt. of 
Docs., U.S. Govt. Print. Off., 1979] 

20402 

[22] p. ; 24 cm. — (Public Law ; 96-102) 

Caption title. 

S. 1030 enacted into Pub. Law 96-102. 

Approved Nov. 5, 1979. 

“93 STAT. 749.” 

@ltem 575 

pbk. : $1.10 

1. Energy conservation— Law and legislation — United 
States. 2. Energy policy— United States. I. Title. II. 
Series. 

OCLC 5781515 


80-5322 
X 96-1:Pub.Law 103 
United States. Laws, statutes, etc. 

An act making appropriations for the Department of Hous- 
ing and Urban Development, and for sundry independent 
agencies, boards, commissions, corporations, and offices for 
the fiscal year ending September 30, 1980, and for other 
purposes. — [Washington : for sale by the Supt. of Docs., U.S. 
Govt. Print. Off., 1979] 

20402 

[18] p. ; 24 cm. — (Public Law ; 96-103) 

Caption title. 

H.R. 4394 enacted into Pub. Law 96-103. 

Approved Nov. 5, 1979. 

“93 STAT. 771.” 

@ltem 575 

pbk. : $1.10 

1. United States. Dept. of Housing and Urban Develop- 
ment — Appropriations and expenditures. 2. United States — 
Appropriations and expenditures, 1980. I. Title. II. Series. 
OCLC 5781573 


80-5323 
X 96-1:Pub.Law 104 
United States. Laws, statutes, etc. 

An act to authorize on a temporary basis certain business 
and agricultural loans, notwithstanding interest limitations in 
State constitutions or statutes, and for other purposes. — 
[Washington : for sale by the Supt. of Docs., U.S. Govt. 
Print. Off., 1979] 

20402 

[5] p. ; 24 cm. — (Public Law ; 96-104) 

Caption title. 

H.R. 2515 enacted into Pub. Law 96-104. 

Approved Nov. 5, 1979. 

“93 STAT. 789.” 

@ltem 575 

pbk. : $0.70 

1. Usury laws— United States— States. I. Title. 
Series. 

OCLC 5781600 
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80-5324 
X 96-1:Pub.Law 106 
United States. Laws, statutes, etc. 
Surface transportation assistance act of 1978, amendment : 
[an act to amend title 23 of the United States Code, the 
Surface transportation assistance act of 1978, and for other 
purposes]. — [Washington : for sale by the Supt. of Docs., 
U.S. Govt. Print. Off., 1979] 
20402 
[7] p. ; 24 cm. — (Public Law ; 96-106) 
H.R. 4249 enacted into Pub. Law 96-106. 
Approved Nov. 9, 1979. 
“93 STAT. 796.” 
@ltem 575 
pbk. : $0.70 
1. Federal aid to transportation — United States. 2. Trans- 
portation — United States — Finance. I. Title. II. Series. 
OCLC 5778642 


80-5325 
X 96-1:Pub.Law 107 
United States. Laws, statutes, etc. 

An act to authorize appropriations for fiscal year 1980 for 
procurement of aircraft, missiles, naval vessels, tracked 
combat vehicles, torpedoes, and other weapons and for re- 
search, development, test, and evaluation for the Armed 
Forces ....— [Washington : for sale by the Supt. of Docs., 
U.S. Govt. Print. Off., 1979] 

20402 

[18] p. ; 24cm. — (Public Law ; 96-107) 

Caption title. 

S. 428 enacted into Pub. Law 96-107. 

Approved Nov. 9, 1979. 

“93 STAT. 803.” 

@ltem 575 

pbk. : $1.10 

1. United States. Dept. of Defense — Appropriations and 
expenditures. 2. United States— Armed Forces — Procure- 
ment. I. Title. II. Series. 

OCLC 5781393 


80-5326 
X 96-1:Pub.Law 108 
United States. Laws, statutes, etc. 

An act making appropriations for Agriculture, rural devel- 
opment and related agencies programs for the fiscal year 
ending September 30, 1980, and for other purposes. — [Wash- 
ington : for sale by the Supt. of Docs., U.S. Govt. Print. Off., 
1979] 

20402 

[21] p. ; 24cm. — (Public Law ; 96-108) 

Caption title. 

H.R. 4387 enacted into Pub. Law 96-108. 

Approved Nov. 9, 1979. 

“93 STAT. 821.” 

@ltem 575 

pbk. : $1.10 

1. United States. Dept. of Agriculture — Appropriations 
and expenditures. 2. United States — Appropriations and ex- 
penditures, 1980. I. Title. II. Series. 

OCLC 5781349 
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80-5327 


X 96-1:Pub.Law 110 


United States. Laws, statutes, etc. 


An act to authorize additional appropriations for migration 
and refugee assistance for the fiscal years 1980 and 1981 and 
to authorize humanitarian assistance for the victims of the 
famine in Cambodia. — [Washington : for sale by the Supt. of 
Docs., U.S. Govt. Print. Off., 1979] 

20402 

[2] p. ; 24 cm. — (Public Law ; 96-110) 

Caption title. 

H.R. 4955 enacted into Pub. Law 96-110. 

Approved Nov. 13, 1979. 

“93 STAT. 843.” 

@ltem 575 

pbk. : $0.60 

1. Refugees — Legal status, laws, etc. — United States. 2. 
Disaster relief — Cambodia. 3. United States. Dept. of 
State— Appropriations and expenditures. I. Title. II. 
Series. 

OCLC 5781213 


80-5328 


X 96-1:Pub.Law 111 


United States. Laws, statutes, etc. 


An act to revitalize the pleasure cruise industry by clarify- 
ing and waiving certain restrictions in the Merchant marine 
act, 1936, and the Merchant marine act, 1920, to permit the 
entry of the steamship vessel United States, steamship vessel 
Oceanic Independence, steamship vessel Santa Rosa, and the 
steamship vessels Mariposa and Monterey into the trade. — 
[Washington : for sale by the Supt. of Docs., U.S. Govt. 
Print. Off., 1979] 

20402 

[2] p. ; 24cm. — (Public Law ; 96-111) 

Caption title. 

S. 1281 enacted into Pub. Law 96-111. 

Approved Nov. 15, 1979. 

“93 STAT. 845.” 

@ltem 575 

pbk. : $0.60 

1. Passenger ships— United States. 2. Coastwise ship- 
ping — Law and legislation— United States. 3. Maritime 
law — United States. I. Title. II. Series. 

OCLC 5781296 


80-5329 


X 96-1:Pub.Law 112 


United States. Laws, statutes, etc. 


An act to authorize appropriations for the fiscal year 1980 
for certain maritime programs of the Department of Com- 
merce, and for other purposes. — [Washington : for sale by 
the Supt. of Docs., U.S. Govt. Print. Off., 1979] 

20402 

[3] p. ; 24 cm. — (Public Law ; 96-112) 

Caption title. 

S. 640 enacted into Pub. Law 96-112. 

Approved Nov. 16, 1979. 

“93 STAT. 847.” 

@ltem 575 

pbk. : $0.60 

1. United States. Dept. of Commerce — Appropriations and 
expenditures. I. Title. II. Series. 

OCLC 5781254 





80-5330 


X 96-1:Pub.Law 115 
United States. Laws, statutes, etc. 

Joint resolution to authorize the President to issue a procla- 
mation designating the week beginning on November 18, 
1979, as “National Family Week”. — [Washington : for sale 
by the Supt. of Docs., U.S. Govt. Print. Off., 1979] 

20402 

[1] p. ; 24cm. — (Public Law ; 96-115) 

H.J. Res. 68 enacted into Pub. Law 96-115. 

Approved Nov. 16, 1979. 

“93 STAT. 856.” 

@ltem 575 

pbk. : $0.60 

1. National Family Week. I. Title. II. Series. 

OCLC 5778352 


80-5331 


X 96-1:Pub.Law 122 


United States. Laws, statutes, etc. 


District of Columbia retirement reform act : [an act to 
establish an actuarially sound basis for financing retirement 
benefits for police officers, fire fighters, teachers, and judges 
of the District of Columbia and to make certain changes in 
such benefits]. — [Washington : for sale by the Supt. of Docs., 
U.S. Govt. Print. Off., 1979] 

20402 

[57] p. ; 24 cm. — (Public Law ; 96-122) 

S. 1037 enacted into Pub. Law 96-122. 

Approved Nov. 17, 1979. 

“93 STAT. 866.” 

@ltem 575 

pbk. : $1.90 

1. District of Columbia — Officials and employees — Pen- 
sions. 2. Civil service pensions — District of Columbia. I. 
Title. II. Series. 

OCLC 5781633 


80-5332 


X 96-1:Pub.Law 123 
United States. Laws, statutes, etc. 

Joint resolution making further continuing appropriations 
for the fiscal year 1980, and for other purposes. — [Washing- 
ton : for sale by the Supt. of Docs., U.S. Govt. Print. Off., 
1979] 

20402 

[4] p. ; 24. cm. — (Public Law ; 96-123) 

Caption title. 

H.J. Res. 440 enacted into Pub. Law 96-123. 

Approved Nov. 20, 1979. 

“93 STAT. 923.” 

@ltem 575 

pbk. : $0.60 

1. United States — Appropriations and expenditures, 1980. 
I. Title. II. Series. 

OCLC 5781325 


80-5333 


X 96-1:S.rp.69 
United States. Congress. Senate. Committee on Commerce, Sci- 
ence, and Transportation. 

Disapproving contingency plan no. 1 (conservation plan 
relating to weekend gasoline sales restrictions) submitted to 
Congress on March 1, 1979 : report to accompany S. Res. 
139. — [Washington : U.S. Govt. Print. Off., 1979] 

59 p. : ill. ; 24 cm. — (Senate report - 96th Congress, Ist 
session ; no. 96-69) 

Caption title. 

Apr. 18, 1979. 
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@ltem 1008-A, 1008-A-2 (microfiche) 

pbk. 

1. Gasoline supply — United States. 2. Rationing, Con- 
sumer — United States. 3. Energy conservation — United 
States. I. Title. II. Series: United States. 96th Congress, Ist 
session, 1979. Senate. Report ; no. 96-69. 

OCLC 5739280 


80-5334 


X 96-1:S.rp.297 


United States. Congress. Senate. Committee on Commerce, Sci- 


ence, and Transportation. 

NOAA Corps status equalization legislation : report to ac- 
company S. 1454.— [Washington : U.S. Govt. Print. Off., 
1979] 

7 p. ; 24cm. — (Senate report - 96th Congress, Ist session ; 
no. 96-297) 

Caption title. 

Aug. 2, 1979. 

@ltem 1008-A, 1008-A-2 (microfiche) 

pbk. 

1. United States. National Oceanic and Atmospheric Ad- 
ministration — Officials and employees. 2. Insurance, Unem- 
ployment — United States. I. Title. II. Series: United 
States. 96th Congress, Ist session, 1979. Senate. Report ; no. 
96-297. 

OCLC 5753323 


80-5335 


X 96-1:S.rp.362 


United States. Congress. Senate. Committee on the Judiciary. 


The Judicial conduct and disability act of 1979 : report 
together with additional views to accompany S. 1873. — 
[Washington : U.S. Govt. Print. Off., 1979] 

36 p. ; 24 cm. — (Senate report - 96th Congress, Ist session 
; no. 96-362) 

Caption title. 

Oct. 10, 1979. 

Includes bibliographical references. 

@ltem 1008-A, 1008-A-2 (microfiche) 

pbk. 

1. Judges — United States— Appointment, qualifications, 
tenure, etc. 2. Disqualification of judges — United States. I. 
Title. II. Series: United States. 96th Congress, Ist session, 
1979. Senate. Report ; no. 96-362. 

OCLC 5795223 


80-5336 


X 96-1:S.rp.368 


United States. Congress. Senate. Committee on Banking, Hous- 


ing, and Urban Affairs. 

Depository institutions deregulation act : report of the 
Committee on Banking, Housing, and Urban Affairs, United 
States Senate, to accompany H.R. 4986 together with addi- 
tional views. — Washington : U.S. Govt. Print. Off., 1979. 

ili, 46 p. ; 24 cm.— (Senate report - 96th Congress, Ist 
session ; no. 96-368) 

Oct. 15, 1979. 

@ltem 1008-A, 1008-A-2 (microfiche) 

pbk. 

1. Banking law — United States. 2. NOW accounts — Law 
and legislation — United States. I. Title. II. Series: United 
States. 96th Congress, Ist session, 1979. Senate. Report ; no. 
96-368. 

OCLC 5795288 
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80-5337 
X 96-1:S.rp.374 
United States. Congress. Senate. Committee on Banking, Hous- 
ing, and Urban Affairs. 

Solar Energy Development Bank act : report of the Com- 
mittee on Banking, Housing, and Urban Affairs, United States 
Senate, to accompany S. 1716, together with additional 
views. — Washington : U.S. Govt. Print. Off., 1979. 

iii, 21 p. ; 24 cm.— (Senate report - 96th Congress, Ist 
session ; no. 96-374) 

Oct. 17, 1979. 

@ltem 1008-A, 1008-A-2 (microfiche) 

pbk. 

1. Solar Energy Development Bank. 2. Solar energy — 
Law and legislation — United States. I. Title. II. Series: 
United States. 96th Congress, Ist session, 1979. Senate. Report 
; no. 96-374. 

OCLC 5753280 


80-5338 
X 96-1:S.rp.385 
United States. Congress. Senate. Committee on Finance. 

Improvements to the Trade adjustment assistance program : 
report to accompany H.R. 1543. — [Washington : U.S. Govt. 
Print. Off., 1979] 

51 p. ; 24 cm. — (Senate report - 96th Congress, Ist session 
; no. 96-385) 

Caption title. 

Oct. 30, 1979. 

@ltem 1008-A, 1008-A-2 (microfiche) 

pbk. 

1. Trade adjustment assistance — Law and legislation — 
United States. I. Title. II. Series: United States. 96th Con- 
gress, Ist session, 1979. Senate. Report ; no. 96-385. 

OCLC 5721171 


80-5339 
X 96-1:S.rp.387 
United States. Congress. Senate. Committee on Banking, Hous- 
ing, and Urban Affairs. 

Extending the Defense production act of 1950, as amended 
: report of the Committees on Banking, Housing, and Urban 
Affairs and Energy and Natural Resources, United States 
Senate, together with additional, supplemental, and minority 
views to accompany S. 932. — Washington : U.S. Govt. Print. 
Off., 1979. 

ii, 300 p. ; 23 cm. — (Senate report - 96th Congress, Ist 
session ; no. 96-387) 

Oct. 30, 1979. 

@ltem 1008-A, 1008-A-2 (microfiche) 

pbk. 

1. Synthetic fuels — Law and legislation — United States. 
2. Strategic materials — Law and legislation — United States. 
I. United States. Congress. Senate. Committee on Energy and 
Natural Resources. II. Title. III. Series: United States. 96th 
Congress, Ist session, 1979. Senate. Report ; no. 96-387. 
OCLC 5721132 


80-5340 
X 96-1:S.rp.394 
United States. Congress. Senate. Committee on Finance. 

Crude oil windfall profit tax act of 1979 : report of the 
Committee on Finance, United States Senate, together with 
additional and supplemental views on H.R. 3919. — Washing- 
ton : U.S. Govt. Print. Off., 1979. 

v, 185 p. : graphs : 24 cm.— (Senate report - 96th Con- 
gress, Ist session ; no. 96-394) 

Nov. 1, 1979. 

@ltem 1008-A, 1008-A-2 (microfiche) 

pbk. 
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1. Excess profits tax — United States. 2. Petroleum law 
and legislation — United States. I. Title. II. Series: United 
States. 96th Congress, Ist session, 1979. Senate. Report ; no. 
96-394. 

OCLC 5711797 


80-5341 
X 96-1:S.rp.396 
United States. Congress. Senate. Select Committee on Indian 
Affairs. 
Amending the act of October 21, 1978 (92 STAT. 1675), to 
correct an erroneous land description : report to accompany 
H.J. Res. 199. — [Washington : U.S. Govt. Print. Off., 1979] 


3 p. ; 24 cm. — (Senate report - 96th Congress, Ist session ; 
no. 96-396) 

Caption title. 

Nov. 1, 1979. 

@ltem 1008-A, 1008-A-2 (microfiche) 

pbk. 

1. Indians of North America — New Mexico — Land trans- 
fers. 2. Pueblo Indians — Legal status, laws, etc. I. Title. 
II. Series: United States. 96th Congress, Ist session, 1979. 
Senate. Report ; no. 96-396. 

OCLC 5721033 


80-5342 
X 96-1:S.rp.397 
United States. Congress. Senate. Select Committee on Indian 
Affairs. 

Waiver of Indian Claims Commission act statute of limita- 
tions for Cow Creek Band of Umpqua Indians : report to 
accompany S. 668.— [Washington : U.S. Govt. Print. Off., 
1979] 

7 p. ; 24cm. — (Senate report - 96th Congress, Ist session ; 
no. 96-397) 

Caption title. 

Nov. 1, 1979. 

@ltem 1008-A, 1008-A-2 (microfiche) 

pbk. 

1. Umpqua Indians — Claims. 2. Umpqua Indians — Legal 
status, laws, etc. I. Title. II. Series: United States. 96th 
Congress, Ist session, 1979. Senate. Report ; no. 96-397. 
OCLC 5720977 


80-5343 
X 96-1:S.rp.398 
United States. Congress. Senate. Select Committee on Indian 
Affairs. 

Native Hawaiian education act : report to accompany S. 
916. — [Washington : U.S. Govt. Print. Off., 1979] 

13 p. ; 24 cm. — (Senate report - 96th Congress, Ist session 
; no. 96-398) 

Caption title. 

Nov. 1, 1979. 

@ltem 1008-A, 1008-A-2 (microfiche) 

pbk. 

1. Hawaiians — Legal status, laws, etc. — United States. 2. 
Federal aid to education— Hawaii. I. Title. II. Series: 
United States. 96th Congress, Ist session, 1979. Senate. Report 
; no. 96-398. 

OCLC 5736639 


80-5344 
X 96-1:S.rp.400 
United States. Congress. Senate. Committee on Agriculture, Nu- 
trition, and Forestry. 
Milk price support : report to accompany S. 6. — [Washing- 
ton : U.S. Govt. Print. Off., 1979] 


8 p. ; 24cm. — (Senate report - 96th Congress, Ist session ; 
no. 96-400) 





Caption title. 

Nov. 6, 1979. 

@ltem 1008-A, 1008-A-2 (microfiche) 

pbk. 

i. Milk — Prices — United States. 
supports — United States. 3. Dairy laws — United States. I. 
Title. II. Series: United States. 96th Congress, Ist session, 
1979. Senate. Report ; no. 96-400. 

OCLC 5740224 


80-5345 


2. Agricultural price 


X 96-1:S.rp.401 
United States. Congress. Senate. Committee on the Judiciary. 

Junior Achievement Week : report to accompany S.J. Res. 
107. — [Washington : U.S. Govt. Print. Off., 1979] 

[1] p. ; 24 cm. — (Senate report - 96th Congress, Ist session 
; no. 96-401) 

Nov. 6, 1979. 

@ltem 1008-A, 1008-A-2 (microfiche) 

pbk. 

1. Junior Achievement Week. I. Title. II. Series: United 
States. 96th Congress, Ist session, 1979. Senate. Report ; no. 
96-401. 

OCLC 5736776 


80-5346 
X 96-1:S.rp.407 
United States. Congress. Senate. Committee on Appropriations. 

Military construction appropriation bill, 1980 : report to 
accompany H.R. 4391.— [Washington : U.S. Govt. Print. 
Off., 1979] 

60 p. ; 24 cm. — (Senate report - 96th Congress, Ist session 
; no. 96-407) 

Caption title. 

Nov. 8, 1979. 

@ltem 1008-A, 1008-A-2 (microfiche) 

pbk. 

1. United States. Dept. of Defense — Appropriations and 
expenditures. 2. United States— Armed Forces — Military 
construction operations. I. Title. II. Series: United States. 
96th Congress, Ist session, 1979. Senate. Report ; no. 96-407. 
OCLC 5753357 


80-5347 
X 96-1:S.rp.408 
United States. Congress. Senate. Committee on Finance. 

Social security disability amendments of 1979 : report of the 
Committee on Finance, United States Senate, on H.R. 3236 
... — Washington : U.S. Govt. Print. Off., 1979. 

v, 214 p. ; 24 cm.— (Senate report - 96th Congress, Ist 
session ; no. 96-408) 

Nov. 8, 1979. 

@ltem 1008-A, 1008-A-2 (microfiche) 

pbk. 

1. Insurance, Disability — United States. I. Title. II. 
Series: United States. 96th Congress, Ist session, 1979. Senate. 
Report ; no. 96-408. 

OCLC 5720932 
80-5348 
X 96-1:S.rp.409 
United States. Congress. Conference Committees, 1979. 

Military construction authorization act, 1980 : conference 
report to accompany S. 1319.— [Washington : U.S. Govt. 
Print. Off., 1979] 

39 p. ; 24 cm. — (Senate report - 96th Congress, Ist session 
; no. 96-409) 

Caption title. 

Nov. 8, 1979. 

@Item 1008-A, 1008-A-2 (microfiche) 

pbk. 
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1. United States. Dept. of Defense — Appropriations and 
expenditures. 2. United States— Armed Forces — Military 
construction operations. I. Title. II. Series: United States. 
96th Congress, Ist session, 1979. Senate. Report ; no. 96-409. 
OCLC 5758445 


80-5349 
X 96-1:S.rp.410 
United States. Congress. Conference Committees, 1979. 

Naval petroleum and oil shale reserves authorization act, 
1980 : conference report to accompany H.R. 3354. — [Wash- 
ington : U.S. Govt. Print. Off., 1979] 

4 p. ; 24cm. — (Senate report - 96th Congress, Ist session ; 
no. 96-410) 

Caption title. 

Nov. 8, 1979. 

@ltem 1008-A, 1008-A-2 (microfiche) 

pbk. 

1. United States. Dept. of Energy — Appropriations and 
expenditures. 2. Petroleum law and _ legislation — United 
States. I. Title. II. Series: United States. 96th Congress, Ist 
session, 1979. Senate. Report ; no. 96-410. 

OCLC 5758495 


80-5350 
X 96-1:S.rp.412 
United States. Congress. Conference Committees, 1979. 

Domestic volunteer service act amendments of 1979 : con- 
ference report to accompany S. 239.— [Washington : U.S. 
Govt. Print. Off., 1979] 

23 p. ; 24 cm. — (Senate report - 96th Congress, Ist session 
; no. 96-412) 

Caption title. 

Nov. 9, 1979. 

@ltem 1008-A, 1008-A-2 (microfiche) 

pbk. 

1. Action (Service Corps) 2. Volunteer workers in social 
service — Legal status, laws, etc. — United States. I. Title. 
II. Series: United States. 96th Congress, Ist session, 1979. 
Senate. Report ; no. 96-412. 

OCLC 5758552 


80-5351 
X 96-1:S.rp.413 
United States. Congress. Senate. Committee on Energy and 
Natural Resources. 

Alaska national interest lands : report of the Committee on 
Energy and Natural Resources, United States Senate, together 
with additional views to accompany H.R. 39. — Washington : 
U.S. Govt. Print. Off., 1979. 

iii, 465 p., [1] fold. leaf : map ; 24 cm. — (Senate report - 
96th Congress, Ist session ; no. 96-413) 

Nov. 14, 1979. 

Includes bibliographical references. 

@ltem 1008-A, 1008-A-2 (microfiche) 

pbk. 

1. Alaska — Public lands. 2. United States — Public lands. 
I. Title. II. Series: United States. 96th Congress, Ist session, 
1979. Senate. Report ; no. 96-413. 

OCLC 5766638 


80-5352 
X 96-1:S.rp.416 
United States. Congress. Senate. Committee on the Judiciary. 
Civil rights of the institutionalized : report of the Commit- 
tee on the Judiciary, United States Senate, on S. 10 together 
with minority and additional views. — Washington : U.S. 
Govt. Print. Off., 1979. 


iii, 68 p. ; 24 cm.— (Senate report - 96th Congress, Ist 
session ; no. 96-416) 
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Commodity Futures Trading Commission 


Nov. 15, 1979. 

Includes bibliographical references. 

@ltem 1008-A, 1008-A-2 (microfiche) 

pbk. 

1. Inmates of institutions — Legal status, laws, etc. — 
United States. I. Title. II. Series: United States. 96th Con- 
gress, Ist session, 1979. Senate. Report ; no. 96-416. 

OCLC 5758524 


80-5353 
X 96-1:S.rp.422 
United States. Congress. Senate. Committee on Armed Services. 

Waiver of time limitation on the award of certain military 
decorations to members of the Intelligence and Reconnais- 
sance Platoon of the 394th Infantry Regiment, 99th Infantry 
Division : report to accompany H.R. 3407. — [Washington : 
U.S. Govt. Print. Off., 1979] 

6 p. ; 24 cm. — (Senate report - 96th Congress, Ist session ; 
no. 96-422) 

Caption title. 

Nov. 20, 1979. 

@ltem 1008-A, 1008-A-2 (microfiche) 

pbk. 

1. United States. Army. 394th Infantry Regiment. Intelli- 
gence and Reconnaissance Platoon. 2. Medals — Law and 
legislation — United States. I. Title. II. Series: United 
States. 96th Congress, Ist session, 1979. Senate. Report ; no. 
96-422. 

OCLC 5761463 


80-5354 
X 96-1:S.rp.424 
United States. Congress. Senate. Committee on Armed Services. 

Extension of expiring provisions of law relating to person- 
nel management of the Armed Forces, and for other purposes 
: report to accompany H.R. 5168. — [Washington : U.S. Govt. 
Print. Off., 1979] 

43 p. ; 24 cm. — (Senate report - 96th Congress, Ist session 
; no. 96-424) 

Caption title. 

Nov. 20, 1979. 

@ltem 1008-A, 1008-A-2 (microfiche) 

pbk. 

1. United States— Armed Forces — Personnel manage- 
ment. I. Title. II. Series: United States. 96th Congress, Ist 
session, 1979. Senate. Report ; no. 96-424. 

OCLC 5761504 


COMMODITY FUTURES TRADING 
COMMISSION 
Washington, DC 20581 


80-5355 
Y 3.C 73/5:2 Ec 7/2 
United States. Commodity Futures Trading Commission. 
Economic purposes of future trading. —[Washington] : 
Commodity Futures Trading Commission : for sale by the 
Supt. of Docs., U.S. Govt. Print. Off., 1978. 
20402 
16 p. : ill. ; 22 x 10 cm. — (CFTC; 102) 
March 1978. 
@ltem 39 
S/N 052-003-00562-0 
pbk. : $1.00 
1. Commodity exchanges — United States. I. Title. II. 
Series: United States. Commodity Futures Trading Commis- 
sion. CFTC ; 102. 
OCLC 5737235 
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80-5356 
Y 3.C 73/5:2 R 29 
United States. Commodity Futures Trading Commission. 
Commodity Futures Trading Commission : reparations. — 
Rev. Nov. 11, 1978. — [Washington] : Commodity Futures 
Trading Commission, 1978. 
2033 K St., N.W., 20581 
folder (8 p.) : ill. ; 22 x 10 cm. — (CFTC ; 101) 
@ltem 39 
pbk. 
1. United States. Commodity Futures Trading Commission. 
2. Complaints (Retail trade) I. Title. II. Series: United 
States. Commodity Futures Trading Commission. CFTC ; 
101. 
OCLC 4330053 


CONSUMER PRODUCT SAFETY 
COMMISSION 
Washington, DC 20207 


80-5357 
Y 3.C 76/3:2 C 76/2/979 
U.S. Consumer Product Safety Commission. — [Washington] : 
Consumer Product Safety Commission, 1979. 
20207 
[11] p. : ill. ; 23 x 10 cm. 
Cover title. 
October 1979. 
@ltem 1062-C 
pbk. 
1. United States. Consumer Product Safety Commission. _ I. 
United States. Consumer Product Safety Commission. 
OCLC 5739976 


80-5358 
Y 3.C 76/3:2 K/54/5 
United States. Consumer Product Safety Commission. 

For kids’ sake. — Washington : Consumer Product Safety 
Commission : for sale by the Supt. of Docs., U.S. Govt. Print. 
Off., 1979. 

20402 

folder (8 p.) : ill. ; 22 x 10 cm. 

November 1979. 

@ltem 1062-C 

S/N 052-011-00133-3 

pbk. : $5.50 per 50 

1. Toys — Safety measures. 
vention. I. Title. 

OCLC 5758987 


80-5359 


2. Children’s accidents — Pre- 


Y 3.C 76/3:11/15/979-2 
United States. Consumer Product Safety Commission. 

Tricycles. — Rev. Sept. 1979.— Washington : Consumer 
Product Safety Commission : for sale by the Supt. of Docs., 
U.S. Govt. Print. Off., 1979. 

20402 

2 p. ; 28 cm.— (Fact sheet - Consumer Product Safety 
Commission ; no. 15) 

Bibliography: p. 1-2. 

@ltem 1062-C-7 

S/N 052-011-00129-5 

pbk. : $3.75 per 50 copies 

1. Bicycles and tricycles — Safety measures. 2. Cycling — 
Safety measures. I. Title. II. Series: United States. Con- 
sumer Product Safety Commission. Fact sheet - Consumer 
Product Safety Commission ; no. 15. 

OCLC 5736500 





80-5360 
Y 3.C 76/3:11/61/979-2 
United States. Consumer Product Safety Commission. 
Electrically operated toys and children’s articles. — Rev. 
Apr. 1979.— Washington : Consumer Product Safety Com- 
mission : for sale by the Supt. of Docs., U.S. Govt. Print. 
Off., 1979. 
20402 
3 p. ; 27 cm.— (Fact sheet - Consumer Product Safety 
Commission ; no. 61) 
Bibliography: p. 3. 
@ltem 1062-C-7 
S/N 052-011-00059-1 
pbk. : $4.00 per 50 
1. Electric toys— Safety measures. 2. Children’s para- 
phernalia. I. Title. II. Series: United States. Consumer 
Product Safety Commission. Fact sheet - Consumer Product 
Safety Commssion ; no. 61. 
OCLC 5736700 


80-5361 
Y 3.C 76/3:11/77/979 
United States. Consumer Product Safety Commission. 

Christmas lights. — Rev. Sept. 1979. — Washington : Con- 
sumer Product Safety Commission : for sale by the Supt. of 
Docs., U.S. Govt. Print. Off., 1979. 

20402 

2 p. : ill. ; 27 cm. — (Fact sheet - Consumer Product Safety 
Commission ; no. 77) 

@ltem 1062-C-7 

S/N 052-011-00124-4 

pbk. : $1.90 per 50 copies 

1. Christmas decorations — Safety measures. 2. Electric 
lighting — Safety measures. I. Title. II. Series: United 
States. Consumer Product Safety Commission. Fact sheet - 
Consumer Product Safety Commission ; no. 77. 

OCLC 3758381 


DEFENSE MANPOWER COMMISSION 


80-5362 
Y 3.D 36:1/975 
United States. Defense Manpower Commission. 

Interim report to the President and the Congress : May 16, 
1975. — [Washington] Defense Manpower Commission, 
[1975] 

20036 

ca. 150 p. in various pagings ; 27 cm. 

Includes bibliographical references. 

pbk. 

1. Manpower — United States. 
Forces — Personnel management. 
UB323.U58 1975 


2. United States — Armed 
I. Title. 


75-602590 
355.6/1/0973 


OCLC 3018337 


80-5363 
Y 3.D 36:1/975/errata 
United States. Defense Manpower Commission. 

Interim report to the President and the Congress : May 16, 
1975 [errata]. — [Washington] : Defense Manpower Commis- 
sion, [1975] 

20036 

1 sheet ; 27 cm. 

Errata sheet for appendix H. 
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1. Manpower — United States. 2. United States — Armed 
Forces — Personnel management. I. Title. 
UB323.U58 1975 
75-602590 
355.6/1/0973 
OCLC 3018337 


NATIONAL ADVISORY COUNCIL ON 
EQUALITY OF EDUCATIONAL 
OPPORTUNITY 
Portland, OR 97205 


80-5364 
Y 3.Ed 8/7:1/979 
United States. National Advisory Council on Equality of Edu- 
cational Opportunity. 

Report - National Advisory Council on Equality of Educa- 
tional Opportunity. [Washington] National Advisory Council 
on Equality of Educational Opportunity. 

1325 G St., NW, Suite 710, 20005 

28 cm. 

1976-79. 

Cover title. 

Title varies slightly: 1979 called Final report. 

Final report, Sept. 30, 1979. 

@ltem 1089 

ISSN 0148-2483 

Continues: United States. National Advisory Council on 
Equality of Educational Opportunity. Interim report - Nation- 
al Advisory Council on Equality of Educational Opportunity 
(OCoLC)5591846 

1. United States. National Advisory Council on Equality of 
Educational Opportunity — Periodicals. 2. Federal aid to 
education — United States — Evaluation — Periodicals. 3. 
Educational equalization— United States — Evaluation — 
Periodicals. I. Title. 

PAR 

77-643131 
379/.151/0973 
OCLC 3172768 


EXPORT-IMPORT BANK OF THE UNITED 
STATES 
Washington, DC 20571 


80-5365 
Y 3.Ex 7/3:2 Ex 5/3/v.1 
Export-Import Bank of the United States. 
Eximbank programs. — [Washington] : Export-Import Bank 
of the United States, [19737]- 
811 Vermont Ave., N.W., 20571 
v. ; 23 x 10 cm. 
April 1973. 
pbk. 
1. Export-Import Bank of the United States. 
credit — United States. I. Title. 
OCLC 5745052 
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NATIONAL ADVISORY COUNCIL ON 
EXTENSION AND CONTINUING 
EDUCATION 
Washington, DC 20005 


80-5366 
Y 3.Ex 8:2 P 92 
United States. National Advisory Council on Extension and 
Continuing Education. 

A special report to the President and to the Congress of the 
United States / by the National Advisory Council on Exten- 
sion and Continuing Education. — [Washington] : the Council 
: for sale by the Supt. of Docs., U.S. Govt. Print. Off., 1979. 

20204 

viii, 139 p. : ill. ; 28 cm. 

September 30, 1979. 

@ltem 1062-B 

S/N 040-000-00409-2 

pbk. : $4.50 

1. Adult education— United States. 2. 
Higher — United States. I. Title. 

OCLC 5759284 


Education, 


FEDERAL LABOR RELATIONS AUTHORITY 
Washington, DC 20424 


80-5367 
Y 3.F 31/21-3:10-2/8 
United States. Labor-Management Services Administration. 

Decisions and reports on rulings of the Assistant Secretary 
of Labor for Labor-Management Relations pursuant to Ex- 
ecutive Order 11491, as amended. [Washington] Federal 
Labor Relations Authority; for sale by the Supt. of Docs., 
U.S. Govt. Print. Off. 

20402 

21 x 27 cm. 

$17.00 

v. 1- 1970/71- 

Title varies slightly. 

Vol. 8, Jan. 1, 1978-Dec. 31, 1978 including Assistant Sec- 
retary decisions no. 960-1179. 

Issues prior to 1977 were classed: L 1.51/4: 

@ltem 762-D-3 

S/N 063-000-00001-9 

ISSN 0091-2646 

1. Employee-management relations in government — United 
States — Cases — Periodicals. 2. Collective labor agree- 
ments — Government employees — United States — Cases — 
Periodicals. I. United States. Federal Labor Relations Au- 
thority. 

Key Title: Decisions and reports on rulings of the Assistant 
Secretary of Labor for Labor-Management Relations II. 
Title. 

KF5365.A554 

73-643540 
353.001/7 
OCLC 1786711 
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FOREIGN CLAIMS SETTLEMENT 
COMMISSION 
Washington, DC 20579 


80-5368 
Y 3.F 76/3:1/978 
United States. Foreign Claims Settlement Commission. 

Annual report to the Congress - Foreign Claims Settlement 
Commission of the United States. [Washington] Foreign 
Claims Settlement Commission. 

1111 20th Street, N.W., 20579 

24 cm. 

1967- 

1978. 

Continues: United States. Foreign Claims Settlement Com- 
mission. Semiannual report to the Congress - Foreign Claims 
Settlement Commission of the United States. 

@ltem 1063-C 

ISSN 0565-5587 

Issued with: United States. Micronesian Claims Commis- 
sion. Annual report of the Micronesian Claims Commission 
1973-76 

1. United States — Claims — Periodicals. 2. United States. 
Foreign Claims Settlement Commission — Periodicals. 3. 
United States — Claims — Cases — Periodicals. I. Title. 
KF6074.A84 

78-645487 
353.009/1 
OCLC 4215710 


ADVISORY COUNCIL ON HISTORIC 
PRESERVATION 
Washington, DC 20005 


80-5369 
Y 3.H 62:2 In 8/2 
International Centre for the Study of the Preservation and Res- 
toration of Cultural Property.— [Washington : Advisory 
Council on Historic Preservation, 19797] 

20005 

folder (12 p.) : ill. ; 23 x 10 cm. 

@ltem 1064-A 

pbk. 

1. International Centre for the Study of the Preservation 
and Restoration of Cultural Property. 2. Cultural property, 
Protection of. I. United States. Advisory Council on Histor- 
ic Preservation. 

OCLC 5747177 


INTER-AMERICAN FOUNDATION 
Rosslyn, VA 22209 


80-5370 
Y 3.In 8/25:2 P 25 
Meehan, Eugene J. 

In partnership with people : an alternative development 
strategy / by Eugene J. Meehan, with Charles Reilly, Thomas 
Ramey. — [Rosslyn, Va.] : Inter-American Foundation, 1978. 

22209 

viii, 178 p. : ill. ; 24 cm. 

@ltem 1051-D-1 

pbk. 

1. Economic assistance, American — Latin America. I. 
Reilly, Charles, joint author. II. Ramey, Thomas, joint 
author. III. Inter-American Foundation. IV. University of 
Missouri—St. Louis. V. Title. 

OCLC 4910045 





JOINT PUBLICATIONS RESEARCH SERVICE 
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When ordering Joint Publications Research Service publications 
from the National Technical Information Service, give the 
JPRS number in the order. Do not include the Monthly Catalog 
entry numbers or Superintendent of Documents classification 
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80-5371 
Y 3.J 66:13/(nos.) 

Sociological studies. Arlington, Va., Joint Publications Research 
Service; Springfield, Va., for sale by the National Technical 
Information Service. 

22161 

27 cm. (JPRS) 

no. 1- Jan./Mar. 1977- 

Translation of Sotsiologicheskiye issledovaniya, Institute of 
Sociological Research, USSR Academy of Sciences, Moscow. 

No. 1 available for government use only. 

Quarterly. 

No. 4, 1978 and no. 1, 1979; JPRS 72721, 73323. 

@ltem 1067-L-11 (microfiche) 

Main series: United States. Joint Publications Research 
Service. JPRS 

1. Russia— Social conditions — 1970-— Periodicals. 2. 
Communist countries — Social conditions — Periodicals. I. 
United States. Joint Publications Research Service. II. 
Series: United States. Joint Publications Research Service. 
JPRS. 
OCLC 3459042 


80-5372 
Y 3.J 66:13/(nos.) 

Translations on Eastern Europe. Economic and industrial af- 
fairs. Arlington, Va., Joint Publications Research Service; 
Springfield, Va., for sale by the National Technical Informa- 
tion Service. 

22161 

27 cm. (JPRS) 

no. 1- June 7, 1968- 

No. 1907-10; JPRS 73702, 73725, 73742, 73775. 

@ltem 1067-L-1 (microfiche) 

Main series: United States. Joint Publications Research 
Service. JPRS 

1. Europe, Eastern — Economic policy — Periodicals. 2. 
Industry and state—Europe, Eastern — Periodicals. I. 
United States. Joint Publications Research Service. II. 
Series: United States. Joint Publications Research Service. 
JPRS. 
OCLC 2370686 


80-5373 
Y 3.3 66:13/(nos.) 

Translations on Eastern Europe. Political, sociological, and mili- 
tary affairs. Arlington, Va., Joint Publications Research Serv- 
ice; Springfield, Va., for sale by the National Technical Infor- 
mation Service. 

22161 

27 cm. (JPRS) 

no. 1- June 7, 1968- 

No. 1691-93; JPRS 73712, 73738, 73773. 

@ltem 1067-L-1 (microfiche) 

Main series: United States. Joint Publications Research 
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June 19, 20, and October 24, 1979., 
80-5450 


Serial, 96th Congress ; no. 96-7. 


Amend Redevelopment act of 1945 
hearings and markups before the Sub- 
committee on Government Affairs and 
Budget and the Committee on the Dis- 
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trict of Columbia, House of Repre- 
sentatives, Ninety-sixth Congress, first 
session, on H.R. 3336 and H.R. 4546 ... 
June 19, 20, and October 24, 1979., 
80-5450 


United States. Congress. House. Committee 
on the District of Columbia. Subcommittee 
on Government Affairs and Budget. 
Amend Redevelopment act of 1945 

hearings and markups before the Sub- 
committee on Government Affairs and 


Budget and the Committee on the Dis- | 
trict of Columbia, House of Repre- | 
sentatives, Ninety-sixth Congress, first | 


session, on H.R. 3336 and H.R. 4546 ... 


June 19, 20, and October 24, 1979., | 


80-5450 


United States. Congress. House. Committee 
on the Judiciary. 

Ball State University and the American 
Association of Colleges for Teacher 
Education : report to accompany H.R. 
3872., 80-5290 


Janet Abraham, aka [sic] Janet Susan | 
Abraham : report to accompany S. 


170., 80-5296 
Jerry W. Manandic and Ceferino W. 


Manandic : report to accompany S. | 


151., 80-5295 


Jesus Reveles y Rivera : report to accom- | 


pany H.R. 2477., 80-5298 


Jozef Swiderski : report to accompany 
H.R. 1403 [i.e. 4013]., 80-5301 


Lunette Joyce Clarke : report to accom- | 


pany H.R. 2594., 80-5299 


Maryrose and Rosemary Evangelista : 
report to accompany H.R. 918., 80- 
5297 


Morris and Lenke Gelb : report to ac- 
company H.R. 4285., 80-5291 


Public disclosure of lobbying act of 1979 


: report together with additional views 
to accompany H.R. 4395., 80-5282 


The Refugee act of 1979 : report together 
with additional, separate, and minority 
views to accompany H.R. 2816., 80- 
5287 


Rocio Edmondson : report to accompany 
S. 214., 80-5302 


Serial, 96th Congress ; no. 96-18. 


Zurcher v. Stanford Daily : hearings 
before the Subcommittee on Courts, 
Civil Liberties, and the Administration 
of Justice of the Committee on the Ju- 
diciary, House of Representatives, 
Ninety-sixth Congress, first session, on 
H.R. 3486 and H.R. 4181 80-5476 


United States. Congress. House. Committee 
on the Judiciary. Subcommittee on Courts, 
Civil Liberties, and the Administration of 
Justice. 

Zurcher v. Stanford Daily : hearings 
before the Subcommittee on Courts, 
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Civil Liberties, and the Administration 
of Justice of the Committee on the Ju- 
diciary, House of Representatives, 
Ninety-sixth Congress, first session, on 
H.R. 3486 and H.R. 4181 80-5476 


United States. Congress. House. Committee 
on Veterans’ Affairs. 

Oversight on programs for Vietnam era 
veterans, Sioux Falls, South Dakota : 
hearing before a special subcommittee 
of the Committee on Veterans’ Affairs, 
House of Representatives, Ninety-sixth 
Congress, first session, May 29, 1979., 
80-5504 





United States. Congress. House. Committee 
on Veterans’ Affairs. Subcommittee on 
Compensation, Pension, Insurance, and 
Memorial Affairs. 

Review of workload in Veterans’ Admin- 
istration regional offices : hearing 
before the Subcommittee on Compen- 
sation, Pension, Insurance, and Memo- 
rial Affairs of the Committee on Veter- 
ans’ Affairs, House of Representatives, 
Ninety-sixth Congress, first session, 
July 17, 1979., 80-5505 


United States. Congress. House. Committee 
on Veterans’ Affairs. Subcommittee on 
Education, Training, and Employment. 
Hearings on Veterans’ Administration 

education, training. and rehabilitation 
programs—Los Angeles, California 
hearing before the Subcommittee on 
Education, Training, and Employment 
of the Committee on Veterans’ Affairs, 
House of Represert2sives, Ninety-sixth 
Congress, first session, April 27 and 28, 
1979., 80-5503 


| United States. Congress. House. Committee 

on Ways and Means. 

Increase in public debt ceiling : hearing 
before the Committee on Ways and 
Means, House of Representatives, 
Ninety-sixth Congress, first session, 
September 11, 1979., 80-5507 


Medicare amendments of 1979 : report of 
the Committee on Ways and Means, 
U.S. House of Representatives, to ac- 
company H.R. 3990... /, 80-5280 


Medicare and medicaid amendments of 
1979 : report of the Committee on 
Ways and Means, U.S. House of Rep- 
resentatives, to accompany H.R. 4000 / 

80-5281 
Serial, 96th Congress ; no. 96-34. 


Windfall profits tax and energy trust fund 
: hearings before the Committee on 
Ways and Means, House of Repre- 
sentatives, Ninety-sixth Congress, first 
session 80-5506 

Serial, 96th Congress ; no. 96-35. 

Increase in public debt ceiling : hearing 
before the Committee on Ways and 
Means, House of Representatives. 
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Ninety-sixth Congress, first 
September 11, 1979., 80-5507 


Windfall profits tax and energy trust fund 
: hearings before the Committee on 
Ways and Means, House of Repre- 
sentatives, Ninety-sixth Congress, first 
session 80-5506 


session, 


United States. Congress. House. Select 

Committee on Aging. 

Federal programs for the elderly in Ken- 
tucky success or failure? hearing 
before the Select Committee on Aging, 
House of Representatives, Ninety-sixth 
Congress, first session, July 6, 1979, 
Lexington, Ky.., 80-5420 


Serial, 96th Congress ; no. 96-189. 


Cutbacks in the medicare nursing homes 
program : denial of benefits, overutili- 
zation of hospitals : hearing before the 
Subcommittee on Health and Long- 
Term Care of the Select Committee on 
Aging, House of Representatives, 
Ninety-sixth Congress, first session, 
August 7, 1979, Longview, Wash.., 
80-5421 

Serial, 96th Congress ; no. 96-192. 


Federal programs for the elderly in Ken- 
tucky success or failure? hearing 
before the Select Committee on Aging, 
House of Representatives, Ninety-sixth 
Congress, first session, July 6, 1979, 
Lexington, Ky.., 80-5420 

Serial, 96th Congress ; no. 96-194. 


Health care for the rural elderly : hearing 
before the Subcommittee on Health 
and Long-Term Care of the Select 
Committee on Aging, House of Repre- 
sentatives, Ninety-sixth Congress, first 
session, August 3, 1979, Rapid City, S. 
Dak.., 80-5419 


United States. Congress. House. Select 
Committee on Aging. Subcommittee on 
Health and Long-Term Care. 

Cutbacks in the medicare nursing homes 
program : denial of benefits, overutili- 
zation of hospitals : hearing before the 
Subcommittee on Health and Long- 
Term Care of the Select Committee on 
Aging, House of Representatives, 
Ninety-sixth Congress, first session, 
August 7, 1979, Longview, Wash.., 
80-5421 


Health care for the rural elderly : hearing 
before the Subcommittee on Health 
and Long-Term Care of the Select 
Committee on Aging, House of Repre- 
sentatives, Ninety-sixth Congress, first 
session, August 3, 1979, Rapid City, S. 
Dak.., 80-5419 


United States. Congress. House. Select 
Committee on Narcotics Abuse and 
Control. 

The scope of drug abuse in Puerto Rico : 


supply and demand reduction : hear- 


ings before the Select Committee on 
Narcotics Abuse and Control, House of 
Representatives, Ninety-sixth Congress, 
first session, April 19, 20, and 21, 1979., 
80-5487 


Serial, 96th Congress ; no. 96-1-1. 


The scope of drug abuse in Puerto Rico : 
supply and demand reduction : hear- 
ings before the Select Committee on 
Narcotics Abuse and Control, House of 
Representatives, Ninety-sixth Congress, 
first session, April 19, 20, and 21, 1979., 
80-5487 


United States. Congress. Office of 

Technology Assessment. 

Computer technology in medical educa- 
tion and assessment background 
report., 80-5413 

Environmental 
summary., 


contaminants in food 


80-5414 


Pest management strategies in crop pro- 
tection., 80-5415 


Technology and East-West trade /, 80- 
5416 


United States. Congress. Senate. Committee 
on Agriculture, Nutrition, and Forestry. 
Milk price support : report to accompany 
S. 6., 80-5344 

RARE II wilderness proposals : hearing 
before the Committee on Agriculture, 
Nutrition, and Forestry, United States 
Senate, Ninety-sixth Congress, first ses- 
sion, July 14, 1979, Middlebury, Vt.., 
80-5426 


United States. Congress. Senate. Committee 
on Appropriations. 
Military construction appropriation bill, 
1980 : report to accompany H.R. 4391., 
80-5346 


United States. Congress. Senate. Committee 
on Appropriations. Subcommittee on 
Transportation and Related Agencies. 
Northeast corridor improvement project : 

hearing before a subcommittee of the 
Committee on Appropriations, United 
States Senate, Ninety-sixth Congress, 
first session : special hearing, Depart- 
ment of Transportation., 80-5430 


United States. Congress. Senate. Committee 
on Armed Services. 

Extension of expiring provisions of law 
relating to personnel management of 
the Armed Forces, and for other pur- 
poses report to H.R 
5168., 80-5354 

Nominations of Robert W. Komer. 
Edward Hidalgo, and Dennis P 
McAuliffe : hearing before the Com- 
mittee on Armed Services, United 
States Senate. Ninety-sixth Congress. 

October 17, 1979.,  80- 


accompany 


first: session 
5433 
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U.S. Congress. Senate. Committee on Commerce, Science, and Transportation. 


Waiver of time limitation on the award of 
certain military decorations to members 
of the Intelligence and Reconnaissance 
Platoon of the 394th Infantry Regi- 
ment, 99th Infantry Division : report to 
accompany H.R. 3407., 80-5353 


United States. Congress. Senate. Committee 
on Banking, Housing, and Urban Affairs. 
Depository institutions deregulation act : 

report of the Committee on Banking, 
Housing, and Urban Affairs, United 
States Senate, to accompany H.R. 4986 
together with additional views., 80- 
5336 


Extending the Defense production act of 
1950, as amended : report of the Com- 
mittees on Banking, Housing, and 
Urban Affairs and Energy and Natural 
Resources, United States Senate, to- 
gether with additional, supplemental, 
and minority views to accompany S. 
932., 80-5339 

Federal Reserve membership : hearings 
before the Committee on Banking, 
Housing, and Urban Affairs, United 
States Senate, Ninety-sixth Congress, 
first session, on amendment no. 398 to 
S. 85, S. 353, and H.R. 7 ... September 
26 and 27, 1979., 80-5440 


Nominations of Jay Janis, John R. Evans, 
Philip A. Loomis, Jr., and R. Robert 
Russell : hearing before the Committee 
on Banking, Housing, and Urban Af- 
fairs, United States Senate, Ninety-sixth 
Congress, first session ... September 4, 
1979., 80-5439 


Solar Energy Development Bank act 
report of the Committee on Banking, 
Housing, and Urban Affairs, United 
States Senate, to accompany S. 1716, 
together with additional views., 80- 
5337 

Third meeting on the condition of the 
financial system : hearing before the 
Committee on Banking. Housing, and 
Urban Affairs, United States Senate. 
Ninety-sixth Congress, first session .. 
May 23, 1979., 80-5438 


United States. Congress. Senate. Committee 
on Commerce, Science, and 
Transportation. 

Disapproving contingency plan no. 1 
(conservation plan relating to weekend 
gasoline sales restrictions) submitted to 
Congress on March 1, 1979 : report to 
accompany S. Res. 139., 80-5333 

National fishery development act : hear- 
ing before the Committee on Com- 
merce, Science, and Transportation, 
United States Senate. Ninety-sixth Con- 
gress. first session, on S. 1656 ... Octo- 
ber 3, 1979.. 80-5448 

NOAA Corps status equalization legisla- 
tion : report to accompany S. 1454... 
80-5334 
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U.S. Congress. Senate. Committee on Commerce, Science, and Transportation. 


Nomination, Federal Trade Commission : 
hearing before the Committee on Com- 
merce, Science, and Transportation, 
United States Senate, Ninety-sixth Con- 
gress, first session, on nomination, Pa- 
tricia Price Bailey, to be a commission- 
er, Federal Trade Commission, Octo- 
ber 10, 1979., 80-5447 


Nomination, National Transportation 
Safety Board : hearing before the Com- 
mittee on Commerce, Science, and 
Transportation, United States Senate, 
Ninety-sixth Congress, first session, on 
nomination of Rear Admiral G. H. Pat- 
rick Bursley, to be a member of the 
National Transportation Safety Board, 
July 19, 1979., 80-5445 


Northwest salmon and steelhead : hear- 
ings before the Committee on Com- 
merce, Science, and Transportation, 
United States Senate, Ninety-sixth Con- 
gress, first session ... August 17, 18, and 
September 4, 1979., 80-5446 


Salmon and steelhead stocks : hearings 
before the Committee on Commerce, 
Science, and Transportation, United 
States Senate, Ninety-sixth Congress, 
first session ... May 16 and 17, 1979., 
80-5443 


Serial, 96th Congress ; no. 96-27. 


Salmon and steelhead stocks 
before the Committee on Commerce, 
Science, and Transportation, United 
States Senate, Ninety-sixth Congress, 
first session 
80-5443 


Serial, 96th Congress ; no. 96-45. 


Amendments to the Communications act | 
of 1934 : hearings before the Subcom- | 
mittee on Communications of the Com- | 


mittee on Commerce, Science, and 


Transportation, United States Senate, | 


Ninety-sixth Congress, first session, on 
S. 611 ... and S. 622 ...., 80-5444 


Serial, 96th Congress ; no. 96-47. 


Nomination, National 
Safety Board : hearing before the Com- 
mittee on Commerce, Science, and 
Transportation, United States Senate, 
Ninety-sixth Congress, first session, on 
nomination of Rear Admiral G. H. Pat- 
rick Bursley, to be a member of the 
National Transportation Safety Board, 
July 19, 1979., 80-5445 

Serial, 96th Congress ; no. 96-48. 

Northwest salmon and steelhead : hear- 
ings before the Committee on Com- 
merce, Science, and Transportation, 
United States Senate, Ninety-sixth Con- 
gress, first session ... August 17, 18, and 
September 4, 1979., 80-5446 

Serial, 96th Congress ; no. 96-49. 

Nomination, Federal Trade Commission : 
hearing before the Committee on Com- 
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: hearings | 


.. May 16 and 17, 1979., 


Transportation | 


merce, Science, and Transportation, 
United States Senate, Ninety-sixth Con- 
gress, first session, on nomination, Pa- 
tricia Price Bailey, to be a commission- 
er, Federal Trade Commission, Octo- 
ber 10, 1979., 80-5447 


Serial, 96th Congress ; no. 96-50. 


National fishery development act : hear- 
ing before the Committee on Com- 
merce, Science, and Transportation, 
United States Senate, Ninety-sixth Con- 
gress, first session, on S. 1656 ... Octo- 
ber 3, 1979., 80-5448 


Serial, 96th Congress ; no. 96-51. 


DC-10 certification and inspection proc- 
ess : hearings before the Subcommittee 
on Aviation of the Committee on Com- 
merce, Science, and Transportation, 
United States Senate, Ninety-sixth Con- 
gress, first session ... July 11 and 12, 
1979., 80-5449 


United States. Congress. Senate. Committee 


on Commerce, Science, and 

Transportation. Subcommittee on Aviation. 

DC-10 certification and inspection proc- 
ess : hearings before the Subcommittee 
on Aviation of the Committee on Com- 
merce, Science, and Transportation, 
United States Senate, Ninety-sixth Con- 
gress, first session ... July 11 and 12, 
1979., 80-5449 


| United States. Congress. Senate. Committee 


on Commerce, Science, and 

Transportation. Subcommittee on 

Communications. 

Amendments to the Communications act 
of 1934 : hearings before the Subcom- 
mittee on Communications of the Com- 
mittee on Commerce, Science, and 


Transportation, United States Senate, | 


Ninety-sixth Congress, first session, on 
S. 611 ... and S. 622 ...., 80-5444 


| United States. Congress. Senate. Committee 


on Energy and Natural Resources. 
Alaska national interest lands 
the Committee on Energy and Natural 


Resources, United States Senate, to- | 
gether with additional views to accom- | 


pany H.R. 39., 80-5351 


Extending the Defense production act of | 
1950, as amended : report of the Com- | 


mittees on Banking, Housing, and 
Urban Affairs and Energy and Natural 
Resources, United States Senate, to- 
gether with additional, supplemental, 
and minority views to accompany S. 
932., 80-5339 

John C. Sawhill nomination : hearing 
before the Committee on Energy and 
Natural Resources, United States 
Senate, Ninety-sixth Congress, first ses- 
sion, on the nomination of John C. Sa- 


whill to be the Deputy Secretary of 


the Department of Energy. September 
28, 1979., 80-5456 
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: report of 


Author Index 


Serial, 96th Congress ; no. 96-23. 


Competition in retail sales of motor gaso- 
line : hearing before the Subcommittee 
on Energy Regulation of the Commit- 
tee on Energy and Natural Resources, 
United States Senate, Ninety-sixth Con- 
gress, first session ... March 26, 1979., 
80-5454 


Serial, 96th Congress ; no. 96-42. 


Energy supply act, titles III, IV, and V : 
hearing before the Subcommittee on 
Energy Resources and Materials Pro- 
duction of the Committee on Energy 
and Natural Resources, United States 
Senate, Ninety-sixth Congress, first ses- 
sion, on S. 1308 ... June 28, 1979., 80- 
5455 


Serial, 96th Congress ; no. 96-43. 


John C. Sawhill nomination : hearing 
before the Committee on Energy and 
Natural Resources, United States 
Senate, Ninety-sixth Congress, first ses- 
sion, on the nomination of John C. Sa- 
whill to be the Deputy Secretary of 
the Department of Energy, September 
28, 1979., 80-5456 


United States. Congress. Senate. Committee 
on Energy and Natural Resources. 
Subcommittee on Energy Regulation. 
Competition in retail sales of motor gaso- 

line : hearing before the Subcommittee 
on Energy Regulation of the Commit- 
tee on Energy and Natural Resources, 
United States Senate, Ninety-sixth Con- 
gress, first session ... March 26, 1979., 
80-5454 


United States. Congress. Senate. Committee 
on Energy and Natural Resources. 
Subcommittee on Energy Resources and 
Materials Production. 

Energy supply act, titles III, IV, and V : 
hearing before the Subcommittee on 
Energy Resources and Materials Pro- 
duction of the Committee on Energy 
and Natural Resources, United States 
Senate, Ninety-sixth Congress, first ses- 
sion, on S. 1308 ... June 28, 1979., 80- 
5455 


United States. Congress. Senate. Committee 
on Finance. 

Crude oil windfall profit tax act of 1979 : 
report of the Committee on Finance, 
United States Senate, together with ad- 
ditional and supplemental views on 
H.R. 3919., 80-5340 


Improvements to the Trade adjustment 
assistance program : report to accom- 
pany H.R. 1543., 80-5338 

Nominations of Nathan J. Stark, William 
B. Welsh, and Bill M. Wise : hearing 
before the Committee on Finance, 
United States Senate. Ninety-sixth Con- 
gress, first session ... October 30, 1979., 
80-5459 





February 1980 


Social security disability amendments of 
1979 : report of the Committee on Fi- 
nance, United States Senate, on H.R. 

80-5347 


United States. Congress. Senate. Committee 

on Finance. Subcommittee on International 

Trade. 

Proposed amendments to the 
import quota act : hearing before the 


Meat | 


Subcommittee on International Trade | 
of the Committee on Finance, United | 
States Senate, Ninety-sixth Congress, | 


first session, on S. 55 ... September 26, 
1979., 80-5457 


United States. Congress. Senate. Committee 
on Finance. Subcommittee on Public 
Assistance. 


United States. Congress. Senate. Committee 
on Governmental Affairs. Subcommittee on 
Governmental Efficiency and the District | 
of Columbia. 

Coordination of Federal and State pro- 
grams affecting Chesapeake Bay : hear- 
ing before the Subcommittee on Gov- 
ernmental Efficiency and the District 
of Columbia of the Committee on Gov- 
ernmental Affairs, United States 
Senate, Ninety-sixth Congress, first ses- 
sion, January 29, 1979, Annapolis, 
Md.., 80-5467 


United States. Congress. Senate. Committee 


Proposals related to social and child wel- 


fare services, adoption assistance, and 
foster care : hearing before the Sub- 
committee on Public Assistance of the 
Committee on Finance, United States 
Senate, Ninety-sixth Congress, first ses- 
sion, on H.R. 3434 ... 
1979., 80-5458 


United States. Congress. Senate. Committee 

on Finance. Subcommittee on 

Unemployment and Related Problems. 

Extension of National Commission on 
Unemployment Compensation : hearing 
before the Subcommittee on Unem- 
ployment and Related Problems of the 
Committee on Finance, United States 
Senate, Ninety-sixth Congress, first ses- 
sion, on H.R. 3920 ... September 5, 
1979., 80-5460 


United States. Congress. Senate. Committee 

on Foreign Relations. 

Environmental modification techniques : 
hearing before the Committee on For- 
eign Relations, United States Senate, 
Ninety-sixth Congress, first session ... 
May 10, 1979., 80-5463 


United States. Congress. Senate. Committee 

on Governmental Affairs. 

Congressional anti-gerrymandering act of 
1979 : hearings before the Committee 
on Governmental Affairs, United States 
Senate, Ninety-sixth Congress, first ses- 
sion, on S. 596 ... June 20, 21, and July 
10, 1979., 80-5468 


Sunset act of 1979 : hearings before the 
Committee on Governmental Affairs, 
United States Senate, Ninety-sixth Con- 
gress, first session, on S. 2 ... and S. 
1304 80-5470 

To prohibit free Federal employee park- 
ing : hearing before the Committee on 
Governmental Affairs, United States 
Senate, Ninety-sixth Congress, first ses- 
sion, on S. 930 ... August 1, 1979., 80- 
5469 


September 24, | 


on Labor and Human Resources. 

Patricia Roberts Harris, to be Secretary | 
of Health, Education, and Welfare, ad- | 
ditional consideration : hearing before | 
the Committee on Labor and Human 
Resources, Ninety-sixth Congress, first 
session ... July 26, 1979., 80-5483 


Plant closings and relocations : hearing 
before the Committee on Labor and 
Human Resources, United States 
Senate, Ninety-sixth Congress, first ses- 
sion January 22, 1979, Newark, 
N.J.., 80-5484 


United States. Congress. Senate. Committee 
on Labor and Human Resources. 
Subcommittee on Health and Scientific 
Research. 

Saccharin ban and food safety policy, 
1979 : hearing before the Subcommittee 
on Health and Scientific Research of 
the Committee on Labor and Human 
Resources, United States Senate, 
Ninety-sixth Congress, first session ... 
May 9, 1979., 80-5485 


United States. Congress. Senate. Committee 
on the Judiciary. 

Civil rights of the institutionalized 
report of the Committee on the Judici- 
ary, United States Senate, on S. 10 to- 
gether with minority and additional 
views., 80-5352 


Department of Justice authorization and 
oversight : hearings before the Com- 
mittee on the Judiciary, United States 
Senate, Ninety-sixth Congress, first ses- 
sion 80-5477 

The Judicial conduct and disability act of 
1979 : report together with additional 
views to accompany S. 1873., 80-5335 

Junior Achievement Week : report to ac- 
company S.J. Res. 107., 80-5345 


Martin Luther King, Jr., national holiday, 
S. 25 : joint hearings before the Com- 
mittee on the Judiciary, United States 
Senate, and the Committee on Post 
Office and Civil Service, House of 
Representatives, Ninety-sixth Congress, 
first session, on S. 25, March 27 and 
June 21, 1979., 80-5478 


and confirmation of Federal 
hearing before the Committee 


Selection 


judges : 
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U.S. Congress. Senate. Committee on the Judiciary. Subcommittee on Antitrust, 


on the Judiciary, United States Senate, 
Ninety-sixth Congress, first session ...., 
80-5480 


Serial, 96th Congress ; no. 96-14. 


Martin Luther King, Jr., national holiday, 
S. 25 : joint hearings before the Com- 
mittee on the Judiciary, United States 
Senate, and the Committee on Post 
Office and Civil Service, House of 
Representatives, Ninety-sixth Congress, 
first session, on S. 25, March 27 and 
June 21, 1979., 80-5478 


Serial, 96th Congress ; no. 96-15. 


Department of Justice authorization and 
oversight : hearings before the Com- 
mittee on the Judiciary, United States 
Senate, Ninety-sixth Congress, first ses- 
sion 80-5477 


Serial, 96th Congress ; no. 96-20. 


Debit life insurance industry : hearings 
before the Subcommittee on Antitrust, 
Monopoly, and Business Rights of the 
Committee on the Judiciary, United 
States Senate, Ninety-sixth Congress, 
first session ... March 12 and 16, 1979., 
80-5479 


Serial, 96th Congress ; no. 96-21. 


Selection and confirmation of Federal 
judges : hearing before the Committee 
on the Judiciary, United States Senate, 
Ninety-sixth Congress, first session 
80-5480 


Serial, 96th Congress ; no. 96-23. 


Equal access to justice act of 1979, S. 265 
: hearings before the Subcommittee on 
Improvements in Judicial Machinery of 
the Committee on the Judiciary, 
United States Senate, Ninety-sixth Con- 
gress, first session, on S. 265, April 19, 
20, and 21, 1979., 80-5481 


Serial, 96th Congress ; no. 96-27. 


Antitrust equal enforcement act of 1979, 
S. 1468 : hearings before the Subcom- 
mittee on Antitrust, Monopoly, and 
Business Rights of the Committee on 
the Judiciary, United States Senate, 
Ninety-sixth Congress, first session, on 
S. 1468, June 8 and 12, 1979., 80-5482 


United States. Congress. Senate. Committee 
on the Judiciary. Subcommittee on 


Antitrust, Monopoly, and Business Rights. 
Antitrust equal enforcement act of 1979, 
S. 1468 : hearings before the Subcom- 
mittee on Antitrust, Monopoly, and 
Business Rights of the Committee on 
the Judiciary, United States Senate, 
Ninety-sixth Congress, first session, on 
S. 1468, June 8 and 12, 1979., 80-5482 
Debit life insurance industry : hearings 
before the Subcommittee on Antitrust, 
Monopoly, and Business Rights of the 
Committee on the Judiciary, United 
States Senate, Ninety-sixth Congress. 
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U.S. Congress. Senate. Committee on the Judiciary. Subcommittee on Antitrust, 


first session ... March 12 and 16, 1979., 
80-5479 


United States. Congress. Senate. Committee 
on the Judiciary. Subcommittee on 
Improvements in Judicial Machinery. 
Equal access to justice act of 1979, S. 265 

: hearings before the Subcommittee on 
Improvements in Judicial Machinery of 
the Committee on the 


20, and 21, 1979., 80-5481 


United States. Congress. Senate. Select 
Committee on Indian Affairs. 


Amending the act of October 21, 1978 | 


(92 STAT. 1675), to correct an errone- 
ous land description 


pany H.J. Res. 199., 80-5341 


Native Hawaiian education act : report to | 


accompany S. 916., 80-5343 


Waiver of Indian Claims Commission act 


statute of limitations for Cow Creek | 
: report to 


Band of Umpqua Indians 
accompany S. 668., 80-5342 


United States. Congress. Senate. Select 

Committee on Small Business. 

The impact of the proposed elimination 
of the “Montrealer” : hearing before 
the Select Committee on Small Busi- 
ness, United States Senate, Ninety-sixth 
Congress, first session ... South Bur- 
lington, Vt., May 11, 1979., 80-5500 


United States. Congress. Senate. Select 
Committee on Small Business. 
Subcommittee on Economic Development, 
Marketing and the Family Farmer. 
Oversight of SBA implementation of 8(a) 
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A compilation of journal instructions to au- 
thors., 80-4716 

Compilation of statutes relating to the Agri- 
cultural Marketing Service, and closely 
related activities, as of October 1, 1979 /, 
80-3748 

A complete system for portable gamma 
spectroscopy /, 80-4500 

Composer/librettist fellowship, 80-5122 

Composers., 80-5122 

Composition of foods : poultry products : 
raw, processed, prepared /, 80-3745 

Comprehensive monitoring of meteorology, 
hydraulics, and thermal regime of the San 
Diego Aqueduct, California /, 80-4896 

Computation of the bivariate normal distri- 
bution over convex polygons /, 80-4189 
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Computer code design of shaped charges / 


Computer code design of shaped charges /, 
80-4497 

Computer-managed instruction : develop- 
ment and evaluation of student skill mod- 
ules to reduce training time /, 80-4207 


A computer model for determing weapon 
release parameters for a helicopter in 
non-accelerated flight /, 80-4184 

Computer product selections., 

Computer 
5 


80-4015 

program user’s manual., 80- 

Computer technology in medical education 
and assessment : background report., 80- 
5413 

Computers in the Federal Government : a 
compilation of statistics, 1978 /, 80-3983 

Computing technology a seminar for 
senior executives /, 80-4179 

Conceptual design of a coal to methanol 
commercial plant /, 80-4299 

Concordance : United States patent classifi- 
cation to international patent classifica- 
tion., 80-3998 

Concrete and asphalt equipment operator /, 
80-4129, 80-4130, 80-4131 

Concrete work special trade contractors, 
SIC 1771., 80-3952 

Configuration description language proces- 
sor design disclosure /, 80-4187 

Congressional anti-gerrymandering act of 
1979 : hearings before the Committee on 
Governmental Affairs, United States 
Senate, Ninety-sixth Congress, first ses- 
sion, on S. 596 ... June 20, 21, and July 
10, 1979., 80-5468 

Congressional budget 
80-4517, 80-4518, 
80-4521 

Congressional globe, 

Congressional record, 80-5266, 80-5267, 
80-5268, 80-5269 

Congressional record. Daily digest of the 
Congress., 80-5268 

Congressional record; proceedings and de- 
bates of the Congress., 80-5266, 80- 
5269 

Congressional record; proceedings and de- 
bates of the Congress. Index., 80-5267 

Conservation of marine birds of northern 
North America : papers from the interna- 
tional symposium held at the Seattle 
Hyatt House, Seattle, Washington, 13-15 
May 1975 /, 80-4954 

Construction engineering supervisor /, 80- 
4121, 80-4122 

Construction equipment supervisor /, 80- 
4134, 80-4135 

Construction industry., 80-4628 

Construction machinery., 80-3889 

The Consumer checking account equity act 
of 1979 : hearings before the Subcommit- 
tee on Financial Institutions Supervision, 
Regulation, and Insurance of the Com- 
mittee on Banking, Finance, and Urban 
Affairs, House of Representatives, 
Ninety-sixth Congress, first session, on 
H.R. 3864 ...., 80-5435 


request., 
80-4519, 


80-4516, 
80-4520, 


80-5266, 80-5269 
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Consumer income., 80-3921 

Consumer, scientific, technical, and indus- 
trial glassware., 80-3874 

A consumer's directory to postal services 
and products., 80-5125 

Continuing appropriations, 1980 : [joint res- 
olution making continuing appropriations 
for the fiscal year 1980, and for other 
purposes]., 80-5310 

Continuing appropriations, 1980 : report to 
accompany H.J. Res. 440., 80-5288 

Continuity and commitment /, 80-5157 

Continuous Czochralski growth : silicon 
sheet growth development, of the large 
area silicon sheet task, of the low cost 
silicon solar array project /, 80-4248 

Continuous longitudinal manpower survey 
/, 80-5082, 80-5083 

Contrails, the Air Force cadet handbook., 
80-4211 

Control of volume resistivity in inorganic- 
organic separators /, 80-5115 

Convention on international trade in endan- 
gered species of wild fauna and flora; 
annual report by the United States of 
America., 80-4956 

Conversion and other policy options to 
reduce excess hospital capacity /, 80- 
4764 

Coordination of Federal and State pro- 
grams affecting Chesapeake Bay : hearing 
before the Subcommittee on Governmen- 
tal Efficiency and the District of Colum- 
bia of the Committee on Governmental 
Affairs, United States Senate, Ninety- 
sixth Congress, first session, January 29, 
1979, Annapolis, Md.., 80-5467 

Copper /, 80-4930 

Copper ores, SIC 1021., 80-3929 

Corpus Christi, Texas, metropolitan area, 
80-5052 

Cost accounting for small manufacturers /, 
80-5195 

Costs of Federal personnel security investi- 
gations could and should be cut : report / 

80-4571 

Costs of regulatory compliance : categories 
and estimating techniques /, 80-4407 

Country labor profile. Norway., 80-5066 

Country labor profile. Republic of the Phil- 
ippines., 80-5067 

Country labor profile. Thailand., 80-5068 

Country labor profile. The Netherlands., 
80-5065 

Country labor profile. Venezuela., 

County business patterns., 80-3922 

County government employment., 80-3860 

Court management statistics, 80-5029 

Creating an annotation : a manual on writ- 
ing and editing annotations /, 80-5102 

Creating economic growth & jobs through 
travel & tourism : a manual for communi- 
ty and business developers : a preliminary 
report /, 80-4009 

Creep-fatigue life prediction for different 
heats of type 304 stainless steel by linear- 


80-5069 
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damage rule, strain-range partitioning 
method, and damage-rate approach /, 
80-4224 

Creston National Fish Hatchery, Kalispell, 
Montana., 80-4958 

Crib death : sudden infant death syndrome 
/, 80-4756 

Crime in the United States, 80-5009 

Critical issues in U.S. foreign policy 
change and continuity : speech /, 80- 
5161 

Crop 
3807 

Cross sections for the Cu(n,xn) and Cu 
(n,xOTI) reactions between 1 and 20 MeV 
/, 80-4389 

Crude oil windfall profit tax act of 1979 : 
report of the Committee on Finance, 
United States Senate, together with addi- 
tional and supplemental views on H.R. 
3919., 80-5340 

Crude petroleum and _ natural 
1311., 80-3933 

CSU-FDA Collaborative Radiological 
Health Laboratory annual report., 80- 
4752 

Cups, paper and cups and lids, paper., 80- 
4635 

Current-carrying wiring devices, SIC 3643., 
80-3856 

Current intelligence bulletin, 80-4804 

Current trends and issues in drug abuse /, 
80-4813 

Currents of change in Latin America /, 
80-5154 

Customs court reports, 80-5027 

Cutbacks in the medicare nursing homes 
program : denial of benefits, overutiliza- 
tion of hospitals : hearing before the Sub- 
committee on Health and Long-Term 
Care of the Select Committee on Aging, 
House of Representatives, Ninety-sixth 
Congress, first session, August 7, 1979, 
Longview, Wash.., 80-5421 

Cystic fibrosis., 80-4727 


report; prospective plantings, 80- 


SIC 


gas, 
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Daily digest of the Congress, 

Dance., 80-5121 

Dance (Washington), 80-5121 

Dance program, 80-5121 

Dangers of abrasive cleaning to historic 
buildings /, 80-4993 

Data bank interrogations/search, 80-4104 

Data element dictionary and glossary of 
terms/acronyms., 80-4108 

Data from the client oriented data acquisi- 
tion process (CODAP), 80-4814, 80- 
4815, 80-4816 

David Smith, the Hirshhorn Museum and 
Sculpture Garden collection, Smithsonian 
Institution /, 80-5211 

DC-10 certification and inspection process : 
hearings before the Subcommittee on 
Aviation of the Committee on Com- 


80-5268 
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merce, Science, and _ Transportation, 
United States Senate, Ninety-sixth Con- 
gress, first session July 11 and 12, 
1979., 80-5449 

Debit life insurance industry hearings 
before the Subcommittee on Antitrust, 
Monopoly, and Business Rights of the 
Committee on the Judiciary, United 
States Senate, Ninety-sixth Congress, first 
session ... March 12 and 16, 1979., 80- 
5479 

Decision and emergency order suspending 
registrations for certain uses of 2-(2, 4, 5- 
trichlorophenoxy) propionic acid 
(silvex)., 80-4538 

Decisions and orders of the National Labor 
Relations Board., 80-5108 

Decisions and reports on rulings of the As- 
sistant Secretary of Labor for Labor- 
Management Relations, 80-5367 

Decisions and reports on rulings of the As- 
sistant Secretary of Labor for Labor- 
Management Relations pursuant to Ex- 
ecutive Order 11491, as amended., 80- 
5367 

Decisions of the comptroller general of the 
United States., 80-4553 

Decisions of the comptroller of the Treas- 
ury, 80-4553 

Decisions of the Federal Maritime Board, 
and Maritime Administration, Depart- 
ment of Commerce, 80-4546 

Decisions of the Federal Maritime Commis- 
sion., 80-4546 

Decisions of the National Labor Relations 
Board, 80-5108 

Decisions of the United States Customs 
Court, 80-5027 

Defense integrated data system : DIDS pro- 
cedures manual : materiel management 
decision rule tables /, 80-4109 

Defense integrated data system : DIDS pro- 
cedures manual : multiple application ref- 
erences/instructions/tables and grids /, 
80-4107 

Defense integrated 
procedures manual., 80-4103, 80-4104, 
80-4105, 80-4106, 80-4108, 80-4110 

Defense transportation organization : strate- 
gic mobility in changing times /, 80- 
4102 

Delinquency 
5018 

Delinquency prevention, theories and strat- 
egies : prepared for the Office of Juvenile 
Justice and Delinquency Prevention, Law 
Enforcement Assistance Administration, 
U.S. Department of Justice,, 80-5016 

Demonstration & testing of high perform- 
ance slot furnace /, 80-4239 

The Department of Defense : 
establishment and 
4090 

Department of Defense provisioning and 
other preprocurement screening manual / 

80-4112 


data system 


(DIDS) 


prevention., 80-5017, 80- 


documents on 
organization /, 80- 





Direct support supply and field services. 


Department of Education organization act : 
[an act to establish a Department of Edu- 
cation, and for other purposes]., 80-5311 

Department of Energy Workshop’ on 
Energy Conservation in the Textile In- 
dustry., 80-4273 

Department of Justice authorization and 
oversight : hearings before the Commit- 
tee on the Judiciary, United States 
Senate, Ninety-sixth Congress, first ses- 
sion 80-5477 

Department of Navy energy fact book / 
Tetra Tech, inc., 80-4199 

Department of the Interior and related 
agencies appropriations for 1980 : hearing 
before a subcommittee of the Committee 
on Appropriations, House of Representa- 
tives, Ninety-sixth Congress, first session : 
Institute of American Indian Arts /, 80- 
5429 

Depository institutions deregulation act 
report of the Committee on Banking, 
Housing, and Urban Affairs, United 
States Senate, to accompany H.R. 4986 
together with additional views., 80-5336 

Description and documentation of the Vet- 
erans Administration dental delivery 
system /, 80-4775 

A description of radiological problems at 
inactive uranium mill sites and formerly 
utilized MED/AEC sites /, 80-4363 

Design and construction of the PDU for 
zinc halide hydrocracking of coal : final 
report, tasks 4and 5 /, 80-4285 

Design and installation package for a solar 
powered pump., 80-4260 

The design and testing for a system to mon- 
itor temperature in underground electric 
power transmission cables : final report /, 
80-4328 

Design data brochure 
system 2 /, 80-4256 

Design data brochure 
system 3 /, 80-4259 

Design guide for shallow 
80-4478 

Design of a mobile laboratory for ventila- 
tion studies and indoor air pollution mon- 
itoring /, 80-4342 

Design of treatability studies on Hygas coal 
gasification pilot plant 
80-4305 

Design optimization in underground coal 
systems /, 80-4278, 80-4279 

Design study for high-pressure high-flow 
oxygen centrifugal compressor 
final report /, 80-4346 


engineering 


SIMS prototype 
SIMS prototype 


solar ponds 


wastewaters 


phase 1. 


Designated 
80-5247 
Designing the 

4831 


representatives., 


urban environment.. 80- 


Detection, diagnosis, and prognosis : pro- 
ceedings of the 28th meeting of the Me- 
chanical Failures Prevention Group, held 
at San Antonio, Texas 
1978 80-3990 


November 28-30, 
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Determination and characterization of solar 
thermal conversion options., 80-4416 

Determination and estimation of ionic activ- 
ities of metal salts in water /, 80-4925 

Determination of cadmium in solutions con- 
taining uranium, neptunium, and plutoni- 
um /, 80-4275 

Determination of selected anions in water 
by ion chromatography /, 80-4899 

Determination of the recovery stresses de- 
veloped by shape memory alloys /, 80- 
4341 

Develop the application of a _ digital 
memory acoustic emission system to air- 
craft flaw monitoring /, 80-4426 

Developing/modifying coal grinding proce- 
dures and equipment to produce predict- 
able size distributions during coal prepa- 
ration., 80-4302, 80-4303 

Developing new accounts /, 80-5193 

Development and evaluation of die and 
container materials., 80-4247 

Development and evaluation of thermic 
diode solar panels for building heating 
and cooling /, 80-4234 

Development and operation of METC 42- 
inch gas producer during 1964-1977 /, 
80-4344 

Development of alternate silicone potting 
compounds /, 80-4481 

Development of mathematical software and 
mathematical software libraries /, 80- 
4178 

Development of radiological performance 
objectives, interim results : trade-offs in 
attitudes toward radioactive waste 
80-4460 

Development 
generation 
80-4287 

Device good manufacturing practices : a 
quality audit program for industry., 80- 
4755 


program for MDH power 
disk generator performance., 


Diabetes mellitus., 80-4728 

Dictionary of Braille 
5099 

DIDS 
4109 

Didymium glass filters for calibrating the 
wavelength scale of spectrophotometers 
SRM 2009, 2010, 2013. and 2014 /. 80- 
3978 

Diet 2 for dietary 
hypercholesterolemia.. 


music signs /, 80- 


procedures manual., 80-4107, 80- 


management of 

80-4723 

Dietary intake source data, United States. 
1971-74 80-4768 

Difficulties in 
cruiting 


selected 

under the 

report to the Congress 

80-4729 

Digital-transport model study of 
Diisopropylmethylphosphonate (DIMP) 
ground-water contamination atthe 
Rocky Mountain Arsenal. 
80-4909 


Army 
all-volunteer 
80-4570 


reserves Te- 


force 


Digestiv e diseases.. 


Colorado 


Direct support supply and field services... 
80-4153 
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Directional drilling for coalbed degasification : 


Directional drilling for coalbed degasifica- 
tion : program goals and progress in 1978 
/, 80-4928 

Directories and lists of persons and organi- 
zations., 80-4624 

Directory, Federally funded community 
mental health centers., 80-4807 

Directory of Federal regional structure., 
80-4666 

Directory of Federally funded community 
mental health centers, 80-4807 

Directory of key contacts and services 
available to State and local governments., 
80-3822 

Disability evaluation under social security : 
a handbook for physicians., 80-4686 

Disapproving contingency plan no. 1 (con- 
servation plan relating to weekend gaso- 
line sales restrictions) submitted to Con- 
gress on March 1, 1979 : report to ac- 
company S. Res. 139., 80-5333 

Disaster preparedness and civil defense., 
80-4630 

Distribution coefficients for radionuclides in 
aquatic environments., 80-5405 

District of Columbia retirement reform act : 
{an act to establish an actuarially sound 
basis for financing retirement benefits for 
police officers, fire fighters, teachers, and 
judges of the District of Columbia and to 
make certain changes in such benefits]., 
80-5331 

District of Columbia retirement reform act : 
conference report to accompany S. 1037., 
80-5279 

Diver /, 80-4118, 80-4119, 80-4120 

Do you know the results of your advertis- 
ing? /, 80-5198 

Document identifier code (DIC) input/ 
output (I/O) formats (fixed length), 80- 
4105 

Document identifier code (DIC) input/ 
output (I/O) formats (variable length), 
80-4106 

DOD can save millions of dollars by im- 
proving the management of Air Force 
inventories : report /, 80-4595 

DOD's materiel readiness report to the 
Congress — improvements needed to 
better show the link between funding and 
readiness : report /, 80-4594 

DOE/STOR bibliography for 
energy systems, 1977 /, 80-4512 

Domestic jet trends., 80-3999 

Domestic volunteer service act amendments 
of 1979 : conference report to accompany 
S. 239., 80-5286, 80-5350 

Doses for various pathways to man based 
on unit concentrations of radionuclides 
pertinent to decontamination and decom- 
missioning of properties /, 80-4364 

The Douglas-fir tussock moth : a synthesis 
/, 80-3738 

Driver licensing : 
from Highway safety literature /, 80- 
5261 
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DYNSYL, a general-purpose dynamic sim- 
ulator for chemical processes /, 80-4487 


E 


EASI program improvements for HP-67 
and TI-59 calculators /, 80-5401 

East European scientific abstracts. Materials 
science and metallurgy, 80-5391 

East-West trade update; a commercial fact 
sheet for U.S. business, 80-4073 

Eastern Europe, US policy, 80-5169 

Ecological effects of the Wickersham 
Dome fire near Fairbanks, Alaska /, 80- 
3781 

Ecology of Mysis relicta in Twin Lakes, 
Colorado /, 80-4921 

Econometric analysis of the demand for 
gasoline at the state level /, 80-4370 

The economic and geographic impact of 
national forest land on counties in south- 
ern Iilinois /, 80-3758 

Economic and industrial affairs, 80-5372 

Economic impact of the U.S. merchant 
marine and shipbuilding industries : an 
input-output analysis /, 80-4000 

Economic outlook at mid-summer : hear- 
ings before the Committee on the Budget, 
House of Representatives, Ninety-sixth 
Congress, first session 80-5442 

Economic purposes of future trading., 
5355 

Economic — responsibilities of 
women., 80-5075 

Economic stabilization, 80-4640 

Ecosystem quality., 80-4483 

Eddy current testing and ultrasonic refer- 
ence standards for depleted uranium bar- 
stock /, 80-4177 

Edges., 80-3780 

EDS coal liquefaction process development 
: phase IV /, 80-4309 

Education amendments of 1980 : report to- 
gether with individual, additional, supple- 
mental, additional supplemental, and dis- 
senting views., 80-5274 

Education and training information 
change bulletin., 80-5238, 80-5239 

Educational film catalog for Bureau of 
Indian Affairs schools., 80-4915 

Educational scholarship guide for Vietnam 
POW/MIA dependents., 80-4163 

The effect of alternative partial benefits for- 
mulas on beneficiary part-time work be- 
havior /, 80-5087 

Effect of oxidizing environment on me- 
chanical properties of molybdenum and 
TZM /, 80-4385 

Effect of sample size on coefficient of vari- 
ation estimation, 80-4981 

The effectiveness of the Defense Contract 
Audit Agency can be improved 
to the Congress /, 80-4567 

Effects of Orthene, Sevin 4 Oil, and Dylox. 
On aquatic insects incidental to attempts 


80- 


working 


ex- 


: report 
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to control spruce budworm in Maine, 
1976 /, 80-3786 

The effects of the Tokyo Round of multi- 
lateral trade negotiations on the U.S. 
economy : an updated view /, 80-5508 

The effects of water on compressed air 
energy storage in porous rock reservoirs 
/, 80-4425 

Efforts to improve management of the 
Small Business Administration have been 
unsatisfactory — more aggressive action 
needed : report /, 80-4556 

EFG solar modules., 80-4251 

Egg research and consumer information act 
: hearing before the Subcommittee on 
Dairy and Poultry of the Committee on 
Agriculture, House of Representatives, 
Ninety-sixth Congress, first session, on 
H.R. 5069, October 16, 1979., 80-5423 

EIA annual report on monthly comparisons 
of peak demands and energy for !oad., 
80-4525 

EIA publications directory, 

EIA publications directory. 
80-4529 

Elastic energy and metastable phase equilib- 
ria for coherent mixtures in cubic systems 
/, 80-4390 

Electric housewares and fans., 

Electric lamps., 80-3890 

Electric lamps (quarterly), 80-3890 

Electrical energy development in the Pacif- 
ic Southwest : report to the Congress /, 
80-4566 

Electrical work special trade contractors, 
SIC code 1731., 80-3946 

Electrically operated toys and children’s ar- 
ticles., 80-5360 

Electron cyclotron resonance heating of 
tandem mirrors /, 80-4509 

Electronic computing 
3573., 80-3855 

Electrostatic probe diagnostics on the LBL 
10 ampere neutral beam ion source /, 
80-4343 

Embedded zircaloy-sheathed cladding ther- 
mocouples /, 80-5400 

Emergency preparedness 
Federally insured credit 
$119 

Employment and occupations., 


80-4529 
supplement., 


80-3880 


equipment, SIC 


guidelines for 
unions., 80- 


80-4615 

Employment tax credits can reduce your 
income taxes and here’s how /. 80-5081 

An energy analysis of the basic materials 
utilized in power 
systems /, 


electric 

80-4332 

Energy and cost analysis of residential heat- 
ing systems /, 80-4353 

Energy conservation and the homeowner.. 
80-4610 

Energy fact book.. 


transmission 


80-4199 

material transport. now through 
2000, system characteristics and potential 
problems., 80-4406 
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Energy research and energy information 
services available from the National 
Technical Information Service., 80-4016 

Energy statistics, 80-5265 

Energy supply act, titles III, IV, and V : 
hearing before the Subcommittee on 
Energy Resources and Materials Produc- 
tion of the Committee on Energy and 
Natural Resources, United States Senate, 
Ninety-sixth Congress, first session, on S. 
1308 ... June 28, 1979., 80-5455 

An engineering and cost analysis of a dry 
cooling system augmented with a thermal 
storage pond /, 80-4421 

Engineering-economic analysis of single- 
family dwelling thermal performance /, 
80-4356 

Engineers : civil, electrical, mechanical 
consider a career in the Forest Service., 
80-3743 

Enhancing germination of Indian ricegrass 
seed used in stabilizing mineral wastes /, 
80-4927 

Entering the trucking business : some ques- 
tions and answers /, 80-5005 

Enterprise analysis, a tool for evaluation of 
Operating enterprises /, 80-4917 

Enthalpy measurement of coal-derived lig- 
uids /, 80-4288 

Entrapment of krypton in sputter deposited 
metals : a storage medium for radioactive 
gases /, 80-4428 

Environmental and health aspects of select- 
ed organohalide compounds : information 
overview /, 80-4358 

Environmental assessment of the Alaskan 
continental shelf. Annual reports of prin- 
cipal investigators., 80-4063 

Environmental assessment of the Alaskan 
Continental shelf : executive summary, 
April 1976-March 1977., 80-4061 

Environmental assessment of the Alaskan 
continental shelf. Annual reports of prin- 
cipal investigators (OCoLC)4737465, 
80-4063 

Environmental considerations of selected 
energy-conserving manufacturing process 
options., 80-4533, 80-4534, 80-4535, 
80-4536, 80-4537 

Environmental contaminants in food : sum- 
mary., 80-5414 

Environmental development plan 
energy systems., 80-4522 

Environmental development plan. Coal ex- 
traction and preparation., 80-4523 

Environmental development plan Space ap- 
plications., 80-4524 

Environmental development 
Space applications, 80-4524 

Environmental development 
from biomass, 80-4522 

Environmental effect of the gasoline tilt 
rule : hearings before the Subcommittee 
on Oversight and Investigations of the 
Committee on Interstate and Foreign 
Commerce. House of Representatives. 


Biomass 


plan (EDP) 


plan. Fuels 





Ninety-sixth Congress, 
March 12 and 13, 1979., 

Environmental impacts 
(Dimilin) insecticide /, 80-3787 

Environmental modification techniques 
hearing before the Committee on Foreign 
Relations, United States Senate, Ninety- 
sixth Congress, first session May 10, 
1979., 80-5463 

Environmental monitoring at Ames Labora- 
tory : calendar year 1978 /, 80-4336 

An environmental overview of geothermal 
development the Geysers-Calistoga 
KGRA., 80-4483 

Ephemeris, 80-4967 

Ephemeris of the sun and Polaris and tables 
of azimuths and altitudes of Polaris, 80- 
4967 

Ephemeris of the sun, Polaris and other se- 
lected stars with companion data and 
tables., 80-4967 

Epidemiology reports from the world press, 
80-5392 

Equal access to justice act of 1979, S. 265 : 
hearings before the Subcommittee on Im- 
provements in Judicial Machinery of the 
Committee on the Judiciary, United 
States Senate, Ninety-sixth Congress, first 
session, on S. 265, April 19, 20, and 21, 
1979., 80-5481 

An equal chance to be an 
80-5080 

Equal opportunity in apprenticeship : a 
guide for program sponsors 80-5084 

Equations of state of Si0.and H.0 mixtures 

80-4499 

Equip tips : 

benches., 


first 
80-5471 
of diflubenzuron 


session, 


apprentice 


plastic tops, picnic tables and 

80-3757 

ES services to veterans /, 80-5089 

80-5072 

Essential United States foreign trade routes, 
80-4004 

Estimados de poblacion para municipios y 
areas metropolitanas de Puerto Rico, 
lero. de Julio de 1976 (revisado) y 1977 
(preliminar), 80-3911 

=stimates of the nuclear design requirment 
for the Pechora-Kama Canal project 
80-4510 

=stimates of the population of Alabama 
counties and metropolitan areas, July 1, 
1977 (revised) and 1978 (provisional), 
80-3912 


ESA speaker's guide 


sstimates of the population of California 
counties and metropolitan areas, July 1. 
1977 (revised) and 1978 
80-3913 


(provisional), 
=stimates of the population of Georgia 
counties and metropolitan areas, July 1, 
1977 (revised) and 1978 
80-3914 


(provisional), 


=stimates of the population of Illinois coun- 
ties and metropolitan areas, July 1, 1977 
(revised) and 1978 (provisional), 80-3915 
the population of Indiana 
counties and metropolitan areas. July 1. 


Sstimates of 
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Experienced pilots act of 1979 : report together with supplemental, additional, and 


1977 (revised) and 
80-3916 

Estimates of the population of Iowa coun- 
ties and metropolitan areas, July 1, 1977 
(revised) and 1978 (provisional), 80-3917 

Estimates of the population of New Jersey 
counties and metropolitan areas, July 1, 
1977 (revised) and 1978 (provisional), 
80-3918 

Estimates of the population of Puerto Rico 
municipios and metropolitan areas, July 
1, 1976 (revised) and 1977 (provisional), 
80-3911 

Estimates of the population of South Caro- 
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Improvements needed in the Securities and 
Exchange Commission's efforts to estab- 
lish a national securities market : report 
to the Congress /, 80-4569 

Improvements to the Trade adjustment as- 
sistance program : report to accompany 
H.R. 1543., 80-5338 

Improving financial management in the 
United Nations by strengthening audits 
and inspections : report to the Congress / 

80-4589 

Improving Interior's limited internal audit- 
ing and investigating activities — Inspec- 
tor General faces many problems : report 
to the Congress /, 80-4560 

Improving the scientific and technical infor- 
mation available to the Environmental 
Protection Agency in its decisionmaking 
process : report to the Congress /, 80- 
4557 

In partnership with people : an alternative 
development strategy /, 80-5370 
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In the matter of : certain welded stainless 
steel pipe and tube., 80-5228 

Income growth in nonmetro America, 1968- 
75 /, 80-3813 

Increase in public debt ceiling : hearing 
before the Committee on Ways and 
Means, House of Representatives, Ninety- 
sixth Congress, first session, September 
11, 1979., 80-5507 

Independent verification options for in- 
specting nuclear power plant facilities : 
final report /, 80-5406 

Index, National Park System and related 
areas., 80-4934 

Index of administrative publications., 
4159 

Index of modification work orders, 
4162 

Index of original surface weather records 
(hourly, synoptic, autographic) for sta- 
tions in New Mexico., 80-4056 

Index of supply catalogs and supply man- 
uals (excluding types 7, 8, and 9), 80- 
4160, 80-4161 

Index of the National Park System and af- 
filiated areas, 80-4934 

Index of the National Park System and re- 
lated areas, 80-4934 

Index, The papers of the Continental Con- 
gress, 1774-1789 /, 80-4638 

Indoor thermal performance evaluation of 
Daystar solar collector /, 80-4252 

Industrial application fluidized bed combus- 
tion category III : indirect fired heaters., 
80-4301 

Industrial hygiene laboratory quality con- 
trol manual /, 80-4802 

Industrial refrigeration, potential for energy 
conservation /, 80-4456 

Industrial Workshop on LASL Semicon- 
ductor Radiation-Detector Research and 
Development /, 80-4337 

Industry series, asphalt felts and coatings, 
SIC 2952., 80-3853 

Industry series, bituminous coal and lignite 
mining services, SIC 1213., 80-3932 

Industry series, bituminous coal and lignite, 
SIC 1211., 80-3931 

Industry series, blowers and fans, SIC 3564, 
80-3854 

Industry series, bottled and canned soft 
drinks, SIC 2086., 80-3841 

Industry series, carpentering special trade 
contractors, SIC code 1751., 80-3947 

Industry series, children’s outerwear, 
N.E.C., SIC 2369., 80-3851 

Industry series, clay and related minerals, 
N.E.C., and miscellaneous clay mines as- 
sociated with manufacturing, SIC 1459., 
80-3934 

Industry series, concrete work special trade 
contractors, SIC 1771., 80-3952 

Industry series. copper ores, SIC 
80-3929 

Industry series, crude petroleum and natural 
gas, SIC 1311., 80-3933 


80- 


80- 


1021.. 
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Industry series, current-carrying wiring devices, SIC 3643. 


Industry series, current-carrying wiring de- 
vices, SIC 3643., 80-3856 

Industry series, electrical work special trade 
contractors, SIC code 1731., 80-3946 

Industry series, electronic computing equip- 
ment, SIC 3573., 80-3855 

Industry series, floor laying and other floor- 
work special trade contractors, N.E.C., 
SIC code 1752., 80-3948 

Industry series, general contractors—resi- 
dental buildings, other than single family, 
SIC 1522., 80-3944 

Industry series, glass and glazing work spe- 
cial trade contractors, SIC code 1793., 
80-3950 

Industry series, heavy construction contrac- 
tors , N.E.C., SIC code 1629., 80-3945 

Industry series, knit outerwear mills, SIC 
2253., 80-3842 

Industry series, knit underwear mills, SIC 
2254., 80-3843 

Industry series, men’s and boys’ clothing, 
N.E.C., SIC 2329., 80-3849 

Industry series, men’s and boys’ separate 
trousers, SIC 2327., 80-3847 

Industry series, men’s and boys’ shirts and 
nightwear, SIC 2321., 80-3845 

Industry series, men’s and boys’ suits and 
coats, SIC 2311., 80-3844 

Industry series, men’s and boys’ underwear, 
SIC 2322., 80-3846 

Industry series, men’s and boys’ work cloth- 
ing, SIC 2328., 80-3848 

Industry series, metal mining services, SIC 
1081., 80-3930 

Industry series, nonmetallic minerals 
(except fuels) services, SIC 1481., 80- 
3936 

Industry series, potash, soda, and borate 
minerals, SIC 1474., 80-3935 

Industry series, prepared feeds, N.E.C., SIC 
2048., 80-3840 

Industry series, special trade contractors, 
N.E.C., SIC 1799., 80-3951 

Industry series, water well drilling special 
trade contractors, SIC code 1781., 80- 
3949 

Industry series, women’s and misses’ dress- 
es, SIC 2335., 80-3850 

Industry series, wood containers, N.E.C., 
SIC 2449., 80-3852 

The influence of distant zones on Stokes’ 
equation considering the removal of 
lower-degree harmonics from S ((psi]) or 
[delta] g /, 80-4193 

The information resources and services of 
the United States : an introduction for 
developing countries /, 80-5141 

Information sources and services directory 
/, 80-4863 

The initial growth and expanding opportu- 
nities of U.S. domestic satellite service /, 
80-4081 

The initial growth and expanding opportu- 
nities of U.S. domestic satellite service 
[errata] /, 80-4082 
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Thee initial visit : facilitator manual /, 80- 


80-4984 
80-5091, 


Injury experience in coal mining., 
Injury experience in quarrying., 
80-5092 


Installation package for a solar heating 
system., 80-4268 

Installation package for the Solaron solar 
subsystem., 80-4270 

Installation package for 77-180 Solarstat 
and 77-171 Controller., 80-4261 

Installation package Maxi-therm S-101 heat- 
ing module /, 80-4253 

Instrument calls and real-time code for lab- 
oratory automation /, 80-4479 

Instrumentation for nondestructive explora- 
tion of cultural resources., 80-4936 

An integrated computer procedure for 
sizing composite airframe structures /, 
80-5110 

Integrated salary and benefits : programs 
for state and local government., 80-5129 

Inter-American challenges for the 1980's /, 
80-5158 

Intergovernmental management program., 
80-4834 

Intergovernmental personnel act : hearings 
before the Subcommittee on Human Re- 
sources of the Committee on Post Office 
and Civil Service, House of Representa- 
tives, Ninety-sixth Congress, first session, 
July 18 and 19, 1979., 80-5488 

Intergovernmental personnel mobility as- 
signments : HUD questions & answers 
fact sheet., 80-4833 

Interim report - National Advisory Council 
on Equality of Educational Opportunity 
(OCoLC)5591846, 80-5364 

Interim report to the President and the 
Congress : May 16, 1975., 80-5362 

Interim report to the President and the 
Congress : May 16, 1975 [errata]., 80- 
5363 

Interior’s role in energy and resources., 
80-4862 

Internal 
80-4617 

International Centre for the Study of the 
Preservation and Restoration of Cultural 
Property., 80-5369 

International procurement code : hearings 
before the Subcommittee on Government 
Procurement of the Select Committee on 
Small Business, United States Senate, 
Ninety-sixth Congress, first session 
April 3 and 12, 1979., 80-5501 

International Trade Commission publica- 
tions., 80-4631 

Interstate Commerce Commission : 
public interest., 80-4998 

Introduction to medicare : a basic orienta- 
tion, hospital insurance part A, medical 
insurance part B., 80-4822 

Introduction to patents /, 80-5189 

Inventory techniques for sampling avian 
populations /, 80-4974 


Revenue cumulative  bulletins., 


in the 
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Investigate before you invest /, 80-5201 

Investment risk evaluation techniques : use 
in energy-intensive industries and implica- 
tions for ERDA’s industrial conservation 
program /, 80-4441 

Ion-selective electrodes in organic elemen- 
tal and functional group analysis : a 
review (1975 to 1978) : supplement 1 /, 
80-4480 

Iranian national airspace system : 
Study Team report., 80-5241 

Irradiation-induced swelling in solution an- 
nealed AISI 316 /, 80-4334 

Irradiation performance of HTGR fuel rods 
in HFIR experiments HRB-9 and -10 /, 
80-4380 

Irrigation water use and management : an 
Interagency Task Force report., 80-4864 

Issues and needed improvements in state 
regulation of the insurance business : 
report to the Congress /, 80-4602 

Issues and needed improvements in state 
regulation of the insurance business (ex- 
ecutive summary) : report to the Con- 
gress /, 80-4603 

Issues surrounding the Surface mining con- 
trol and reclamation act : report /, 80- 
4554 

Italian port guide : Bari, Brindisi, Taranto., 
80-4203 

The Italian Riviera : Liguria [port guide]., 
80-4204 

It’s a two-way street : National Health 
Service Corps Scholarship Program for 
students of medicine, osteopathy, and 
dentistry., 80-4774 


J 


FAA 


Jackson, 
80-5041 

Jackson National Fish Hatchery., 80-4951 

Janet Abraham, aka [sic] Janet Susan Abra- 
ham : report to accompany S. 170., 80- 
5296 

Jerry W. Manandic and Ceferino W. Man- 
andic : report to accompany S. 151., 80- 
5295 

Jesus Reveles y Rivera : report to accompa- 
ny H.R. 2477., 80-5298 

Job safety and health protection., 80-5070 

Job search of recipients of unemployment 
insurance /, 80-5062 

Job service : how it works for you /, 80- 
5088 

Jobs for which you probably will need a 
college education /, 80-5033 

John C. Sawhill nomination hearing 
before the Committee on Energy and 
Natural Resources, United States Senate, 
Ninety-sixth Congress, first session, on 
the nomination of John C. Sawhill to be 
the Deputy Secretary of the Department 
of Energy, September 28, 1979., 80-5456 

Joint development : making the real estate- 
transit connection : executive summary /, 
80-5255 


Mississippi, metropolitan area, 





February 1980 


Joint resolution designating November 4, 
1979, as “Will Rogers Day”., 80-5318 
Joint resolution making further continuing 
appropriations for the fiscal year 1980, 
and for other purposes., 80-5332 

Joint resolution to authorize the President 
to issue a proclamation designating the 
week beginning on November 18, 1979, 
as “National Family Week”., 80-5330 

Jozef Swiderski : report to accompany H.R. 
1403 [i.e. 4013]., 80-5301 

Judicial administration, 80-4641 

The Judicial conduct and disability act of 
1979 : report together with additional 
views to accompany S. 1873., 80-5335 

Junior Achievement Week : report to ac- 
company S.J. Res. 107., 80-5345 

Justice Department authorizations, fiscal 
1980 : conference report to accompany S. 
1157., 80-5294 

Justice system improvement act of 1979 : 
conference report to accompany S. 241., 
80-5304 


K 


Kampuchean relief, US policy, 80-5171 

Key crude oil and products pipelines are 
vulnerable to disruptions : report to the 
Congress /, 80-4565 

Kidney & urinary tract diseases and treat- 
ment., 80-4730 

Knit fabric production., 80-3884 

Knit outerwear mills, SIC 2253., 

Knit underwear mills, SIC 2254., 


L 


80-3842 
80-3843 


Labor, 80-4642, 80-4643, 80-4644 

Labor requirements for the airport develop- 
ment aid program (ADAP), 80-5246 

Laboratory animal records /, 80-4708 

Laboratory procedures for determining the 
dispersibility of clayey soils /, 80-4922 

Land application of waste water : a bibliog- 
raphy /, 80-4869 

Land-use conflicts with natural vegetation 
in the United States /, 80-4378 

Landscape architecture and the allied arts : 
an annotated bibliography of articles and 
notes appearing in the bulletin or news- 
letter /, 80-4995 

LARGO hot water system thermal per- 
formance test report /, 80-4264 

Laser and electro-optical interference con- 
sideration at radio frequencies /, 80- 
3825 

Laser-zone growth in a ribbon-to-ribbon 
(RTR) process : silicon sheet growth de- 
velopment for the large area silicon sheet 
task of the low cost silicon solar array 
project /, 80-4243 

The Law of the Sea : a test of international 
cooperation : speech /, 80-5160 

Law of the sea : hearings before the Sub- 
committee on Oceanography of the Com- 





Manual of instructions for the survey of the public lands of the U.S. 


mittee on Merchant Marine and Fisheries, 
House of Representatives, Ninety-sixth 
Congress, first session, on Law of the Sea 
Conference oversight, February 27, 1979, 
Deep seabed mining, H.R. 2759, H.R. 
3268, May 22, 23, June 7, 1979., 80-5486 

Learning about your market /, 80-5197 

Legal issues of emission density zoning /, 
80-4532 

Lessening oil dependency through greater 
coal use., 80-5132 

Letters of delegates to Congress, 1774-1789 
iP 

Levels-of-growing-stock cooperative study 
on Douglas-fir /, 80-3761 

The Library of Congress’ new Madison 
building — reasons for, and effects of, 
delays and escalating costs : report /, 
80-4591 

Lifting and loading equipment operator /, 
80-4127, 80-4128 

Light truck population to year 2025., 
4369 

Limiting factors for the near-term potential 
of solar industrial process heat /, 80- 
4492 

Limiting the strategic arms race /, 80-5151 

Liquid phase methanation, pilot plant oper- 
ation and laboratory support work /, 
80-4289 

List of ERDA radioisotope customers with 
summary of radioisotope shipments., 80- 
4410 

List of publications, 

Lithium /, 80-4931 

LLL gas stimulation program., 
80-4475 

The LLL geothermal energy program : a 
status report on the development of the 
total-flow concept /, 80-4476 

Long-term weathering effects on the ther- 
mal performance of the Lennox/Hon- 
eywell (liquid) solar collector /, 80-4262 

Longwall conveyor systems study : final 
technical report as of 28 February 1978 /, 
80-4310 

Loran-C table : North Atlantic /, 80-4095, 
80-4096 

Lost or damaged household goods., 
5004 

Lostwood National Wildlife Refuge., 
4952 

Lottery material, transportation or mailing 
to a foreign country : [an act to amend 
title 18 of the United States Code to 
allow the transportation or mailing to a 
foreign country of material concerning a 
lottery authorized by that foreign coun- 
try, and for other purposes]., 80-5312 

Louisiana’s selected service industries 
showed a 101.5 percent increase in re- 
ceipts between 1972 and 1977, Census 
report shows., 80-3970 

Low cost silicon array project : feasibility 
of low-cost, high-volume production of 
silane and pyrolysis of silane to semicon- 
ductor-grade silicon., 80-4242 


80- 


80-4846 


80-4474, 


80- 


80- 


Do not order from index; see indicated entry 





Low-cost wood homes for rural America : 
construction manual /, 80-3746 

Low-income energy assistance supplemental 
appropriation : report to accompany H.J. 
Res. 430., 80-5509 

Lower graded military personnel with fami- 
lies are not suitably housed but should be 
: report to the Congress /, 80-4555 

Lower Income Housing Assistance Pro- 
gram (Section 8) : nation wide evaluation 
of existing housing program : technical 
supplement /, 80-4836 

Lower Income Housing Assistance Pro- 
gram (Section 8) : nationwide evaluation 
of the existing housing program /, 80- 
4835 

Lunette Joyce Clarke : report to accompa- 
ny H.R. 2594., 80-5299 


M 


Magnetic fusion energy program /, 80- 
4312 

Magnetic fusion energy quarterly report /, 
80-4477 

Magnetic order in gold-iron alloys /, 80- 
4511 

Major retail centers in standard metropoli- 
tan statistical areas, Montana., 80-3960 

Major retail centers in standard metropoli- 
tan statistical areas, Nevada., 80-3961 

Major retail centers in standard metropoli- 
tan statistical areas, Rhode Island., 80- 
3962 

Making appropriations for military con- 
struction, Department of Defense : con- 
ference report to accompany H.R. 4391., 
80-5293 

Making appropriations for the Department 
of the Interior and related agencies : con- 
ference report to accompany H.R. 4930., 
80-5285 

Making appropriations for the Department 
of Transportation and related agencies : 
conference report to accompany H.R. 
4440., 80-5289 

Making further continuing appropriations 
for fiscal year 1980, and for other pur- 
poses : conference report to accompany 
H.J. Res. 440., 80-5300 

Management of north central and northeas- 
tern forests for nongame birds., 80-3777 

Management statistics for United States 
courts., 80-5029 

Management training : key to small business 
success! /, 80-5179 

Managing economic problems in the indus- 
trialized democracies /, 80-5143 

Managing the public rangelands., 80-4966 

Manned undersea science and technology; 
report., 80-4020 

Manned undersea science and technology; 
report, 80-4020 

Manual of instructions for the survey of the 


public lands of the United States, 80- 
4967 
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Manual para la bateria de examenes de aptitud general [BEAG] / 


Manual para la bateria de examenes de apti- 
tud general [BEAG] /, 80-5085 

Manufacturer's policies concerning average 
fuel economy standards /, 80-5263 

Manufacturers’ shipments, inventories, and 
orders., 80-3865 

Marine accident report : Spanish motor 
tankship Ribaforada ramming of barge 
MB-S5, three wharves, and cargo ship M/ 
V Tiaret, New Orleans, Louisiana, De- 
cember 4, 1977., 80-5231 

Marine advisory service directory., 
4017 

Maritime appropriation authorization act 
for fiscal year 1980 : conference report to 
accompany S. 640., 80-5275 

Maritime subsidies., 80-4002 

Market assessment of fuel cell total energy 
systems ;: summary report /, 80-4357 

Martin Luther King, Jr., national holiday, 
S. 25 : joint hearings before the Commit- 
tee on the Judiciary, United States 
Senate, and the Committee on Post 
Office and Civil Service, House of Rep- 
resentatives, Ninety-sixth Congress, first 
session, on S. 25, March 27 and June 21, 
1979., 80-5478 

Maryrose and Rosemary Evangelista 
report to accompany H.R. 918., 80-5297 

Mason County, West Virginia (unincorpor- 
ated areas), 80-4855 

Material culture of the Numa : the John 
Wesley Powell collection, 1867-1880 /, 
80-5206 

Materials flow, recycle, and disposal for 
deuterium-tritium fusion /, 80-4424 

Materials science and metallurgy., 80-5391 

Materials technology for coal-conversion 
processes., 80-4226 

Materiel management decision rule tables., 
80-4109 

Mathematical description of adsorption and 
transport of reactive solutes in soil : a 
review of selected literature /, 80-4384 

Maxi-therm S-101 heating module., 80- 
4253 

Maximal geoidal elevations due to simulat- 
ed seamounts /, 80-4194 

Measurement assurance for gage blocks 
[errata] /, 80-3997 

Measurement of capacity utilization 
lems and tasks /, 80-4548 

Measurement of interactive computing 
methodology and application /, 

Measuring America 
3827 


80- 


: prob- 


> Census surveys., 


Measuring the permeability of Eleana argil- | 
lite area 17, Nevada Test Site. using the | 


transient method /, 
Meat and poultry 
80-3805 
Medicaid recipient characteristics and units 
of selected medical services., 80-4692 
Medicare amendments of 1979 
the Committee on Ways and Means, U.S 


80-4498 


inspection 
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80-3984 | 
80- | 


directory., | 


: report of | 


House of Representatives, to accompany 
H.R. 3990... /, 80-5280 

Medicare and medicaid amendments of 
1979 : report of the Committee on Ways 
and Means, U.S. House of Representa- 
tives, to accompany H.R. 4000 /, 80- 
5281 

Medicare directory of prevailing charges., 
80-4821 

Meeting a critical need the National 
Health Service Corps., 80-4758 

Membership roster, cancer clinical coopera- 
tive groups, 80-4717 

Membership roster, cancer clinical trials 
groups and projects., 80-4717 

Men's and boys’ clothing, N.E.C., SIC 
2329., 80-3849 

Men’s and boys’ separate trousers, SIC 
2327., 80-3847 

Men’s and boys’ shirts and nightwear, SIC 
2321., 80-3845 

Men's and boys’ suits and coats, SIC 2311., 
80-3844 

Men's and boys’ underwear, SIC 2322., 
80-3846 

Men’s and boys’ work clothing, SIC 2328., 
80-3848 

Mental health statistical note., 80-4809 

Merit peer review report to the National 
Cancer Institute., 80-4718 

MESODIF-II, a variable trajectory plume 
segment model to assess ground-level air 
concentrations and deposition of effluent 
releases from nuclear power facilties /, 
80-5403 

A message from social security : why a 
special medical examination is needed for 
your disability claim., 80-4677 

Metal mining services, SIC 1081., 80-3930 

Methods and means for control of error in 
precision instruments and systems /, 80- 
4220 

Methods for collecting and analysis task 
analysis data /, 80-4209 

Methods to increase the insect resistance of 
food shipping cases /, 80-3816 

MHD ETF conceptual design., 80-4297 

Micro implemented loader : an advanced 
loader facility for a microprogrammable 
computer /, 80-4190 

Microbiological effects of recharging the 
Magothy aquifer, Bay Park, New York, 
with tertiary-treated sewage /, 80-4887 

Microwave oven radiation., 80-4746 

Middle distillate fuels : joint hearing before 
the Subcommittee on Antitrust and Re- 
straint. of Trade Activities Affecting 
Small Business and the Subcommittee on 
Energy. Environment. Safety. and Re- 
search of the Committee on Small Busi- 
ness, House of Representatives, Ninety- 
sixth Congress, first session 80-5497 

The Middle East 1978-79 : forces of change 
/, 80-5152 

The migration 
processing 


of long-lived 
wastes in 


radioactive 
selected rocks 
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Title Index 


annual report to the Office of Waste Han- 
dling, Project ANOIISA, FY 1977 /, 
80-4222 

Miles City National Fish Hatchery., 
4941 

Military construction appropriation bill, 
1980 : report to accompany H.R. 4391., 
80-5346 

Military construction authorization act, 
1980 : conference report to accompany S. 
1319., 80-5284, 80-5348 

Military publications, 80-4159, 
80-4162 

Military publications : index of supply cata- 
logs and supply manuals (excluding types 
7, 8, and 9) /, 80-4160 

Military standard requisitioning and issue 
procedures., 80-4111 

Military standard transportation and move- 
ment procedures., 80-4092 

Milk price support : report to accompany S. 
6., 80-5344 

MILSTAMP : military standard transporta- 
tion and movement procedures., 80-4092 

MILSTAMP : transportation account codes 
: TACs., 80-4093 

MILSTRIP., 80-4111 

MILSTRIP routing identifier codes., 
4113 

Milwaukee Railroad restructuring act : [an 
act to provide for the orderly restructur- 
ing of the Milwaukee Railroad, and for 
the protection of the employees of such 
railroad]., 80-5320 

Milwaukee Railroad restructuring act : con- 
ference report to accompany S. 1905., 
80-5278 

Mine illumination., 80-4986 

Mineral yearbooks., 80-4620 

Minimum requirements of construction & 
equipment for hospital and medical facili- 
ties., 80-4794 

Minimum streaming current requirements 
for MFTF : revised by recent (rp/ai) 
scaling in 2XIIB /, 80-4469 

Minimum wage and maximum hours stand- 
ards under the Fair labor standards act, 
80-5073 

Mining 
3877 

Minorities., 80-4613 

Minority statistics., 80-3954 

Mission analysis of photovoltaic 
energy conversion /, 80-4436 

Mississippi flyway. 80-4949 

Mississippi's selected service industries 
showed a 66.3 percent increase in receipts 
between 1972 and 1977, Census report 
shows., 80-3971 

The Mitigation Symposium : a_ national 
workshop on mitigating losses of fish and 
wildlife habitats. July 16-20, 1979, Colo- 
rado State University, Fort Collins. Colo- 
rado., 80-3784 

Monazite in the granitic rocks of the south- 
eastern Atlantic States : 


80- 


80-4161, 


80- 


machinery and equipment., 80- 


solar 


an example of 





February 1980 


the use of heavy minerals in geologic ex- 
ploration /, 80-4892 

Money income and poverty status of fami- 
lies and persons in the United States, 
1978 (advance report), 80-3921 

Morbidity and mortality, 80-4795 

Morris and Lenke Gelb : report to accom- 
pany H.R. 4285., 80-5291 

Mortgaged rural homes : characteristics of 
housing units and occupants /, 80-3814 

Motion pictures, films, and audiovisual in- 
formation., 80-4619 

Motor carriers, 80-5000 

Motor vehicle fuel efficiency hearings 
before the Subcommittee on Energy and 
Power of the Committee on Interstate 
and Foreign Commerce, House of Repre- 
sentatives, Ninety-sixth Congress, first 
session ... March 13 and 14, 1979., 80- 
5472 

Motors and generators., 80-3881 

Movement of units in Air Force aircraft /, 
80-4155 

Moving a national resource : a compendium 
on interregional coal transportation., 80- 
4453 

Moving participants from public service 
employment to unsubsidized jobs needs 
more attention : report /, 80-4583 

Multilateral trade negotiations hearings 
before the Subcommittee on General 
Oversight and Minority Enterprise of the 
Committee on Small Business, House of 
Representatives, Ninety-sixth Congress, 
first session, Washington, D.C., March 20 
and April 4, 1979., 80-5498 

Multiple application procedures., 

Multiple application references/instruc- 
tions/tables and grids., 80-4107 

Multiple HEPA filter test methods, Janu- 
ary-December 1977 /, 80-4338 

Multiple source dispersion model /, 
4495 

Music & musicians. Braille scores catalog, 
choral., 80-5100 

The music of The Star-Spangled Banner 
from Ludgate Hill to Capitol Hill /, 80- 
5093 

Music services for blind 
handicapped individuals., 80-5101 

The M561/M792 gama goat : operation and 
preventive maintenance., 80-4170 


80-4103 


80- 


and physically 


N 


The NASA-Ames Research Center strato- 
spheric aerosol model., 80-5111 

NASF transposition network : a computing 
network for unscrambling p-ordered vec- 
tors /, 80-5114 

Nassau-Suffolk, New 
area, 80-5054 

The National alcohols and alcohol fuel and 
farm commodity production act of 1979 : 
hearing before the Sucommittee on Eco- 
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pered-thickness, graphite/epoxy compos- 
ite flywheel /, 80-4506 

Prototype solar heating and cooling systems 
: (monthly progress reports) /, 80-4263. 
80-4272 

Prototype solar heating and hot water 
system : (a collection of quarterly re- 
ports).. 80-4257 

Providence-Warwick-Pawtucket, Rhode 
Island-Massachusetts, metropolitan area, 
80-5056 

Provisional patient movement and selective 
administrative data, state and county 
mental hospitals, inpatient services by 
state: United States 1976, 80-4809 

Public contracts and property management, 
80-4659, 80-4660, 80-4661, 80-4662, 
80-4663, 80-4664, 80-4665 

Public disclosure of lobbying act of 1979 : 
report together with additional views to 
accompany H.R. 4395., 80-5282 

Public fire education planning 
process /, 80-4077 

Public land statistics., 

Publication note - National 
Health Statistics., 80-4773 

Publications., 80-4110 

Publications & materials of the 
States Travel Service.. 80-4010 

Publications of the Bureau of Labor Statis- 
tics., 80-5061 

Publications of the U.S. Army Center of 
Military History., 80-4176 

Puerto Rico and the Virgin Islands 
guide]., 80-4205 

Pulse charging of nanofarad capacitors to 
tens of kilovolts from the shock depoling 
of PZT ferroelectric ceramics /, 80- 
4182 

Pulse combustion technology for heating 
applications., 80-4216 


Q 


Quality assurance for radiographic x-ray 
units and associated equipment /, 80- 
4751 

Quantification of chlorinated hydrocarbons 
in previously collected air samples /, 
80-4531 

Quantitative analysis of defects in silicon : 
silicon sheet growth development for the 
large area silicon sheet task for the low 


of environment, 80-4657, 80- 


: a five step 
80-4961 


Center for 


United 
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cost solar array project., 
4250 

Quarterly progress report research and de- 
velopment activites, waste fixation pro- 
gram., 80-4402, 80-4403. 80-4404 

Quarterly report on the strontium heat 
source development program, Advanced 
Systems and Materials Production Divi- 
sion for October-December 1978 /, 80- 
4399, 80-4400 

Questions and answers on the local public 
works program, Round II., 80-4005 


80-4249, 80- 


R 


Radial electron beam laser excitation : the 
Reble report /, 80-4446 

Radio and _ television receivers, phono- 
graphs, and related equipment., 80-3883 

Radio receivers and television sets, phono- 
graphs and record players, speakers and 
related equipment, 80-3883 

Radiological health training resources., 80- 
4750 

Rail abandonments : this booklet could help 
preserve service on your line /, 80-5006 

Rail carload cost scales., 80-5007 

Rail carload cost scales by territories, 80- 
5007 

Rangeland policies for the future : proceed- 
ings of a symposium, January 28-31, 1979, 
Tucson, Arizona., 80-3785 

Rape : what every women should know.. 
80-4115 

RARE II wilderness proposals 
before the Committee on Agriculture, 
Nutrition, and Forestry. United States 
Senate, Ninety-sixth Congress, first ses- 
sion, July 14, 1979, Middlebury. Vt... 
80-5426 

Reading., 80-4626 

REBEL/BASIC. real time language exten- 
sions /, 80-4513 

Recent social and economic 
print from Statistical 
United States., 80-3858 

Reconnaissance engineering geology of the 
Yakutat area, Alaska, with emphasis on 
evaluation of earthquake and other geo- 
logic hazards /, 80-4891 

Record retention requirements for 
businesses... 80-5199 

Recordkeeping requirements and a guide to 
tax publications., 80-5220. 80-5221 
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: a user’s guide 
trends: a re- 


abstract of the 


small 


Recoupment in the Food stamp program.. 
80-3802 

Recreational boating safety 
improvement act of 1979 : report to ac- 
company H.R. 4310., 80-5283 


Recruitment sources for women.., 


and facilities 


80-5076 

Redwood National Park. California /,  80- 
4935 

The Refugee act of 1979 
with additional, 
Views to 
5287 
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and minority 
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Report of the Natl Cancer Advisory Board submitted to the President of the U.S. for 


Regeneration in mixed conifer shelterwood 
cuttings in the Cascade Range of eastern 
Oregon /, 80-3764 

Regeneration of sulfated limestone from 
FBCs and corrosive effects of sulfation 
accelerators in FBCs., 80-4215 

Regional analysis of residential water heat- 
ing options : energy use and economics /, 
80-4355 

Regional profile /, 80-4874 

Registry of toxic effects of chemical sub- 
stances., 80-4803 

Regulation of Federal radioactive waste ac- 
tivities : report to Congress on extending 
the Nuclear Regulatory Commission’s li- 
censing or regulatory authority to Feder- 
al radioactive waste storage and disposal 
activities /, 80-5397 

Regulation of Federal radioactive waste ac- 
tivities : summary of report to Congress 
on extending the Nuclear Regulatory 
Commission's licensing or regulatory au- 
thority to Federal radioactive waste stor- 
age and disposal activites /, 80-5398 

Reliability technology for cardiac pacemak- 
ers II] : a workshop report : report of a 
workshop held at the National Bureau of 
Standards. Gaithersburg, MD. October 
19-20. 1977 /, 80-3979 

Remedial action at West Valley. New York 

oversight hearing before the Subcom- 
mittee on Energy and the Environment 
of the Committee on Interior and Insular 
Affairs, House of 
Ninety-sixth Congress, 
May 31, 1979., 80-5474 

Remote sensing : instrumentation for non- 

exploration of 

80-4936 

Remote system console /, 80-4466 

Report National Advisory 
Equality of Educational 
80-5364 

Report for minimum leakage condenser test 
program /, 80-4237 

Report of Area and District Commanders’ 
Conference.. 80-5252 

Report of Navy Graduate Education Pro- 
gram Select Study Committee for the 
Secretary. U.S. Navy.. 80-4200 

Report of the Attorney General to the Con- 
gress of the United States on the adminis- 
tration of the Foreign agents registration 
act, as amended.. 80-5010 

Report of the Director of 
Heart and Lung Institute. 80-4724 

Report of the Director of the National 
Heart, Lung. and Blood Institute... 80- 
4724 

Report of the International Ice Patrol serv- 
ice in the North Atlantic Ocean 
80-5253 
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the National 
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Report of the National 
Board submitted to the President of the 
United States for transmittal to the Con 
gress of the United States. 80-4720 
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Report of the Natl Conference on Weights and Measures. 


Report of the National Conference on 
Weights and Measures., 80-3986 

Report of the National Marine Fisheries 
Service., 80-4057 

Report of the proceedings of the Depart- 
ment of Energy Workshop on Energy 
Conservation in the Textile Industry, Jan- 
uary 24 and 25, 1978 /, 80-4273 

Report on activities under the Highway 
safety act of 1966 as amended., 80-5260 

Report on health personnel in the United 
States.. 80-4762 

Report to Congress on administration of 
ocean dumping activities . Public law 92- 
532. Marine Protection, research, and 
sanctuaries act of 1972., 80-4174 

Report to the President and Congress., 
5178 

Report to the President, the Congress, and 
the Special Representative for Trade Ne- 
gotiations], Advisory Committee for 
Trade Negotiations,, 80-5137 

Report to the Public Printer., 80-4609 

Reports of the United States Board of Tax 
Appeals, 80-5030 

Reports of the United States Tax Court., 
80-5030 

Research and statistics note.. 
4690 

Research, development. and demonstration 
for energy conservation preliminary 
identification of opportunities in iron and 
steelmaking /. 80-4444 

Research on the application of solar energy 
to industrial drying or dehydration proc- 
esses : final phase report /. 80-4397 

Research relating to children; bulletin., 
4700 

Resolution of inquiry 
energy information : report to accompa- 
ny H. Res. 291.. 80-5271 

Resource conservation and recovery act 


80- 


80-4689, 80- 


80- 


regarding certain 


ny H.R. 3994., 80-5270 


Resource inventory notes.. 
4980, 80-4981 
Resources for change, 


80-4979, 


80-4693 


Resources for change; a guide to projects.. | 


80-4693 


Resources in women’s educational equity.. 


80-4702 


Response of thinned ponderosa pine to fer- | 


tilization /, 80-3771 

Results of transient simulations of a digital 
model of the Arikaree aquifer 
Wheatland. southeastern Wyoming /. 
80-4913 

Results of tree and shrub plantings on low 
PH strip-mine banks /, 80-3766 

Retailing /, 80-5182 

Review and anlysis of oil shale technologies 
/, 80-4296 

Review and correction procedures for the 
metropolitan map series /, 80-3953 

A review of behavior of plutonium in soils 
and other geologic materials /. 80-5411 
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| Rural highway planning system 
amendments of 1979 : report to accompa- | . As . 


80- | 


Review of design elements for beach-fill 
evaluation /, 80-4172 

A review of methodology for accident con- 
sequence assessment /, 80-4411 

Review of workload in Veterans’ Adminis- 
tration regional offices : hearing before 
the Subcommittee on Compensation, Pen- 
sion, Insurance, and Memorial Affairs of 
the Committee on Veterans’ Affairs, 
House of Representatives, Ninety-sixth 
Congress. first session, July 17, 1979., 
80-5505 

A revised list of birds of Barro Colorado 
Island, Panama /, 80-5202 

Revised monthly retail sales and inven- 
tories., 80-3859 

A revision of the genus Polylepis (Rosa- 
ceae: Sanguisorbeae) /, 80-5205 

Revitalizing the passenger ship industry : 
report to accompany H.R. 5472., 80- 
5276 

Rice situation., 80-3809 

Rice situation (Washington), 

Richmond, Virginia, 
80-5044 

Roadless area-intensive management trade- 
offs on Pacific Northwest National For- 
ests /, 80-3762 

Robert Edge Pine, a British portrait painter 
in America, 1784-1788 /. 80-5208 

Rocio Edmondson : report to accompany S. 
214.. 80-5302 

ROMOD. a code for control rod position- 
ing /, 80-4386 

RSVP, FGP. SCP : Older Americans Vol- 
unteer Programs., 80-3818 

Rural electric borrowers, 80-3797 

Rural electrification : agreement between 
the United States of America and Indone- 
sia, signed at Jakarta, May 6, 1978.,  80- 
5177 


80-3809 


metropolitan area, 


: computer 
program user’s manual., 80-5236 


S 


Saccharin ban and food safety policy, 1979 : 
hearing before the Subcommittee on 
Health and Scientific Research of the 
Committee on Labor and Human Re- 
sources, United States Senate. Ninety- 
sixth Congress. first session ... May 9, 
1979.. 80-5485 


, Safe service life for liquid petroleum pipe- 
near | 


80-5235 
Safety analysis report for the Neutron Mul- 
tipier Facility, 329 building /. 80-4422 


lines.. 


| Safety and environmental aspects of zinc- 


chlorine hydrate batteries for electric-ve- 
hicle applications /. 80-4236 

Safety aspects of wind energy conversion 
systems : a review and bibliography /. 
80-4362 


Salmon and steelhead stocks 
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Senate, Ninety-sixth Congress, first ses- 
sion ... May 16 and 17, 1979., 80-5443 

SALT II : where we stand /, 80-5155 

Sampling theory, examples, and rationale /, 
80-4975 

Sand and gravel., 80-4933 

Saratoga National Fish Hatchery., 80-4960 

Satellite power system (SPS) /, 80-4454 

Satellite power system (SPS) : financial/ 
management scenarios /, 80-4322 

Satellite power system (SPS) : international 
agreements /, 80-4326 

Satellite power system (SPS) : mapping of 
exclusion areas for rectenna sites /, 80- 
4327 

Satellite power system (SPS) : public ac- 
ceptance /, 80-4323 

Satellite power system (SPS) : resource re- 
quirements (critical materials, energy, and 
land) /, 80-4321 

Satellite power system (SPS) : state and 
local regulations as applied to satellite 
power system microwave receiving an- 
tenna facilities /, 80-4324 

Saudi Arabia, 80-5168 

Scalation of the American alligator /, 
4948 

Schedule B. Commodity subgroups., 
3862 

Schedule B. Statistical classification of do- 
mestic and foreign commodities exported 
from the United States., 80-3863 

Schedule K. Classification of foreign ports 
by geographic trade area and country., 
80-3864 

School crime — the problem and some at- 
tempted solutions., 80-5020 

School enrollment, social and economic 
characterisitics of students, October 1978, 
80-3894 

Science fiction : a selected list of books that 
have appeared in Talking book topics and 
Braille book review., 80-5104 

Science Indicators — improvements needed 
in design, construction, and interpretation 
: report /, 80-4597 

Science majors., 80-3819 

Science objectives for the third assessment 
/, 80-4706 

Scientific affairs, 80-5374 

The scope of drug abuse in Puerto Rico : 
supply and demand reduction : hearings 
before the Select Committee on Narcot- 
ics Abuse and Control. House of Repre- 
sentatives, Ninety-sixth Congress. first 
session. April 19, 20, and 21. 1979..  80- 
5487 

Seabird colony catalog Washington, 
Oregon and California /, 80-4944 

Second medical opinions for elective sur- 
gery : hearings before the Subcommittee 
on Compensation and Employee Benefits 
of the Committee on Post Office and 
Civil Service. House of Representatives, 
Ninety-sixth Congress, first) session. on 


80- 


80- 
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H.R. 4281 ... August 13, September 10, 
28, 1979., 80-5491 

Securing labor-management peace through 
mediation /, 80-4544 

A selected annotated bibliography on the 
analysis of water resource systems., 80- 
4870 

Selected bibliography of certain vertebrate 
techniques /, 80-4973 

Selected bibliography on log structures /, 
80-4996 

Selected industrial air 
equipment., 80-3878 

Selected readings on mother-infant bonding 
/, 80-4827 

Selected technical publications., 80-4748 

Selection and application guide to commer- 
cial intrusion alarm systems /, 80-3982 

Selection and confirmation of Federal 
judges : hearing before the Committee on 
the Judiciary, United States Senate, 
Ninety-sixth Congress, first session 
80-5480 

Selection of data entry equipment /, 80- 
3985 

Selling to the military : Army, Navy, Air 
Force, Defense Logistics Agency : gener- 
al information, items purchased, location 
of military purchasing offices., 80-4091 

Selling to the U.S. government /, 80-5180 

Semiannual report for the period April 1 to 
September 30, 1978 of work on: 1) super- 
conducting power transmission system 
development ; 2) cable insulation devel- 
opment., 80-4229 

Semiannual report to the Congress - For- 
eign Claims Settlement Commission of 
the United States, 80-5368 

Semiconductor grade, solar silicon purifica- 
tion project /, 80-4244 

Sensitivity of Macrocystis gametophytes to 
copper /, 80-4482 

Setting up a quality control system /, 
5191 

Settlement of the Catawba Indian land 
claims : hearing before the Committee on 
Interior and Insular Affairs, House of 
Representatives, Ninety-sixth Congress. 
first session, on H.R. 3274 ... June 12, 
1979., 80-5475 

Seven years later : the experiences of the 
1970 cohort of immigrants in the United 
States.. 80-5086 

The severity of an earthquake /, 

Sexual assault., 80-4808 

Sheets. pillowcases, and towels.. 80-3886 

Short-circuit current from the axial-mode 
shock depoling of PZT 56/44 ferroelec- 
tric ceramic disks /, 80-4181 

Simplifying the Medicare/Medicaid buy-in 
program would reduce improper. state 
claims of Federal funds : report to the 
Congress /. 80-4582 

SIMS prototype system 2.. 80-4256 

SIMS prototype system 2 test results 
neering analysis /. 80-4255 


pollution control 
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| Sociological studies., 


| Soil 


SSI for the aged, blind, and disabled. 


SIMS prototype system 3., 80-4259 

Simulating the effects of increased tempera- 
ture in a plankton ecosystem /, 80-5409 

Single-charge craters excavated during sub- 
surface high-explosive experiments at Big 
Black Test Site, Mississippi /, 80-4494 

Single-engine, fixed-wing general aviation 
accidents, 1972-1976 : special study., 80- 
5233 

A single Federal authority is needed for 
establishing or constructing rehabilitation 
facilities : report to the Congress /, 80- 
4580 

Sloshing of water in annular pressure-sup- 
pression pool of boiling water reactors 
under earthquake ground motions /, 80- 
5412 

Slurry injection nozzle for 
dryer /, 80-4293 

Small shipments : rights, remedies and alter- 
natives /, 80-5003 

Small store planning and design /, 80-5186 

Social and economic status of the Black 
population in the United States, an his- 
torical view, 1790-1978, 80-3895 

Social security., 80-4627 

Social security at your home., 80-4675 

Social security beneficiaries with 
sentative payees, 1976, 80-4689 

Social security coverage of foreign students 
and exchange visitors., 80-4673 

Social security disability 
1979 
nance, 


vertical lift 


repre- 


United States Senate, on 
80-5347 

Social security farmworker statistics, 1975, 
80-4690 

Social security for members of the clergy 
and religious workers., 80-5216 


H.R. 


| Social security information for crew leaders 


80-4684 
80-5371 
80-3873 
survey of Campbell County, South 
Dakota /, 80-3789 
Soil survey of Cleburne County. Alabama / 
80-3790 
Soil survey of Cottonwood County. Minne- 
sota /, 80-3791 
Soil survey of Grant County, South Dakota 
80-3792 


Soil survey of Jim Wells County, Texas / 
80-3796 


and farmers.. 


Softwood plywood., 


Soil survey of Kalamazoo County. Michi- 
gan /. 80-3793 

Soil survey of North Ferry Area, Washing- 
ton : parts of Ferry and Stevens Counties 

80-3794 

Soil survey of Pushmataha County. Oklaho- 
ma /, 80-3795 

Solafern solar system design brochure 
80-4254 

Solar bibliography... 
80-4846. 80-4847 

Solar directories. 80-4844 


80-4844. 80-4845 
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| Southern Brazil : [port guide]., 
Soviet Union nondelivery of international 


amendments of | 
: report of the Committee on Fi- 


Solar energy., 80-4614 

The Solar energy development bank act : 
hearings before the Subcommittee on 
Housing and Community Development 
of the Committee on Banking, Finance, 
and Urban Affairs, House of Representa- 
tives, Ninety-sixth Congress, first session, 
on H.R. 605 ... H.R. 4987 ... H.R. 2343 ... 
July 30, and August 1, 1979., 80-5434 

Solar Energy Development Bank act 
report of the Committee on Banking, 
Housing, and Urban Affairs, United 
States Senate, to accompany S. 1716, to- 
gether with additional views., 80-5337 

Solar thermal energy storage, 80-4847 

Solar thermal power systems, phase 1., 80- 
4438 

Solid residues summary report., 80-4536 

Some effects of fully funding OASDI /, 
80-4687 

Some references on metric information, in- 
cluding a chart on all you need to know 
about metric., 80-3995 

Some statistical tools in hydrology, 
4886 


80- 


| Sources and uses of funds of majority- 


owned foreign affiliates of U.S. compa- 
nies, 1973-76 /. 80-4079 


80-4202 


mail : hearings before the Subcommittee 
on Investigations of the Committee on 
Post Office and Civil Service, House of 
Representatives, Ninety-sixth Congress, 
first session, on H. Con. Res. 58. July 2. 
1979., 80-5490 

Space applications. 80-4524 

Spanish motor tankship Ribaforada ram- 
ming of barge MB-5, three wharves. and 
cargo ship M/V Tiaret. New Orleans, 
Louisiana, December 4, 1977., 80-5231 


| Special briefing on SALT TWO : briefing 


of George M. Seignious. director of the 
Arms Control and Disarmament Agency 
in Washington, D.C. on December 13.. 
80-5145 
Special military operations., 80-5250 
lessening oil de- 
greater 


Special public hearings 
pendency through 
80-5132 


coal use /. 

A special report to the President and to the 
Congress of the United States 80-5366 

Special studies... 80-3895 

Special study 
petroleum pipelines.. 

Special trade contractors, N.E.C 
1799... 80-3951 


safe service life for liquid 
80-5235 


. code SIC 


Species control in large-scale algal biomass 
production 80-4445 

Sports medicine 80-5105 

SRM _ 1470 
transmission measurements 

SSI for retarded people. 80-4682 

SSI for the aged. blind 
4670 


polyester film for oxygen gas 
80-3977 


and disabled. 80 
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SSI for the aged, blind, and disabled in New Jersey. 


SSI for the aged, blind, and disabled in 
New Jersey., 80-4678 

Staff report on an analysis of competitive 
structure in the uranium supply industry., 
80-4551 

State laws on probationary licensing and 
licensing of minors, 80-5259 

State legislated hospital cost containment 
programs., 80-4823 

State options for supporting delinquency 
prevention : a working paper /, 80-5017 

Statement of the Federal Home Loan 
Board on proposed variable rate mort- 
gage regulations before the Subcommittee 
on Financial Institutions, Supervision, 
Regulation, and Insurance of the Com- 
mittee on Banking, Currency, and Hous- 
ing, U.S. House of Representatives, 94th 
Congress, April 9, 1975., 80-4542 

Station technical controller /, 80-4148, 
80-4149, 80-4150 

Statistical abstracts of the United States, 
80-3858 

Statistical appendix to the annual report of 
the Director, Bureau of Land Manage- 
ment, to the Secretary of the Interior 
(OCoLC)1197245, 80-4961 

Statistical classification of domestic and for- 
eign commodities exported from the 
United States, 80-3863 

Statistical nature of cold fronts within the 
Gulf of Mexico and their potential influ- 
ence on OTEC operations /, 80-4427 

Statistical note - Department of Health, 
Education, and Welfare, Public Health 
Service, Alcohol, Drug Abuse, and 
Mental Health Administration, National 
Institute of Mental Health, Division of 
Biometry, Survey and Reports Branch, 
80-4809 

Statistical notes from the National Clearing- 
house on Aging., 80-4828 

Statistics and maps for national market anal- 
ysis., 80-5183 

Statistics of electric utilities in the United 
States; class A and B publicly owned sys- 
tems, 80-4528 

Statistics of publicly owned electric utilities 
in the United States., 80-4528 

Status of surface-water modeling in the 
U.S. Geological Survey /, 80-4883 

Status, progress, and problems in Federal 
agency accounting during fiscal year 
1978 : report to the Congress /, 80-4568 

Steam generator tube integrity program., 
80-5404 

Steel power boilers., 80-3875 

Still photographic specialist /. 
80-4152 

Storage and materials handling.. 80-4094 

Strategic microwave systems repairer /. 
80-4144, 80-4145. 80-4146 


80-4151, 


Strategic petroleum reserve, Texoma group | 


salt domes : West Hackberry Expansion, 
Black Bayou, Vinton, Big Hill : Cameron 
and Calcasieu Parishes. Louisiana and 
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Jefferson County, Texas : final environ- 
mental impact statement /, 80-4213 

Streamlining zero-base budgeting will bene- 
fit decisionmaking : report to the Con- 
gress /, 80-4598 

Strength through wisdom : a critique of 
U.S. capability /, 80-4695 

Stronger emphasis on market development 
needed in Agriculture’s export credit 
sales program : report to the Congress /, 
80-4590 

Stronger Federal direction needed to pro- 
mote better use of present urban trans- 
portation systems : report to the Congress 
/, 80-4559 

Strontium heat source development pro- 
gram., 80-4399, 80-4400 

Structural and leaching aspects of testing 
fixated solid wastes via the toxicant ex- 
traction procedure /, 80-4350 

Structural model testing for prestressed 
concrete pressure vessels : a study of 
grouted vs nongrouted posttensioned 
prestressing tendon systems /, 80-4372 

Studies in coal liquefaction with application 
to the SRC and related processes., 80- 
4300 

Study skills package : 
evaluation /, 80-4208 

Substance abuse services in primary care : 
nurse practitioners and physician assis- 
tants /, 80-4805 

Sulfur oxides summary report., 80-4533 

Summary appraisals of the nation’s ground- 
water resources—lower Colorado region 
/, 80-4888 

Summary of Federal hunting regulations. 
Mississippi flyway., 80-4949 

Summary of meeting - Advisory Committee 
on Water Data for Public Use and Inter- 
agency Advisory Committee on Water 
Data, 80-4907, 80-4908 

Summary of meeting - Interagency Adviso- 
ry Committee on Water Data., 80-4907, 
80-4908 

Summary of meeting - Interagency Adviso- 
ry Committee on Water Data (1977), 
80-4907, 80-4908 

Summary of national transportation statis- 
tics, 80-5265 

Summary of proceedings : Area & District 
Commanders’ Conference 1976 : 4 thru 8 
October 1976., 80-5252 

Summary of the U.S.S.R. annual plan, 
4072 

Summary of treat experiments on oxide 
core-disruptive accidents /, 80-4228 

Sunset act of 1979 : hearings before the 
Committee on Governmental Affairs, 
United States Senate, Ninety-sixth Con- 
gress, first session, on S. 2 ... and S. 1304 

80-5470 


development and 
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Superconducting power transmission system 


80-4229 

Superfish calculations of the resonant fre- 
quencies for some selected magnetron ge- 
ometries /, 80-4463 


development.. 
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Supplemental security income, state and 
county data., 80-4683 

Supplementary telephone directory; alpha- 
betical listing of headquarter employees., 
80-4839 

A surface-area and pore-volume study of 
retorted oil shale /, 80-4504 

Surface mining., 80-4987 

Surface mining and fish/wildlife needs in 
the Eastern United States : [addendum to] 
proceedings of a symposium, Dec. 3-6, 
1978, Morgantown, West Virginia /, 80- 
4947 

Surface observations., 80-3823 

Surfece transportation assistance act of 
1978, amendment : [an act to amend title 
23 of the United States Code, the Surface 
transportation assistance act of 1978, and 
for other purposes]., 80-5324 

Surface water records of Indiana, 80-4903 

Surface water records of Michigan, 80- 
4904 

Surface water records of New Mexico, 
80-4905 

Surface water records of Utah, 80-4906 

A survey of compounds from the antiradia- 
tion drug development program of the 
U.S. Army Medical Research and Devel- 
opment Command /, 80-4175 

Switch element capacities in access area 
digital switching systems /, 80-4080 

Synthetic organic chemicals. United States 
production and sales., 80-5229 

Synthetic organic chemicals. United States 
production and sales, 80-5229 

System tests and applications photovoltaic 
program /, 80-4331 
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Ninety-sixth Congress, first session, 
May 22, 23, 24, 1979., 80-5496 


Asphalt felts and coatings, SIC 2952., 
80-3853 
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needs of this and other nations : hear- 
ing before the Committee on Science 
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Automobile drivers’ tests — Bibliography. 
Driver licensing : a subject bibliography 
from Highway safety literature /, 80- 
5261 


Automobile engineering. 
Technological change in U.S. automobile 
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Airport climatological summary., 80- 
4029 


Balance of trade — United States. 
Perspectives on trade and international 
payments, executive summary : report 

to the Congress /, 80-4585 


United States - Japan trade — issues and | 
| Bearings (Machinery) 
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The photosynthesis energy factory : anal- | 


ysis, synthesis, and demonstration 
final report /, 80-4329 


*Biology — periodicals. 

National Institutes of Health annual 

report of international activities., 
4742 


Biology — Wyoming — Salt Wells Creek 
region. 
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Senate, Ninety-sixth Congress, first ses- 
sion, January 29. 1979. Annapolis. 
Md... 80-5467 
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Chesapeake Bay region. 


ernmental Efficiency and the District 
of Columbia of the Committee on Gov- 
ernmental Affairs, United States 
Senate, Ninety-sixth Congress, first ses- 
sion, January 29, 1979, Annapolis, 
Md.., 80-5467 


Cheyenne, Wyo. — Climate. 
Airport climatological 
4033 


summary., 80- 


Chi-square test. 
Computation of the bivariate normal dis- 
tribution over convex polygons /, 80- 
4189 


Chicago, Milwaukee, St. Paul, and Pacific 

Railroad Company. 

Milwaukee Railroad restructuring act : 
{an act to provide for the orderly re- 
structuring of the Milwaukee Railroad, 
and for the protection of the employees 
of such railroad]., 80-5320 

Milwaukee Railroad restructuring act 
conference report to accompany S. 
1905., 80-5278 


Child abuse — United States. 
National analysis of official child neglect 
and abuse reporting : 1977., 80-4826 


Child health services — Law and legislation 
— United States. 
Child health assurance act 
report /, 80-5277 


of 1979 


Children — Legal status, laws, etc. — 

United States. 

Proposals related to social and child wel- 
fare services, adoption assistance, and 
foster care : hearing before the Sub- 
committee on Public Assistance of the 
Committee on Finance, United States 
Senate, Ninety-sixth Congress, first ses- 
sion, on H.R. 3434 ... September 24, 
1979., 80-5458 


Children — Research — United States — 
Periodicals. 
Research relating to children; bulletin., 
80-4700 


Children and death. 
Talking to children about death /, 
4810 


80- 


Children of military personnel — Addresses, 
essays, lectures. 
Children of military families 
yet apart /, 80-4198 


: a part and 
Children’s accidents — Prevention. 
For kids’ sake., 80-5358 
Children’s paraphernalia. 
Electrically operated toys and children’s 
articles., 80-5360 
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| Choral music — Bibliography — Catalogs. 

Coordination of Federal and State pro- | 
grams affecting Chesapeake Bay : hear- | 
ing before the Subcommittee on Gov- 


Braille scores catalog, choral, 
80-5100 


80-5100 
Music & musicians., 


| Christmas decorations. 


Christmas decorations made with plant 
materials., 80-3815 


Christmas decorations — Safety measures. 
Christmas lights., 80-5361 


Cigarette habit. 


Behavioral analysis and treatment of sub- 


stance abuse /, 80-4817 


The behavioral of aspects of smoking /, 
80-4818 


Cigarette habit — Psychological aspects. 


The behavioral of aspects of smoking /, | 


80-4818 


Cigarette habit — United States — 
Statisitics. 
Use habits of cigarettes, coffee, aspirin, 
and sleeping pills, United States, 1976 / 
80-4769 


Cigarette manufacture and trade — United 

States. 

Brand performance in the cigarette indus- 
try and the advantage to early entry, 
1913-74 : staff report to the Federal 
Trade Commission /, 80-4549 


City planning. 
Designing the urban environment., 
4831 


80- 


City planning — United States. 
The urban park and recreation recovery 
program., 80-4991 


City planning and redevelopment law — 

District of Columbia. 

Amend Redevelopment act of 1945 
hearings and markups before the Sub- 
committee on Government Affairs and 
Budget and the Committee on the Dis- 
trict of Columbia, House of Repre- 
sentatives, Ninety-sixth Congress, first 
session, on H.R. 3336 and H.R. 4546 ... 
June 19, 20, and October 24, 1979., 
80-5450 


Civil rights — Addresses, essays, lectures. 
Human rights : a world perspective /, 
80-5144 


U.S. human rights policy 
80-5147 


: Statement /, 


Civil rights — Baltic States. 

Human rights and the Baltic States 
hearing before the Subcommittee on 
International Organizations of the 
Committee on Foreign Affairs, House 
of Representatives, Ninety-sixth Con- 
gress, first session, June 26, 1979., 80- 
5462 
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| Civil rights — Pennsylvania — Philadelphia. 
| Hearing before the United States Com- 
mission on Civil Rights : police prac- 
tices and civil rights : hearing held in 
Philadelphia, Pennsylvania, February 6, 
1979; April 16-17, 1979., - 80-4086 
| Police practices and civil rights; hearing 
held in Philadelphia, Pennsylvania., 
80-4086 


| Civil rights (International law) — Addresses, 
essays, lectures. 


Continuity and commitment /, 80-5157 


| Civil service — United States. 

|  Intergovernmental personnel act : hear- 
ings before the Subcommittee on 
| Human Resources of the Committee on 
Post Office and Civil Service, House of 
Representatives, Ninety-sixth Congress, 
first session, July 18 and 19, 1979., 80- 
5488 


Police unions in the civil service setting / 
80-5021 


Civil service — United States — 

Examinations. 

Professional and administrative career ex- 
amination : hearing before the Subcom- 
mittee on the Civil Service of the 
Committee on Post Office and Civil 
Service, House of Representatives, 
Ninety-sixth Congress, first session, 
May 15, 1979., 80-5489 


Civil service — United States — Periodicals. 
Administrative personnel, 80-4639 

80-4639 

80-4667 


Code of Federal regulations., 
The HEW fellows program., 


Civil service — United States — Personnel 
management. 
The impact of affirmative action and civil 
service on American police personnel 
systems /, 80-5015 


Civil service — United States — Statistics 
— Periodicals. 
County government 

3860 


employment., 80- 


Civil service ethics. 
Federal agency standards of employee 
conduct need improvement : report to 
the Congress /, 80-4572 


Civil service pensions — District of 

Columbia. 

District of Columbia retirement reform 
act : [an act to establish an actuarially 
sound basis for financing retirement 
benefits for police officers, fire fighters, 
teachers, and judges of the District of 
Columbia and to make certain changes 
in such benefits]., 80-5331 


District of Columbia retirement reform 


act : conference report to accompany 
S. 1037., 80-5279 
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Civil service pensions — United States — 
Miscellanea. 
Your retirement system : 
answers concerning the Federal Civil 
Service Retirement Law., 80-5130 


Claims. 


Claims collection handbook., 80-4843 


Clarke, Lunette Joyce. 
Lunette Joyce Clarke 
pany H.R. 2594., 


: report to accom- 
80-5299 


Clay industries — United States. 
Clays., 80-4932 


Clay industries — United States — 
Statistics. 
Census of mineral industries (1977), 80- 
3934 


Clay and related minerals, N.E.C., and 
miscellaneous clay mines associated 
with manufacturing, SIC 1459., 80- 
3934 


Industry series, clay and related minerals, 
N.E.C., and miscellaneous clay mines 
associated with manufacturing, SIC 
1459., 80-3934 


1977 census of mineral industries : indus- 
try series, clay and related minerals, 
N.E.C., and miscellaneous clay mines 
associated with manufacturing, SIC 
1459., 80-3934 


Clay soils — Testing. 
Laboratory procedures for determining 
the dispersibility of clayey soils /, 80- 
4922 


Clergy — Taxation — United States. 
Social security for members of the clergy 
and religious workers., 80-5216 


Clerks — Salaries, pensions, etc. — United 
States — Periodicals. 
National survey of professional, adminis- 
trative, technical, and clerical pay., 
80-5040 


Clothing trade — United States — Statistics. 

Census of manufactures (1977), 80-3844, 

80-3845, 80-3846, 80-3847, 80-3850, 
80-3851 


Children’s outerwear, N.E.C., SIC 2369., 
80-3851 

Industry series, children’s 
N.E.C., SIC 2369., 80-3851 

Industry series, men’s and boys’ separate 
trousers, SIC 2327., 80-3847 

Industry series, men’s and boys’ shirts 
and nightwear, SIC 2321., 80-3845 

Industry series, men’s and boys’ suits and 
coats, SIC 2311., 80-3844 

Industry series, men’s and boys’ under- 
wear, SIC 2322., 80-3846 


Industry series, women’s 
dresses, SIC 2335., 


outerwear, 


and misses’ 
80-3850 


questions and | 


Men’s and boys’ separate trousers, SIC 
2327., 80-3847 

Men’s and boys’ shirts and nightwear, 
SIC 2321., 80-3845 


Men’s and boys’ suits and coats, SIC 
2311., 80-3844 


Men’s and boys’ underwear, SIC 2322., 
80-3846 


Women’s and misses’ dresses, SIC 2335., 
80-3850 


1977 census of manufacturers : industry 
series, men’s and boys’ underwear, SIC 
2323., 80-3846 


1977 census of manufactures 
series, children’s outerwear, N.E.C., 
SIC 2369., 80-3851 


1977 census of manufactures : industry 
series, men’s and boys’ separate trou- 
sers, SIC 2327., 80-3847 

1977 census of manufactures 
series, men’s and boys’ shirts and 
nightwear, SIC 2321., 80-3845 


1977 census of manufactures : industry 
series, men’s and boys’ suits and coats, 
SIC 2311., 80-3844 


1977 census of manufactures : 


series, women’s and misses’ 
SIC 2335., 80-3850 


: industry 


: industry 


Industry 
dresses, 


Coal — Transportation. 
Moving a national resource : a compendi- 
um on interregional coal transporta- 
tion., 80-4453 


Coal — United States. 
Lessening oil dependency through great- 
er coal use., 80-5132 


Special public hearings : lessening oil de- 
pendency through greater coal use /, 
80-5132 


Coal — United States — Transportation. 
Coal transportation., 80-4406 
Energy material transport, now through 
2000, system characteristics and poten- 
tial problems., 80-4406 


Coal, Pulverized. 

Developing/modifying coal grinding pro- 
cedures and equipment to produce pre- 
dictable size distributions during coal 
preparation., 80-4302, 80-4303 


Coal gasification. 

Advanced coal gasification system for 
electric power generation., 80-4282, 
80-4283 

Agglomerating burner gasification proc- 
ess : Design, installation, and operation 
of a 25-ton-a-day process development 
unit., 80-4281 

Basic requirements for the design and 
construction of gasifier vessels : final 
report /, 80-4292 
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Chemical and physical stability of refrac- 
tories for use in coal gasification /, 
80-4235 

Coal pump development and _ technical 
support /, 80-4241 

Conceptual design of a coal to methanol 
commercial plant /, 80-4299 


Design of treatability studies on Hygas 
coal gasification pilot plant 
wastewaters /, 80-4305 

Development and operation of METC 
42-inch gas producer during 1964-1977 
/, 80-4344 

Gasification of residual materials from 
coal liquefaction /, 80-4294 

Liquid phase methanation, pilot plant op- 
eration and laboratory support work /, 
80-4289 

Materials technology for coal-conversion 
processes., 80-4226 


Phase I : the pipline gas demonstration 
plant., 80-4306, 80-4307 

Pipeline gas demonstration plant., 80- 
4306, 80-4307 

Process for cleaning and 


sulfur compounds from 
gases., 80-4401 


removal of 
low BTU 


Coal gasification — Environmental aspects 

— United States. 

Impacts of the Resource conservation 
and recovery act on the siting of coal 
conversion energy facilities in the 
United States /, 80-4368 


Technical aspects of the Resource con- 
servation and recovery act upon coal 
combustion and conversion systems /, 
80-4367 


Coal gasification — Instruments — 

Congresses. 

The proceedings of the 1978 Symposium 
on Instrumentation and Control for 
Fossil Demonstration Plants, June 19- 
21, 1978, Newport Beach Marriott, 
Newport Beach, California /, 80-4225 


Coal gasification, Underground. 
Preliminary market evaluation for gas 
produced by underground gasification 
of Western coal /, 80-4435 
Wastewater analysis in the ERDA coal 
gasification environmental 
program.., 80-4304 


assessment 


Coal gasification, Underground — 
Mathematical models. 
A one-dimensional model for in situ coal 
gasification /, 80-4484 


Coal-handling machinery. 
Coal pump development and _ technical 
support., 80-4457 
Longwall conveyor systems study : final 


technical report as of 28 February 1978 
/, 80-4310 
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Coal liquefaction. 
Clean solid and liquid fuels from coal., 
80-4290 


Design and construction of the PDU for 
zinc halide hydrocracking of coal : 
final report, tasks 4 and 5 /, 80-4285 

EDS coal liquefaction process develop- 
ment : phase IV /, 80-4309 


Gasification of residual materials from 
coal liquefaction /, 80-4294 

H-coal fluid dynamics topical report /, 
80-4308 

Studies in coal liquefaction with applica- 
tion to the SRC and related processes., 
80-4300 


Zine halide hydrocracking process for 
distillate fuels from coal /, 80-4284, 
80-4286 


Coal liquefaction — Environmental aspects 

— United States. 

Impacts of the Resource conservation 
and recovery act on the siting of coal 
conversion energy facilities in the 
United States /, 80-4368 


Technical aspects of the Resource con- 
servation and recovery act upon coal 
combustion and conversion systems /, 
80-4367 


Coal-miners — Diseases and hygiene — 
United States — Periodicals. 
The Federal mine health program., 80- 
4799 


Coal mines and mining. 
Coal mine maps / J. L. Shumate., 80- 
4983 


Design optimization in underground coal 
systems /, 80-4278, 80-4279 


Coal mines and mining — Electric 
equipment. 
Permissibility : electric face equipment /, 

80-5090 

Coal mines and mining — Environmental 
aspects — Montana. 

Activities and habitat use of pronghorns 
on Montana-Wyoming coal lands /, 
80-4943 


Proceedings of the Eighth Biennial 
Pronghorn Antelope Workshop., 80- 
4943 


Coal mines and mining — Environmental 
aspects — United States — Periodicals. 
Coal extraction and preparation, 80- 

4523 
Environmental 
4523 


development plan., 80- 


Coal mines and mining — Environmental 
aspects — Wyoming. 
Activities and habitat use of pronghorns 
on Montana-Wyoming coal lands /, 
80-4943 
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Proceedings of the Eighth Biennial 
Pronghorn Antelope Workshop., 80- 
4943 


Coal mines and mining — Safety measures. 
Grouting horizontal drainage holes in 
coalbeds /, 80-4926 


Coal mines and mining — United States — 
Accidents — Periodicals. 
Injury experience in coal mining., 80- 
4984 


Coal mines and mining — United States — 
Statistics. 
Bituminous coal and lignite mining serv- 
ices, SIC 1213., 80-3932 
Census of mineral industries (1977), 80- 
3932 


Industry series, bituminous coal and lig- 
nite mining services, SIC 1213., 80- 
3932 


1977 census of mineral industries : indus- 
try series, bituminous coal and lignite 
mining services, SIC 1213., 80-3932 


Coal mines and mining — Waste disposal. 
Technical aspects of the Resource con- 
servation and recovery act upon coal 
combustion and conversion systems /, 


80-4367 


*Coal Mining 
Injury experience in coal mining., 80- 
4984 


Coal preparation. 

Developing/modifying coal grinding pro- 
cedures and equipment to produce pre- 
dictable size distributions during coal 
preparation., 80-4302, 80-4303 


Coal preparation — Environmental aspects 
— United States — Periodicals. 
Coal extraction and preparation, 80- 
4523 
Environmental 
4523 


development plan., 80- 


Coal-tar industry — United States — 
Periodicals. 
Synthetic organic chemicals., 80-5229 
Coalitions (Social sciences) 
Building effective coalitions : some plan- 
ning considerations /, 80-5018 


Delinquency prevention., 80-5018 


Coastwise shipping — Law and legislation — 

United States. 

An act to revitalize the pleasure cruise 
industry by clarifying and waiving cer- 
tain restrictions in the Merchant marine 
act, 1936, and the Merchant marine act, 
1920, to permit the entry of the steam- 
ship vessel United States, steamship 
vessel Oceanic Independence, steam- 
ship vessel Santa Rosa, and the steam- 
ship vessels Mariposa and Monterey 
into the trade., 80-5328 
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Revitalizing the passenger ship industry : 
report to accompany H.R. 5472., 80- 
5276 


| Coffee — United States — Statistics. 


Use habits of cigarettes, coffee, aspirin, 
and sleeping pills, United States, 1976 / 
80-4769 


Collaborative Radiological Health 
Laboratory — Periodicals. 
CSU-FDA_ Collaborative Radiological 
Health Laboratory annual report., 80- 
4752 


Collective bargaining — Police — United 
States. 
Police unions in the civil service setting / 
80-5021 


Collective labor agreements — Government 
employees — United States — Cases — 
Periodicals. 

Decisions and reports on rulings of the 
Assistant Secretary of Labor for 
Labor-Management Relations pursuant 
to Executive Order 11491, as amend- 
ed., 80-5367 


Collective labor agreements — Paper 
industry — United States. 

Wage chronology : International Paper 
Co., Multiple Mill Group, and the Pa- 
perworkers and the Electrical Workers 
(IBEW) 1937-79 /, 80-5036 


College graduates — Employment — United 
States. 
Jobs for which you probably will need a 
college education /, 80-5033 


Colorado — Population — Statistics. 
Population estimates and _ projections., 
80-3900 


1977 population estimates for counties 
and incorporated places in Colorado, 
80-3900 


Colorado Springs, Colo. — Climate. 
Airport climatological summary., 80- 
4034 


Columbia — Population. 
Columbia /, 80-3923 


Combustion. 
Hazards control progress report no. 56 : 
January through September 1978 /, 

80-4473 


Industrial application fluidized bed com- 
bustion category III indirect fired 
heaters., 80-4301 


Pressurized fluidized bed combustion /, 
80-4280 

Project acquisition and evaluation process 
for atmospheric fluidized bed combus- 
tion demonstration plant /, 80-4295 


Regeneration of sulfated limestone from 
FBCs and corrosive effects of sulfation 
accelerators in FBCs., 80-4215 
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Combustion gases. 


An analysis of particle-temperature mod- | 
pulsed-laser | 


ulations 
sources /, 


induced by 
80-4449 


Commerce — Africa. 


Overseas business reports., 80-4070 


World trade outlook for Africa, 80-4070 


Commerce — Bibliography — Periodicals. 
The United States Department of Com- 
merce publications, catalog and index 
supplement., 80-3824 


Commerce — Latin America. 


Overseas business reports., 80-4071 


World trade outlook for Latin America, 
80-4071 


Commerce — Periodicals. 
Annual report - United States Interna- 
tional Trade Commission., 80-5227 


East-West trade update; a commercial 
fact sheet for U.S. business, 80-4073 


Overseas business reports., 80-4070, 


80-4071, 80-4072, 80-4073 


Summary of the U.S.S.R. annual plan, 
80-4072 


World trade outlook for Africa, 80-4070 


World trade outlook for Latin America, 
80-4071 


Commercial products — Classification. 
Schedule B. Statistical classification of 
domestic and foreign commodities ex- 
ported from the United States. 80- 
3863 


Statistical classification of domestic and 
foreign commodities exported from the 
United States, 80-3863 


Commodity Credit Corporation. 

Stronger emphasis on market develop- 
ment needed in Agriculture’s export 
credit sales program : report to the 
Congress /, 80-4590 


Commodity Credit Corporation. National 

Grain Board. 

National Grain Board : hearings before 
the Subcommittees on Department In- 
vestigations, Oversight, and Research 
and Livestock and Grains of the Com- 
mittee on Agriculture, House of Repre- 
sentatives, Ninety-sixth Congress, first 
session, on H.R. 4237, June 5 and 6, 
1979., 80-5424 


Commodity exchanges — United States. 
Economic purposes of future trading., 
80-5355 


Communism — France. 

The French Communist Party, nuclear 
weapons, and national defense : 
of the 1978 election campaign /, 
4101 


issues 


80- 


Concrete construction Equipment and supplies Handbooks, manuals, etc. 


The 1978 election exposed the left alli- 
ance as a facade., 80-4101 


Communist countries — Social conditions — 
Periodicals. 


Sociological studies., 80-5371 


Community development. 


Citizen’s action manual : a guide to recy- 
cling vacant property in your neigh- 
borhood /, 80-4992 

Guide to recycling vacant property in 
your neighborhood., 80-4992 


Intergovernmental management 


gram., 80-4834 


Community development — United States. 
The CAA guidebook to rural housing de- 
velopment using Farmers Home Ad- 
ministration loans /, 80-4089 


Community development — United States — 
Periodicals. 
Annual community development block 
grant report, 80-4850 
Community development 
program, annual report., 


block grant 
80-4850 


Community development, Urban — United 

States. 

Urban development action grant program 
: hearing before a subcommittee of the 
Committee on Government Operations, 
House of Representatives, Ninety-sixth 
Congress, first session, May 23, 1979., 
80-5466 


Community mental health services — United 
States — States — Directories. 
Directory, Federally funded community 
mental health centers., 80-4807 


Directory of Federally funded communi- 
ty mental health centers, 80-4807 

Federally funded community 
health centers, 80-4807 


mental 


Compensatory education — United States — 

Cost effectiveness. 
An analysis of the cost and effectiveness 
of compensatory education /, 80-4704 


Overview of report no. 9 : an analysis of 
the cost and effectiveness of compensa- 
tory education /, 80-4703 


Complaints (Retail trade) 
Commodity Futures Trading Commission 
: reparations., 80-5356 


How to complain and get results., 80- 
4550 


Composers — Scholarships, fellowships, etc. 
— United States — Periodicals. 
Composers., 80-5122 


Composite materials. 
An integrated computer procedure for 
sizing composite airframe structures /, 
80-5110 
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| Composite materials — Congresses. 


Advanced composites : design and appli- 
cations : proceedings of the 29th meet- 
ing of the Mechanical Failures Preven- 
tion Group held at the National Bureau 
of Standards, Gaithersburg, Maryland, 
May 23-25, 1979 /, 80-3994 


Compressed air — Underground storage. 
The effects of water on compressed air 
energy storage in porous rock reser- 
voirs /, 80-4425 


Numerical analysis of temperature and 
flow effects in a dry, one-dimensional 
aquifer used for compressed air energy 
storage /, 80-4409 

Preliminary stability criteria for com- 
pressed air energy storage in porous 
media reservoirs /, 80-4415 


Compressors. 
Design study for high-pressure high-flow 
oxygen centrifugal compressor : phase 
1, final report /, 80-4346 


Compressors — Statistics. 


Census of manufactures (1977), 80-3854 


Industry series, blowers and fans, SIC 
3564, 80-3854 


1977 census of manufactures : industry 
series blowers and fans , SIC 3564., 
80-3854 


Computer-assisted instruction. 
Computer-managed instruction : develop- 
ment and evaluation of student skill 
modules to reduce training time /, 80- 
4207 


Computer input-output equipment. 
Selection of data entry equipment /, 
3985 


80- 


Computer networks. 
Advances in optimal 
computer networks /, 


routing 
80-5109 

NASF transposition network : a comput- 
ing network for unscrambling p-or- 
dered vectors /, 80-5114 


through 


Computer programs. 
Computer product selections., 


PL/M RT-11 floppy diskette /, 


80-4015 
80-4458 


Computers. 
Micro implemented loader : an advanced 
loader facility for a microprogramma- 
ble computer /, 80-4190 


Computers — Congresses. 
Computing technology 
senior executives /, 


: a seminar for 
80-4179 


Concrete construction — Equipment and 
supplies — Handbooks, manuals, etc. 
Concrete and asphalt equipment operator 

/, 80-4129, 80-4130, 80-4131 
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Condensers (Steam) 
Report for minimum leakage condenser 
test program /, 80-4237 


Congresses and conferences — United States. 

A guide to conducting a conference with 

American Indian women in reservation 
areas /, 80-5077 


Coniferae. 
Regeneration in mixed conifer shelter- 
wood cuttings in the Cascade Range of 
eastern Oregon /, 80-3764 


Connective tissues — Diseases — 
Periodicals. 
Arthritis, rheumatic diseases, and related 
disorders., 80-4726 


Conservation of natural resources. 
Coal river : an eductional alternative fu- 
tures wildland and resource manage- 
ment planning game /, 80-4978 


Conservation of natural resources — United 
States. 
National handbook of conservation prac- 
tices., 80-3788 


Plant materials for conservation., 
3742 


80- 


Conservation of natural resources — United 

States — Congresses. 

Future challenges in renewable natural 
resources : proceedings of a national 
workshop, January 22-25, 1979, Ross- 
lyn, Virginia., 80-3739 


Construction equipment — Maintenance and 
repair — Handbooks, manuals, etc. 
Construction equipment supervisor /, 

80-4134, 80-4135 


General construction equipment operator 
/, 80-4132, 80-4133 


Construction equipment — United States — 
Statistics — Periodicals. 


Construction machinery., 80-3889 


Construction industry — United States — 
Bibliography. 


Construction industry., 80-4628 


Construction industry — United States — 
Statistics. 
Carpentering special trade contractors, 
SIC code 1751., 80-3947 


Census of construcion industries (1977), 
80-3945 


Census of construction industries (1977), 
80-3944, 80-3946, 80-3947, 80-3948, 
80-3949, 80-3950, 80-3951, 80-3952 

Concrete work special trade contractors, 
SIC 1771., 80-3952 


Electrical work special trade contractors, 
SIC code 1731., 80-3946 


Floor laying and other floorwork special 
trade contractors, N.E.C., SIC 1752., 
80-3948 
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General contractors—residental buildings, 
other than single-family, SIC code 
1522., 80-3944 


Glass and glazing work special trade con- 
tractors, SIC code 1793., 80-3950 


Heavy construction contractors, N.E.C., 
SIC codr 1629., 80-3945 


Industry series, carpentering special trade 
contractors, SIC code 1751., 80-3947 


Industry series, concrete work special 
trade contractors, SIC 1771., 80-3952 


Industry series, electrical work special 
trade contractors, SIC code 1731., 80- 
3946 


Industry series, floor laying and other 
floorwork special trade contractors, 
N.E.C., SIC code 1752., 80-3948 


Industry series, general contractors—resi- 
dental buildings, other than single 
family, SIC 1522., 80-3944 


Industry series, glass and glazing work 
special trade contractors, SIC code 
1793., 80-3950 


Industry series, heavy construction con- 
tractors , N.E.C., SIC code 1629., 80- 
3945 


Industry series, special trade contractors, 
N.E.C., SIC 1799., 80-3951 


Industry series, water well drilling special 
trade contractors, SIC code 1781., 80- 
3949 


Special trade contractors, N.E.C., code 
SIC 1799., 80-3951 


Water well drilling special trade contrac- 
tors, SIC code 1781., 80-3949 


1977 census of construction industries : 
industries series, glass and glazing work 
special trade contractors, SIC code 
1793., 80-3950 
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Electric power-plants — Environmental 
aspects — Southwestern States. 
Electrical energy development in the Pa- 
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and to provide for a standby rationing 
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Energy conservation — Southwestern States. 
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Ninety-sixth Congress, | 


80-4536 | 
80-4533 | 


The national program plan for building | 
thermal envelope systems and insulat- | 


ing materials; technology and imple- 
mentation for 
80-4214 


Energy consumption — California. 
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Prime power production specialist /, 80- 
4125, 80-4126 


Utilities equipment repairer /, 
80-4124 


80-4123, 


Enthalpy. 


Enthalpy measurement of coal-derived 
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Environmental protection — United States. 
Improving the scientific and technical in- 
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Equations of state of Si0zand H.0 mix- 
tures /, 80-4499 
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bibliography /, 80-4885 
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Maryrose and Rosemary Evangelista : 
report to accompany H.R. 918., 
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Evangelista, Rosemary. 
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Crude oil windfall profit tax act of 1979 : 


report of the Committee on Finance, | 
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Electric housewares and fans., 80-3880 
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tember 1978., 80-4277 


Federal aid to child welfare — United States. | 


Proposais related to social and child wel- 
fare services, adoption assistance, and 
foster care : hearing before the Sub- 
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tion facilities : report to the Congress / 

80-4580 


Federal aid to handicapped services — 
United States — Directories. 
Federal assistance for programs serving 
the handicapped., 80-4824 


Federal aid to health facilities — United 
States — Periodicals. 
Annual report - Bureau of Health Facili- 
ties Financing, Compliance, and Con- 
version., 80-4793 
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Official U.S. and international financing 
institutions /, 80-4069 


Financial institutions, International. 
Guide for exporters and investors., 80- 
4069 
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Code of Federal regulations., 
80-4660, 80-4661, 80-4662, 
80-4664, 80-4665 


Public contracts and property manage- 
ment, 80-4659, 80-4660, 80-4661, 
80-4662, 80-4663, 80-4664, 80-4665 


80-4663, 


Government questionnaires. 
Twenty censuses : 


ing questions, 1790-1980 /, 80-3830 


Grain trade — Law and legislation — United 
States. 
National Grain Board 


1979., 80-5424 


Airport 
4036 


climatological summary., 


| Granite — Southern States. 


Monazite in the granitic rocks of the 
southeastern Atlantic States : an exam- 


ple of the use of heavy minerals in | 


geologic exploration /, 80-4892 


Grants-in-aid. 
| Extramural research and training pro- 
gram grant and contract summaries : | 
National Institute on Aging, FY 1974- | 


1977 /, 80-4745 


| Grants-in-aid — United States. 


Intergovernmental personnel act : hear- 
ings before 


Post Office and Civil Service, House of 
Representatives, Ninety-sixth Congress, 
first session, July 18 and 19, 1979., 
5488 
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National Library of Medicine grant pro- 
grams., 80-4736 


Graphite. 
Prototype development of an optimized, 
tapered-thickness, graphite/epoxy com- 
posite flywheel /, 80-4506 


Graphite fibers. 
High-performance fiber/epoxy composite 
pressure vessels /, 80-4485 


Gravity anomalies. 

The influence of distant zones on Stokes’ 
equation considering the removal of 
lower-degree harmonics from S ([psi]) 
or [delta] g /, 80-4193 


Grazing districts — United States. 
Rangeland policies for the future : pro- 
ceedings of a symposium, January 28- 
31, 1979, Tucson, Arizona., 80-3785 


Great Basin — Antiquities. 
Material culture of the Numa : the John 
Wesley Powell collection, 1867-1880 /, 
80-5206 


| Great Falls, Mont. — Climate. 


Airport 
4037 


climatological summary., 


| Gross national product — United States. 
population and hous- | 


Updated input-output table of the U.S. 
economy, 1972 : derived from the 1967 
input-output table /, 80-4078 


| Guided missiles — Handbooks, manuals, etc. 
: hearings before | 
the Subcommittees on Department In- | 
vestigations, Oversight, and Research | 
and Livestock and Grains of the Com- | 
mittee on Agriculture, House of Repre- | 
sentatives, Ninety-sixth Congress, first | 
session, on H.R. 4237, June 5 and 6, | 


Operations and 
80-4154 


training, Chaparral /, 


Guinea-Bissau. 


Background notes., 80-5165 


Guinea-Bissau, 80-5165 


H 


Handicapped — Housing — United States. 
Fact sheet : Office of Independent Living 
for the Disabled., 80-4849 


Handicapped services — New Jersey. 
SSI for the aged, blind, and disabled in 
New Jersey., 80-4678 


Harbors — Directories. 

Classification of foreign ports by geo- 
graphic trade area and country, 80- 
3864 

Schedule K. Classification of foreign 
ports by geographic trade area and 
country., 80-3864 


t | Harbors — Economic aspects. 
the Subcommittee on | 


Human Resources of the Committee on | 
| Hardwoods — United States. 


Port economic impact kit /. 80-4001 


Preliminary crown weight estimates for 
tanoak, black oak, and Pacific madrone 
/, 80-3772 
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Harmonic functions. 
The influence of distant zones on Stokes’ 


equation considering the removal of | 


lower-degree harmonics from S ([psi]) 
or [delta] g /, 80-4193 


Harris, Patricia Roberts. 


Patricia Roberts Harris, to be Secretary | 


of Heaith, Education, and Welfare, ad- 
ditional consideration : hearing before 
the Committee on Labor and Human 
Resources, Ninety-sixth Congress, first 
session ... July 26, 1979., 80-5483 


Hawaii — Population — Statistics. 


Population estimates and _projections., 
80-3904 


1977 population estimates for counties 
and incorporated places in Hawaii, 
80-3904 


Hawaiians — Legal status, laws, etc. — 
United States. 
Native Hawaiian education act : report to 
accompany S. 916., 80-5343 


Hazardous substances — Law and legislation 
— United States. 
Resource conservation and recovery act 
amendments of 1979 : report to accom- 
pany H.R. 3994., 80-5270 


Hazardous substances — Transportation — 
Safety measures. 
Noncompliance with hazardous materials 
safety regulations : special study., 80- 
5234 


Hazardous substances — United States — 
Collected works. 
Current intelligence bulletin, 
NIOSH 
80-4804 


80-4804 


current intelligence _ bulletin., 


Hazardous wastes — Environmental aspects 

— Congresses. 

Proceedings of the 1979 U.S. Fish and 
Wildlife Service Pollution Response 
Workshop, 8-10 May 1979, St. Peters- 
burg, Florida., 80-4945 


Health facilities — Law and legislation — 

United States. 

Health planning and resources develop- 
ment amendments of 1979 : [an act to 
amend titles XV and XVI of the Public 
health service act to revise and extend 
the authorities and requirements under 
those titles for health planning and 
health resources development, and for 
other purposes]., 80-5307 


Health facilities — Standards — United 
States. 
Minimum requirements of construction & 
equipment for hospital and medical 
facilities, 80-4794 


Historic buildings U.S. Conservation and restoration. 


| Health planning. 


Health planning methods : 
al perspective : report of the 1978 In- 
ternational Workshop /, 80-4765 


Health planning — Law and legislation — 
United States. 
Health planning and resources develop- 


an internation- | 


| 
| 
| 


ment amendments of 1979 : [an act to | 


amend titles XV and XVI of the Public 
health service act to revise and extend 


the authorities and requirements under | 


those titles for health planning and 
health resources development, and for 
other purposes]., 80-5307 


Health planning — United States. 
Conversion and other policy options to 
reduce excess hospital capacity /, 80- 
4764 


Health surveys — United States. 
Use habits of cigarettes, coffee, aspirin, 
and sleeping pills, United States, 1976 / 
80-4769 


Heat — Conduction. 
Thermal conductivity of rock salt from 
Louisiana salt domes /, 80-4377 


Heat budget (Geophysics) — Mexico, Gulf 
of. 

Statistical nature of cold fronts within the 
Gulf of Mexico and their potential in- 
fluence on OTEC operations /, 80- 
4427 


Heat engineering — Costs. 
An engineering and cost analysis of a dry 
cooling system augmented with a ther- 
mal storage pond /, 80-4421 


Heat exchangers. 
Analysis of a cordierite (MAS) recupera- 
tor from a molybdenum heat -treating 
furnace /, 80-4375 


Heat pumps. 

Analytical modeling of heat pump units 
as as design aid and for performance 
prediction /, 80-4503 

Design and installation package for a 
solar powered pump., 80-4260 


Heat pumps — Evaluation. 
Performance evaluation of a low-first- 
cost, three-ton, air-to-air heat pump in 
the heating mode /, 80-4351 


Heat pumps — Models. 
Analytical modeling of heat pump units 
as as design aid and for performance 
prediction /, 80-4503 


Heat resistant alloys. 
Evaluation of creep and relaxation data 
for Hastelloy alloy X sheet /, 80-4387 


Hastelloy alloy X sheet., 80-4387 
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Heat storage. 
Applications of thermal energy storage in 
the cement industry / F. A. Jaeger ... 
{et al.]., 80-4232 


Heat-transfer media. 

Comparative cost study of four wet/dry 
cooling concepts that use ammonia as 
the intermediate heat exchange fluid /, 
80-4414 


Heating. 
Energy and cost analysis of residential 
heating systems /, 80-4353 


Heating — Climatic factors. 
Engineering-economic analysis of single- 
family dwelling thermal performance /, 
80-4356 


Heavy minerals — Southern States. 

Monazite in the granitic rocks of the 
southeastern Atlantic States : an exam= 
ple of the use of heavy minerals in 
geologic exploration /, 80-4892 


Helena, Mont. — Climate. 
Airport climatological 
4038 


summary., 80- 


Helicopters — Law and legislation — United 
States — Periodicals. 
Certification and operations of scheduled 
air carriers and helicopters, 80-5242 


Federal aviation regulations., 80-5242 


Heller, Thomas, 
Wild, free-roaming burros 
bibliography /, 80-4972 


: an annotated 


Herbicides — Environmental aspects. 
Decision and emergency order suspend- 
ing registrations for certain uses of 2- 
(2, 4, 5-trichlorophenoxy) propionic 
acid (silvex)., 80-4538 


Hickory. 
Weight and volume yields from thinning 
two oak-hickory stands /, 80-3760 


Highway engineering — Study and teaching 
— United States — Periodicals. 
Education and training information ex- 

change bulletin., 80-5238, 80-5239 


Highway planning — Data processing. 
Computer program user's manual., 
5236 


80- 


Rural highway planning system : comput- 
er program user's manual., 80-5236 


Historic buildings — Conservation and 
restoration, 
Dangers of abrasive cleaning to historic 
buildings /. 80-4993 


Historic buildings — United States — 
Conservation and restoration. 
Federal tax provisions to encourage reha- 
bilitation of historic buildings : an as- 
sessment of their effect... 80-4990 
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Historic sites — United States — 
Conservation and restoration — 
Periodicals. 

Year-end report - Heritage Conservation 
and Recreation Service., 80-4997 


Historic sites — United States — 
Directories. 
Index, National Park System and related 
areas., 80-4934 


Index of the National Park System and 
related areas, 80-4934 


Holidays — Law and legislation — United 

States. 

Martin Luther King, Jr., national holiday, 
S. 25 : joint hearings before the Com- 
mittee on the Judiciary, United States 
Senate, and the Committee on Post 
Office and Civil Service, House of 
Representatives, Ninety-sixth Congress, 
first session, on S. 25, March 27 and 
June 21, 1979., 80-5478 


Hospital utilization — United States. 


Conversion and other policy options to | 


reduce excess hospital capacity /, 
4764 


80- 


Hospitals — Cost control. 
Abstracts of state legislated hospital cost 
80-4823 


State legislated hospital cost containment 


containment programs /, 


programs., 80-4823 


Hospitals — Design and construction — 
Standards — United States. 


Minimum requirements of construction & | 
equipment for hospital and medical | 


facilities, 80-4794 


Hospitals — Evaluation. 


The evolution of the PSRO hospital | 


review system /, 80-4668 


Hospitals — Furniture, equipment, etc. — 
Standards — United States. 
Minimum requirements of construction & 
equipment for hospital and medical 
facilities, 80-4794 


Hospitals — Rates. 
Abstracts of state legislated hospital cost 
containment programs /, 80-4823 


State legislated hospital cost containment 
programs., 80-4823 


Hospitals — Staff — Legal status, laws, etc. 

— United States. 

Hospital housestaff employees : hearing 
before the Subcommittee on Labor- 
Managment Relations of the Commit- 
tee on Education and Labor, House of 
Representatives, Ninety-sixth Congress, 
first session, on H.R. 2222 ... July 17, 
1979., 80-5451 
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Hours of labor — United States — 
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Minimum wage and maximum _ hours 
standards under the Fair labor stand- 
ards act., 80-5073 


Hours of labor — United States — Statistics 
— Periodicals. 


Building trades, 80-5039 


Union wages and benefits., 80-5039 


House construction. 
Low-cost wood homes for rural America 
: construction manual /, 80-3746 


New life for old dwellings : appraisal and 
rehabilitation /, 80-3747 


Household appliances — Efficiency — 
Bibliography. 
Appliance inventory, 


efficiency, and 


80-4361 


Buildings energy use data book, supple- 
ment 1 : appliance inventory, efficien- 
cy, and energy use in the residential 
sector : a selected bibliography /, 
4361 


Household appliances — Energy 
consumption — Congresses. 





Home Appliance Technology 
Energy Conservation, 
March 1, 1978, Ray W. Herrick Labo- 
ratories, School of Mechanical Engi- 
neering, Purdue University ... ; cospon- 
sored by Air-Conditioning and Refrig- 
eration Institute ... [et al.]., 80-4212 


Household appliances, Electric — United 
States — Statistics — Periodicals. 


Electric housewares and fans., 80-3880 


| Households — United States — Statistics. 


1979 (advance report), 80-3893 


Population characteristics., 80-3893 


Housing — Contracts and specifications. 
HUD repair contractors., 80-4830 


Housing — District of Columbia. 

Amend Redevelopment act of 1945 
hearings and markups before the Sub- 
committee on Government Affairs and 
Budget and the Committee on the Dis- 
trict of Columbia, House of Repre- 
sentatives, Ninety-sixth Congress, first 
session, on H.R. 3336 and H.R. 4546 ... 
June 19, 20, and October 24, 
80-5450 


Housing — United States — Bibliography — 
Periodicals. 
Compendium of research reports., 
4837, 80-4838 


80- 


Housing — United States — Finance. 
Lower Income Housing Assistance Pro- 
gram (Section 8) : nation wide evalua- 
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Proceedings of the Conference on Major 
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tion of existing housing program : tech- 
nical supplement /, 80-4836 


Lower Income Housing Assistance Pro- 
gram (Section 8) : nationwide evalua- 
tion of the existing housing program /, 
80-4835 


Housing — United States — Statistics — 
Periodicals. 
Annual housing survey, United States 
and regions., 80-3926, 80-3927 


General housing characteristics, 80-3926 
Housing units authorized for demolition 
in permit-issuing places., 80-3928 


Urban and rural housing characteristics, 
80-3927 


Housing, Rural — United States — Finance. 

The CAA guidebook to rural housing de- 

velopment using Farmers Home Ad- 
ministration loans /, 80-4089 


Mortgaged rural homes : characteristics 


of housing units and occupants /, 80- 
3814 





80- | 


| Housing management. 
Intergovernmental 
gram., 80-4834 


management _pro- 


Housing policy. 
Designing the urban environment., 
4831 


80- 


| Housing policy — United States — Citizen 

participation — Periodicals. 

Annual community development block 

grant report, 80-4850 

Community development 
program, annual report., 


block grant 
80-4850 


| Human behavior — Physiological aspects — 
| Congresses. 

| Behavioral effects of energy and protein 
deficits /, 80-4725 


Human cell culture — Catalogs and 
collections. 
The human genetic mutant cell reposi- 
tory., 80-4734 


Human chromosome abnormalities — 
Catalogs and collections. 
The human genetic mutant cell reposi- 
tory., 80-4734 


Human engineering. 
Human-factors and systems principles for 
occupational safety and health : module 

20 /, 80-4797 


Husband and wife — Taxation — United 
States. 
Tax information for divorced or separat- 
ed individuals., 80-5215 


Hydraulic measurements — California, 
Southern. 
Comprehensive monitoring of meteorol- 
ogy, hydraulics, and thermal regime of 
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the San Diego Aqueduct, California /, 
80-4896 


Hydraulic transients. 
Measuring the permeability of Eleana ar- 
gillite area 17, Nevada Test Site, using 
the transient method /, 80-4498 


Hydrocarbons. 


Quantification of chlorinated hydrocar- | 
bons in previously collected air samples | 


/, 80-4531 


Hydrodynamics. 
H-coal fluid dynamics topical report /, 
80-4308 


Hydrogen. 
Blending of hydrogen in natural gas dis- 
tribution systems /, 80-4231 
X-ray diffraction cell for Debye-Scherrer 
camera operating at hydrogen pres- 
sures up 255 MPa /, 80-4491 


Hydrology. 
Hydrologic risk and return period selec- 
tion for water related projects /, 80- 
4976 


Hydrology — Mathematical models. 
Status of surface-water modeling in the 
U.S. Geological Survey /, 80-4883 


Hydrology — Research. 
Some statistical tools in hydrology, 
4886 


Techniques of water-resources investiga- 
tions of the United States Geological 
Survey., 80-4886 


80- 


Hydrology — Statistical methods. 
Some statistical tools in hydrology, 
4886 


Techniques of water-resources investiga- 
tions of the United States Geological 
Survey., 80-4886 


80- 


Hydrology — United States — Congresses. 
Summary of meeting - Interagency Advi- 
sory Committee on Water Data., 80- 
4907, 80-4908 


Hydrology — United States — Information 
services. 
A guide to obtaining information from 
the USGS, 1979 /, 80-4882 


Hydrometallurgy. 
Oxidative sulfuric acid leaching of lead 
smelter mattes /, 80-4924 


Hydrothermal electric power systems. 
Grid connected integrated community 
energy system : Phase II, stage 1, final 
report /, 80-4238 


Hypercolesteremia. 
Diet 2 for dietary 
hypercholesterolemia., 


management of 


80-4723 


For dietary management 
hypercholesterolemia (Type 
hyperlipoproteinemia) /, 80-4723 


of 
Ila 


Hyperlipoproteinemia. 

Diet 2 for dietary management 
hypercholesterolemia., 80-4723 
For dietary management 
hypercholesterolemia (Type 
hyperlipoproteinemia) /, 80-4723 


of 


of 


| Hypertension — Bibliography. 
role of body weight, | 


Hypertension 


Ila | 


| 





sodium, food habits, and weight reduc- | 
tion : January 1975 through September | 
| Incinerators. 


1979, 81 citations /, 80-4738 


Hypertension in the child or adolescent : | 
January 1977 through September 1979, | 


122 citations /, 80-4739 


Hypertension in the elderly 


: January 


1975 through September 1979, 78 cita- | 


tions /, 80-4741 
Hypertension — Research — United States 
— Congresses. 
Proceedings of the second Minority Hy- 
pertension Research Development 
Summer Program Seminar /, 80-4722 


Hypertension in children — Bibliography. 
Hypertension in the child or adolescent : 
January 1977 through September 1979, 
122 citations /, 80-4739 


Hypnotics — United States — Statistics. 
Use habits of cigarettes, coffee, aspirin, 
and sleeping pills, United States, 1976 / 
80-4769 


I 


Idaho — Manufactures — Statistics. 
Census of manufactures (1977), 80-3833 

80-3833 

1977 census of manufactures : geographic 
area series, Idaho., 80-3833 


Geographic area series, Idaho., 


Idaho — Population — Statistics. 
Population estimates and _ projections., 
80-3905 


1977 population estimates for counties 
and incorporated places in Idaho, 80- 
3905 


Illegitimacy. 

The project to determine the legal and 
social benefits, rights and remedies ac- 
curing to illegitimate children upon the 
establishment of paternity., 80-4825 


Illinois — Population — Statistics. 
Estimates of the population of Illinois 
counties and metropolitan areas, July 1, 
1977 (revised) and 1978 (provisional), 
80-3915 
Federal-State cooperative program 
population estimates., 80-3915 


for 
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Indiana Population Statistics. 


Population estimates and projections., 
80-3906 


1977 population estimates for counties, in- 
corporated places, and minor civil divi- 
sions in Illinois, 80-3906 


Import quotas — United States. 

Proposed amendments to the Meat 
import quota act : hearing before the 
Subcommittee on International Trade 
of the Committee on Finance, United 
States Senate, Ninety-sixth Congress, 
first session, on S. 55 ... September 26, 
1979., 80-5457 


Fabrication and assembly of a shipboard 
multifunctional waste incinerator 
(MFI), phase II /, 80-4191 


Income — United States. 
Income growth in nonmetro America, 
1968-75 /, 80-3813 


| Income — United States — Statistics. 


Consumer income., 80-3921 


Money income and poverty status of fam- 
ilies and persons in the United States, 
1978 (advance report), 80-3921 


Income tax — United States. 
Armed Forces Federal income tax., 
4197 


Employment tax credits can reduce your 
income taxes and here’s how /, 80- 
5081 


Tax information for divorced or separat- 
ed individuals., 80-5215 


80- 


Income tax — United States — Accounting. 
Recordkeeping requirements and a guide 
to tax publications., 80-5220, 80-5221 


Income tax — United States — 
Bibliography. 
Recordkeeping requirements and a guide 
to tax publications., 80-5220, 80-5221 


Income tax — United States — Deductions 
— Contributions. 
Charitable contributions., 80-5217 

Income tax — United States — Deductions 
— Losses. 

Tax information on disasters, 
losses, and thefts., 80-5219 


casualty 


Income tax — United States — Foreign 
income. 
Certification for reduced tax rates in tax 
treaty countries. 80-5214 


Indiana — Population — Statistics. 
Estimates of the population of Indiana 
counties and metropolitan areas, July 1, 
1977 (revised) and 1978 (provisional), 
80-3916 


Federal-State cooperative program for 
population estimates., 80-3916 
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Indians of North America — Audio-visual 
aids — Catalogs. 
Fact sheet : Indian Arts and Crafts Board 
publications/audiovisuals., 80-4867 


Indians of North America — Bibliography 
— Catalogs. 
Fact sheet : Indian Arts and Crafts Board 
publications/audiovisuals., 80-4867 


Indians of North America — Economic 
conditions. 
Enterprise analysis, a tool for evaluation 
of operating enterprises /, 80-4917 


The feasibility analysis, a tool for evalua- 


tion of prospective tribal enterprises /, | 


| Industrial hygiene. 


Behavior management for occupational Industry — Power supply. 


80-4916 


Indians of North America — Education — 
Film catalogs — Periodicals. 


Educational film catalog for Bureau of | 


Indian Affairs schools., 80-4915 


Indians of North America — Fishing. 
Salmon and steelhead stocks : 


States Senate, Ninety-sixth Congress, 


first session ... May 16 and 17, 1979., | 


80-5443 


Indians of North America — Great Basin — 
Antiquities. 
Material culture of the Numa : the John 
Wesley Powell collection, 1867-1880 /, 
80-5206 


Indians of North America — Industries. 
Enterprise analysis, a tool for evaluation 
of operating enterprises /, 80-4917 


The feasibility analysis, a tool for evalua- 
tion of prospective tribal enterprises /, 
80-4916 


Indians of North America — Information 
services. 
Information sources and services directo- 
ry /, 80-4863 


Indians of North America — New Mexico 

— Land transfers. 

Amending the act of October 21, 1978 
(92 STAT. 1675), to correct an errone- 
ous land description : report to accom- 
pany H.J. Res. 199., 80-5341 


Indians of North America — South Carolina 

— Claims. 

Settlement of the Catawba Indian land 
claims : hearing before the Committee 
on Interior and Insular Affairs, House 
of Representatives, Ninety-sixth Con- 
gress, first session, on H.R. 3274 ... 
June 12, 1979., 80-5475 


Indians of North America — United States 
— Civil rights. 
Hearing before the United States Com- 
mission on Civil Rights national 
Indian civil rights issues : hearing held 
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hearings | 
before the Committee on Commerce, | 
Science, and Transportation, United | 


in Washinton D.C., March 19-20, 1979., 
80-4087 


National Indian civil rights issues; hearing 
held in Washington, D.C., 80-4087 


Indians of North America — Women — 
Congresses. 
A guide to conducting a conference with 
American Indian women in reservation 
areas /, 80-5077 


| Industrial capacity — United States — 


Congresses. 
Measurement of capacity utilization 
problems and tasks /, 80-4548 


safety and health /, 80-4796 
Human-factors and systems principles for 


occupational safety and health : module | 


20 /, 80-4797 


Industrial hygiene — Laboratory manuals. 


Industrial hygiene laboratory quality con- | 


trol manual /, 80-4802 


Industrial hygiene — United States. 
Job safety and health protection., 
5070 


OSH survey operating manual /, 80- 
5058 


80- 


Industrial hygiene — United States — 
Bibliography — Periodicals. 
OSHA publications & training material., 
80-5071 


Industrial productivity — United States. 
Productivity and the U.S. economy 
hearing before the Subcommittee on 
General Oversight and Minority Enter- 
prise of the Committee on Small Busi- 
ness, House of Representatives, Ninety- 
sixth Congress, first session, Washing- 
ton, D.C., March 14, 1979., 80-5499 


Technology and labor in five industries : 
bakery products, concrete, air transpor- 
tation, telephone communication, insur- 
ance /, 80-5038 


Industrial relations. 

Securing labor-management peace 

through mediation /, 80-4544 
Industrial relations — United States. 

To protect the rights of the public. the 
National Labor Relations Board pro- 
vides services for working men & 
women, employers & unions (large & 
small) /, 80-5107 


Industrial safety. 
Behavior management for occupational 
safety and health /, 80-4796 
Human-factors and systems principles for 


occupational safety and health 
20 /. 80-4797 


: module 
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Industrial safety — United States. 
Job safety and health protection., 
5070 


OSH survey operating manual /, 80- 
5058 


80- 


Industrial safety — United States — 
Bibliography — Periodicals. 
OSHA publications & training material., 
80-5071 


Industrial toxicology — Periodicals. 
NIOSH registry of toxic effects of chemi- 
cal substances, 80-4803 


Registry of toxic effects of chemical sub- 
stances., 80-4803 


Limiting factors for the near-term poten- 
tial of solar industrial process heat /, 
80-4492 


| Industry — United States — Energy 


conservation. 

Investment risk evaluation techniques : 
use in energy-intensive industries and 
implications for ERDA's industrial 
conservation program /, 80-4441 


Industry and state. 
Legal issues of emission density zoning /, 
80-4532 


Industry and state — Europe, Eastern — 
Periodicals. 
Economic and industrial affairs, 80-5372 


Translations on Eastern Europe., 80- 
5372 


Industry and state — United States. 
Technological change in U.S. automobile 
industry : assessing past Federal initia- 
tives /, 80-5264 


, Industry and state — United States — 


Periodicals. 
Footwear 
gram; 
3826 


revitalization 
progress report.. 


industry 
annual 


Information services — United States. 
The information resources and services of 
the United States : an introduction for 

developing countries /, 80-5141 


Information services — United States — 
Directories. 
Information sources and services directo- 
ry /. 80-4863 


Information storage and retrieval systems. 
Worldwide Information & Trade 
System.. 80-4067 


Information storage and retrieval systems — 
Audio-visual materials. 
Problems in bibliographic access to non- 
print materials: 80- 
5393 


final report /. 
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Information storage and retrieval systems — 
United States. 
The information resources and services of 
the United States : an introduction for 
developing countries /, 80-5141 


Inheritance and transfer tax — United 

States. 

Proceedings of Symposium on Farm 
Estate Issues Raised by the Tax 
Reform Act of 1976 : Tax reform act 
of 1976, use valuation, material partici- 
pation, estate tax shelter, legislative de- 
velopments., 80-3811 


Inland navigation — Law and legislation — 
United States — Periodicals. 
Code of Federal regulations., 

80-4652 


Navigation and navigable waters, 
4651, 80-4652 


80-4651, 


80- 
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Promotion of safety on the Great Lakes | 


by means of radio., 80-5176 


Telecommunications promotion 


of | 


safety on the Great Lakes by means of | 


radio : agreement between the United 


States of America and Canada, amend- | 


ing the agreement of Feb. 26, 1973, 
effected by exchange of notes, signed 
at Ottawa, Dec. 29, 1978., 80-5176 


Inland water transportation — Law and 
legislation — United States — Cases. 
Decisions of the Federal Maritime Com- 

mission., 80-4546 


Federal Maritime Commission reports, 
80-4546 


Inmates of institutions — Legal status, laws, 
etc. — United States. 

Civil rights of the institutionalized 
report of the Committee on the Judici- 
ary, United States Senate, on S. 10 to- 
gether with minority and additional 
views., 80-5352 


Insect control — Biological control — 
United States. 
Preliminary test of booby-trapping for 
control of two cerambycids /, 80- 
3765 


Insect control — United States. 
Methods to increase the insect resistance 
of food shipping cases /, 80-3816 


Insecticides — Environmental aspects. 
Environmental impacts of diflubenzuron 
(Dimilin) insecticide /, 80-3787 


Insecticides — Toxicology. 
Environmental impacts of diflubenzuron 
(Dimilin) insecticide /, 80-3787 


Insects, Aquatic — Control — Maine. 
Effects of Orthene, Sevin 4 Oil, and 
Dylox, on aquatic insects incidental to 


attempts to control spruce budworm in 
Maine, 1976 /, 80-3786 


Institute of American Indian Arts. 

Department of the Interior and related 
agencies appropriations for 1980 : hear- 
ing before a subcommittee of the Com- 
mittee on Appropriations, House of 
Representatives, Ninety-sixth Congress, 
first session Institute of American 
Indian Arts /, 80-5429 


Insulating materials — Periodicals. 

The national program plan for building 
thermal envelope systems and insulat- 
ing materials; technology and imple- 
mentation for energy conservation., 
80-4214 


Insurance — United States — State 
supervision. 
Issues and needed improvements in state 


regulation of the insurance business : | 


report to the Congress /, 80-4602 
Issues and needed improvements in state 


regulation of the insurance business | 


(executive summary) : 
Congress /, 80-4603 


report to the 


Insurance, Disability — United States. 
Social security disability amendments of 
1979 : report of the Committee on Fi- 
nance, United States Senate, on H.R. 
3236 ...., 80-5347 


Insurance, Flood — Arizona — Tolleson. 
City of Tolleson, Arizona, 
County., 80-4860 


Flood insurance study 


Arizona, Maricopa County., 80-4860 


Insurance, Flood — Connecticut — Haddam. 

Flood insurance study : town of Haddam, 

Connecticut, Middlesex County., 80- 
4852 


Town of Haddam, Connecticut, Middle- 
sex County., 80-4852 


Insurance, Flood — Illinois — Libertyville. 
Flood insurance study : village of Liber- 
tyville, Illinois, Lake County., 80- 
4854 


Village of Libertyville, 
County., 80-4854 


Illinois, Lake 


Insurance, Flood — Illinois — Rock Island 
(City) 
City of Rock Island, Illinois, Rock Island 
County., 80-4858 


Flood insurance study : city of Rock 
Island, Illinois, Rock Island County., 
80-4858 


Insurance, Flood — Minnesota — Dawson. 
City of Dawson, Minnesota, Lac Qui 
Parle County., 80-4851 
Flood insurance study : city of Dawson. 


Minnesota, Lac Qui Parle County... 
80-4851 


Do not order from index; see indicated entry 


Maricope | 


: city of Tolleson, | 


Insurance, Industrial U.S. 


Insurance, Flood — North Carolina — 
Transylvania County. 
Flood insurance study Transylvania 
County, North Carolina, unincorporat- 
ed areas., 80-4861 


Transylvania County, 
unincorporated areas., 


North Carolina, 
80-4861 


Insurance, Flood — Oklahoma — Sallisaw. 
City of Sallisaw, Oklahoma, Sequoyah 
County., 80-4859 


Flood insurance study 
Oklahoma, 
4859 


: city of Sallisaw, 
Sequoyah County., 80- 


Insurance, Flood — Pennsylvania — Homer 

City. 

Borough of Homer City, Pennsylvania, 
Indiana County., 80-4853 

| Flood insurance study Borough of 

Homer City, Pennsylvania, Indiana 

County., 80-4853 





| Insurance, Flood — Pennsylvania — Morton 
| (Borough) 

| Borough of Morton, Pennsylvania, Dela- 
| ware County., 80-4856 
| Flood insurance study 


Morton, Pennsylvania, 
County., 80-4856 


borough of 
Delaware 


Insurance, Flood — Pennsylvania — 
Plainfield. 
Flood insurance study township of 
Plainfield, Pennsylvania, Northampton 
County., 80-4857 


Township of Plainfield, Pennsylvania, 
Northampton County., 80-4857 


Insurance, Flood — West Virginia — Mason 

County (unincorporated areas) 

Flood insurance study : Mason County, 
West Virginia (unincorporated areas)., 
80-4855 

Mason County, West Virginia (unincor- 
porated areas), 80-4855 


Insurance, Government employees’ health — 

United States. 

Second medical opinions for elective sur- 
gery : hearings before the Subcommit- 
tee on Compensation and Employee 
Benefits of the Committee on Post 
Office and Civil Service, House of 
Representatives, Ninety-sixth Congress, 
first session, on H.R. 4281 ... August 
13, September 10, 28, 1979., 80-5491 


Insurance, Health — United States. 
Payment under Medicare medical insur- 
ance., 80-4676 
Simplifying the Medicare/Medicaid buy- 
in program would reduce improper 
state claims of Federal funds : report to 
the Congress /, 80-4582 


Insurance, Industrial — United States. 
Debit life insurance industry : hearings 


before the Subcommittee on Antitrust. 


Page 1-431 





Insurance, Industrial U.S. 


Monopoly, and Business Rights of the 


Committee on the Judiciary, United 
States Senate, Ninety-sixth Congress, 
.. March 12 and 16, 1979., | 


first session 
80-5479 
Insurance, Life — United States. 
Debit life insurance industry : hearings | 
before the Subcommittee on Antitrust, 
Monopoly, and Business Rights of the 
Committee on the Judiciary, United | 
States Senate, Ninety-sixth Congress, 
first session ... March 12 and 16, 1979., 
80-5479 


Insurance, Mortgage guaranty — United 

States. 

Examination of the financial statements of 
FHA insurance operations — _ fiscal 
year 1978 : report to the Congress /, 
80-4561 


Insurance, Unemployment. 

Unemployment insurance — inequities 
and work disincentives in the current 
system : report to the Congress /, 80- 
4579 


Insurance, Unemployment — United States. 
The effect of alternative partial benefits 
formulas on beneficiary part-time work 
behavior /, 80-5087 


Job search of recipients of unemployment 
insurance /, 80-5062 


NOAA Corps status equalization legisla- 
tion : report to accompany S. 1454., 
80-5334 


Insurance, Unemployment — United States 
— Finance. 
Financing America’s unemployment com- 
pensation program /, 80-5064 


Insurance companies — United States. 
Issues and needed improvements in state 
regulation of the insurance business : 
report to the Congress /, 80-4602 


Issues and needed improvements in state 
regulation of the insurance business 
(executive summary) : report to the 
Congress /, 80-4603 


Intelligence service — United States. 

An act to authorize appropriations for 
fiscal year 1980 for intelligence and in- 
telligence-related activities of the 
United States Government, for the In- 
telligence Community Staff, and for 
the Central Intelligence Agency Retire- 
ment and Disability System, to author- 
ize supplemental appropriations for 
fiscal year 1979 for the intelligence and 
intelligence-related activities of the 
United States Government. and for 
other purposes., 80-5319 


Interactive computer systems. 
Measurement of interactive computing : 
methodology and application /. 80- 
3984 


Page I-432 


Interconnected electric utility systems. 

Grid connected 

energy system : Phase II, stage 1, final 
report /, 80-4238 


Interference (Sound) 


integrated community | 


| 


Subject Index 


Inventories — United States — Periodicals. 
Manufacturers’ shipments, inventories, 
and orders., 80-3865 


| Inventory control. 


Performance of telecommunications sys- | 


tems in the spectral-use environment /, 
80-4083 


Intergovernmental fiscal relations. 


Proposition 13 — how California govern- 


ments coped with a $6 billion revenue 
loss : report to the Congress /, 
4574 


| Intergovernmental personnel programs — 


Miscellanea. 

Intergovernmental personnel mobility as- 
signments : HUD questions & answers 
fact sheet., 80-4833 


Intergovernmental personnel programs — 

United States. 

Intergovernmental personnel act : hear- 
ings before the Subcommittee on 
Human Resources of the Committee on 
Post Office and Civil Service, House of 
Representatives, Ninety-sixth Congress, 
first session, July 18 and 19, 1979., 80- 
5488 


Interindustry economics. 
Economic impact of the U.S. merchant 
marine and shipbuilding industries : an 
input-output analysis /, 80-4000 


International business enterprises — 
Finance. 
Sources and uses of funds of majority- 
owned foreign affiliates of U.S. compa- 
nies, 1973-76 /, 80-4079 


International Centre for the Study of the 
Preservation and Restoration of Cultural 
Property. 

International Centre for the Study of the 
Preservation and Restoration of Cultur- 
al Property.. 80-5369 


International cooperation — Addresses, 
essays, lectures. 

The Law of the Sea : 

tional cooperation 


a test of interna- 
: speech /, 80-5160 


*International Cooperation — periodicals. 
National Institutes of Health annual 
report of international activities.. 80- 
4742 


International Falls, Minn. — Climate. 
Airport climatological 
4039 


summary., 80- 


International relations. 
Strength through wisdom 
U.S. capability /. 


: a critique of 
80-4695 


International relations — Addresses, essays, 
lectures. 
The future of conflict /. 80-4100 


Do not order from index; see indicated entry 


80- | 


DOD can save millions of dollars by im- 
proving the management of Air Force 
inventories : report /, 80-4595 


Inventory control — Handbooks, manuals, 
etc. 
Data 

4104 


Data element dictionary and glossary of 
terms/acronyms., 80-4108 


Defense integrated data system : DIDS 
procedures manual : materiel manage- 
ment decision rule tables /, 80-4109 


Defense integrated data system : DIDS 
procedures manual : multiple applica- 
tion references/instructions/tables and 
grids /, 80-4107 


Defense integrated data system (DIDS) 
procedures manual., 80-4103, 80- 
4104, 80-4105, 80-4106, 80-4108, 
80-4110 


DIDS procedures 
80-4109 
Document identifier code (DIC) input/ 
output (I/O) formats (fixed length), 
80-4105 
Document identifier code (DIC) input/ 
output (I/O) formats (variable length), 
80-4106 
Materiel 
tables., 
Multiple 
4103 
Multiple application references/instruc- 
tions/tables and grids., 80-4107 
80-4110 


bank _interrogations/search, 80- 


manual., 80-4107, 


management decision rule 


80-4109 
application 


procedures., 80- 


Publications.. 


Investment analysis. 

Investment risk evaluation techniques : 
use in energy-intensive industries and 
implications for ERDA’s _ industrial 
conservation program /, 80-4441 


Investments. 
Investigate before you invest /. 80-5201 
Investments — United States — Tables, etc. 
Tables of redemption $25 
series E savings bonds.. 


values for 
80-5223 


Ion exchange. 


Adsorption on mixtures of ion exchanges 
/, 80-4391 


Ion exchange — Congresses. 

Proceedings of the Sandia Laboratories 
Workshop on the Use of Titanate Ion 
Exchangers for Defense Waste Man- 
agement /. 80-4447 





February 1980 


Ion exchange chromatography. 
Determination of selected anions in water 
by ion chromatography /, 80-4899 


Ionizing radiation — Pericdicals. 
CSU-FDA Collaborative Radiological 
Health Laboratory annual report., 80- 
4752 


Ions — Migration and velocity. 
Determination and estimation of ionic ac- 
tivities of metal salts in water /, 
4925 


Iowa — Population — Statistics. 
Estimates of the population of Iowa 


counties and metropolitan areas, July 1, | 


1977 (revised) and 1978 (provisional), 
80-3917 


Federal-State cooperative program for 
population estimates., 80-3917 


Population estimates and _projections., 


80-3907 


1977 population estimates for counties 
and incorporated places in Iowa, 80- 
3907 


Iron alloys. 
Magnetic order in gold-iron alloys /, 
80-4511 


Iron industry and trade — Energy 
conservation. 

Research, development, and demonstra- 
tion for energy conservation : prelimi- 
nary identification of opportunities in 
iron and steelmaking /, 80-4444 


Irradiation. 
HTGR fuel recycle development pro- 
gram (189a OHO4S) fuel refabrication, 
task 500., 80-4373 


Uranium and thorium loadings deter- 
mined by chemical and nondestructive 
methods in HTGR fuel rods for the 
Fort St. Vrain early validation irradia- 
tion experiment : HTGR fuel recycle 
development program (189a OHO45) 
fuel refabrication, task 500 /, 80-4373 


Irrigation efficiency — United States. 
Irrigation water use and management : an 
Interagency Task Force report., 80- 
4864 


Irrigation water — United States. 
Irrigation water use and management : an 
Interagency Task Force report., 80- 
4864 


Israel — Foreign relations — United States 
— Addresses, essays, lectures. 
U.S. support for the Egyptian-Israeli 
Peace Treaty /, 80-5162 


Italy — Description and travel — Guide- 
books. 
Italian port guide : 
anto., 80-4203 


Bari, Brindisi, Tar- 





| 
| 


80- | 


The Italian Riviera 
guide]., 80-4204 


J 


Liguria [port 


Jackson National Fish Hatchery. 
Jackson National Fish Hatchery., 
4951 


80- 


Japan — Commerce. 
United States - Japan trade — issues and 
problems : report /, 80-4588 


Japan — Periodicals. 


Translations on Japan., 80-5376 


Jet planes — Fuel. 
Behavior of lightly confined high explo- 
sives in a jet-fuel fire /, 80-4514 


Job analysis. 
Methods for collecting and analysis task 
analysis data /, 80-4209 


Job descriptions — Periodicals. 
Area wage survey., 80-5041, 
80-5043, 80-5044, 80-5046, 
80-5048, 80-5051, 80-5052, 
80-5055, 80-5056 


Chicago, Illinois, metropolitan area, 
5042 


80-5047, 
80-5053, 


Cincinnati, Ohio-Kentucky-Indiana met- 


80-5048 
Corpus Christi, Texas, metropolitan area, 
80-5052 


Green Bay, Wisconsin, metropolitan area, 
80-5051 


Jackson, Mississippi, metropolitan area, 
80-5041 


Oklahoma City, Oklahoma, metropolitan 
area, 80-5055 
Paterson-Clifton-Passaic, New 
metropolitan area, 80-5046 
Portland, Oregon-Washington, metropoli- 
tan area, 80-5047 
Poughkeepsie, New York, metropolitan 
area, 80-5053 
Providence-Warwick-Pawtucket, 
Island-Massachusetts, 
area, 80-5056 
Richmond, Virginia, metropolitan area, 
80-5044 


Worcester, Massachusetts, 
area, 80-5043 


ropolitan area, 


Jersey 


Rhode 
metropolitan 


metropolitan 


Job vacancies — United States. 
Job service : how it works for you /, 
80-5088 


Journalism — Authorship. 
A compilation of journal instructions to 
authors., 80-4716 


Journalism, Medical. 
A compilation of journal instructions to 
authors., 80-4716 


Do not order from index; see indicated entry 





80-5042, | 


80- | 
| Juvenile corrections — United States — 


Juvenile delinquency U.S. Statistics. 


Judges — United States — Appointment, 
qualifications, tenure, etc. 
The Judicial conduct and disability act of 
1979 : report together with additional 
views to accompany S. 1873., 80-5335 


Selection and confirmation of Federal 
judges : hearing before the Committee 
on the Judiciary, United States Senate, 
Ninety-sixth Congress, first session .. 
80-5480 


Judicial statistics — United States — 
Periodicals. 


Court management statistics, 80-5029 


Management statistics for United States 
courts., 80-5029 


Junior Achievement Week. 
Junior Achievement Week : report to ac- 
company S.J. Res. 107., 80-5345 


| Justice, Administration of — United States. 


Personnel management /, 80-5024 


Justice, Administration of — United States 
— Periodicals. 


Code of Federal regulations., 80-4641 


Judicial administration, 80-4641 


Statistics. 

Children in custody : advance report on 
the 1977 census of private juvenile 
facilities., 80-5023 


Juvenile delinquency — Prevention. 
Delinquency prevention., 80-5017 


Delinquency prevention, theories and 
strategies : prepared for the Office of 
Juvenile Justice and Delinquency Pre- 
vention, Law Enforcement Assistance 
Administration, U.S. Department of 
Justice,, 80-5016 


State options for supporting delinquency 
prevention : a working paper /, 80- 
5017 


Juvenile delinquency — United States. 
Building effective coalitions : some plan- 
ning considerations /, 80-5018 


Delinquency prevention., 80-5018 


Juvenile delinquency — United States — 

Prevention. 

Oversight hearing on the Juvenile justice 
and delinquency prevention act : hear- 
ing before the Subcommittee on 
Human Resources of the Committee on 
Education and Labor, House of Repre- 
sentatives, Ninety-sixth Congress, first 
session ... March 20, 1979., 80-5452 


Juvenile delinquency — United States — 
Statistics. 
Children in custody : advance report on 
the 1977 census of private juvenile 
facilities., 80-5023 


Page 1-433 





Juvenile justice, Admin of U.S. 


Juvenile justice, Administration of — United 
States. 
Building effective coalitions : some plan- 
ning considerations /, 80-5018 
80-5018 


theories 
: prepared for the Office of 


Delinquency prevention., 


Delinquency prevention, 
strategies 


Juvenile Justice and Delinquency Pre- | 


vention, Law Enforcement Assistance 
Administration, U.S. Department of 
Justice,, 80-5016 


Oversight hearing on the Juvenile justice 
and delinquency prevention act : hear- 
ing before the Subcommittee on 
Human Resources of the Committee on 
Education and Labor, House of Repre- 
sentatives, Ninety-sixth Congress, first 
session ... March 20, 1979., 80-5452 


Juvenvile justice, Administration of — 
United States. 


Delinquency prevention., 80-5017 


State options for supporting delinquency 
prevention : a working paper /, 80- 
5017 


K 


Kansas — Population — Statistics. 


Population estimates and _projections., 
80-3908 


1977 population estimates for counties, in- 
corporated places, and minor civil divi- 
sions in Kansas, 80-3908 


Key West, Fla. — Climate. 
Airport climatological 
4040 


summary., 80- 


Kidneys — Diseases — Research — United 
States — Periodicals. 
Kidney & urinary tract diseases and treat- 
ment., 80-4730 


King, Martin Luther, 1929-1968 — 

Anniversaries, etc. 

Martin Luther King, Jr., national holiday, 
S. 25 : joint hearings before the Com- 
mittee on the Judiciary, United States 
Senate, and the Committee on Post 
Office and Civil Service, House of 
Representatives, Ninety-sixth Congress, 
first session, on S. 25, March 27 and 
June 21, 1979., 80-5478 


Kit fox. 
Habitat management series 
gered species /, 80-4970 


for endan- 


Knit goods industry — United States — 
Statistics. 

Census of manufactures (1977), 
80-3843 


Industry series, knit outerwear mills, SIC 
2253., 80-3842 


Industry series, knit underwear mills. SIC 
2254., 80-3843 


80-3842, 


Page 1-434 


and 


Knit outerwear mills, 
3842 


Knit underwear mills, 
3843 

1977 census of manufactures : industry 
series, knit outerwear mills, SIC 2253., 
80-3842 


1977 census of manufactures : 


SIC 2253., 80- 


SIC 2254., 80- 


80-3843 


Knit goods industry — United States — 
Statistics — Periodicals. 


Knit fabric production., 80-3884 


Korea — Periodicals. 
Translations on Korean affairs., 


Krypton — Storage. 
Entrapment of krypton in sputter deposit- 


ed metals : a storage medium for radio- | Laboratories — Quality control. 


active gases /, 80-4428 


L 


Labor and laboring classes — Collected 
works, 
Country 

5067, 


labor 
80-5069 


profile., 80-5066, 80- 


Labor and laboring classes — Netherlands. 
Country labor profile., 80-5065 


Labor and laboring classes — Norway. 
Country labor profile., 80-5066 


Labor and laboring classes — Philippine 
Islands. 


Country labor profile., 80-5067 


Labor and laboring classes — Thailand. 
Country labor profile., 80-5068 


Labor and laboring classes — Venezuela. 
Country labor profile., 80-5069 


Labor laws and legislation. 
Farm labor contractor registration act of 
1963 as amended /, 80-5078 


Labor laws and legislation — United States 
— Cases. 
Decisions and orders of the National 
Labor Relations Board., 80-5108 


Labor laws and legislation — United States 
— Periodicals. 
Code of Federal regulations., 
80-4643, 80-4644 


Labor. 80-4642, 80-4643. 


80-4642. 


80-4644 


Labor policy — United States. 
Labor requirements for the airport devel- 
opment aid program (ADAP).  80- 
5246 


Labor supply — United States. 
Continuous longitudinal 
survey /, 80-5082, 80-5083 


manpower 


Do not order from index; see indicated entry 





industry | 
series, knit underwear mills, SIC 2254., | 


Subject Index 


Seven years later : 
1970 cohort 
United States., 


the experiences of the 
of immigrants in the 
80-5086 


Labor supply — United States — Statistics 
— Periodicals. 
Geographic profile of employment and 
unemployment., 80-5060 


Work experience of the population., 
5063 


80- 


| Laboratories — Automation — Data 


processing. 
Instrument calls and real-time code for 
laboratory automation /, 80-4479 


| Laboratories — Design and construction. 
80-5377 


Design of a mobile laboratory for ventila- 
tion studies and indoor air pollution 
monitoring /, 80-4342 


Industrial hygiene laboratory quality con- 
trol manual /, 80-4802 


Laboratory animals. 


Laboratory animal records /, 80-4708 


Land — Planning — Mississippi. 
Procedures for gathering ground truth in- 
formation for a supervised approach to 
a computer-implemented land cover 
classification of Landsat-acquired mul- 
tispectral scanner data /, 80-5117 


Land — United States. 
Where have the farm lands gone? /, 
5138 


80- 


Land use — Bulgaria — Maps. 
Bulgaria., 80-5135 


Land use — Environmental aspects — 
Arizona — Aravaipa Canyon Primitive 
Area. 

Aravaipa Canyon wilderness /, 80-4872 


Aravaipa Canyon wilderness, final envi- 
ronmental statement., 80-4872 


Land use — Illinois. 
The economic and geographic impact of 
national forest land on counties in 
southern Illinois /. 80-3758 


Land use — United States. 
Land-use conflicts with natural vegeta- 
tion in the United States /, 80-4378 


Land use, Rural — United States. 
Agricultural land protection act : report 
together with additional views to ac- 
company H.R. 2551.. 80-5303 


Land use, Urban — Planning. 

Citizen's action manual : a guide to recy- 
cling vacant property in your neigh- 
borhood /. 80-4992 

Guide to recycling vacant property in 
your neighborhood., 80-4992 





February 1980 


Landscape architecture — Bibliography. 
Landscape architecture and the allied arts 
: an annotated bibliography of articles 
and notes appearing in the bulletin or 
newsletter /, 80-4995 


Landscape protection — Bibliography. 
Landscape architecture and the allied arts 
: an annotated bibliography of articles 
and notes appearing in the bulletin or 
newsletter /, 80-4995 


Language and education — United States. 
President's Commission on Foreign Lan- 
guage and International Studies — 
background papers and studies., 80- 
4696 


Language and languages — Study and 
teaching — United States. 

President's Commission on Foreign Lan- 
guage and International Studies — 
background papers and studies., 80- 
4696 


Strength through wisdom 
U.S. capability /, 


: a critique of 
80-4695 


Las Vegas, Nev. — Climate. 
Airport climatological 
4041 


summary., 80- 


Lasers. 
Laser and_ electro-optical 
consideration at 
80-3825 


Potential of laser for SPS power trans- 
mission /, 80-4325 


interference 
radio frequencies /, 


Latin America — Foreign relations — 
United States — Addresses, essays, 
lectures. 

Currents of change in Latin America /, 
80-5154 

Inter-American challenges for the 1980's 
/, 80-5158 


Latin America — Periodicals. 
Translations on Latin America.. 80-5378 
Law reports, digests, etc. — United States — 
Periodicals. 
Cases adjudged in the Supreme Court. 
80-5026 


United States reports., 80-5026 
Lawrence Livermore Laboratory. 
The LLL geothermal energy program : a 
status report on the development of the 
total-flow concept /, 80-4476 


Lawrence Livermore Laboratory. Standards 
and Calibrations Laboratory. 
Tour of the Standards and Calibrations 
Laboratory /, 80-4486 


Lead ores. 
Oxidative sulfuric acid leaching of lead 
smelter mattes /, 80-4924 


Least squares — Computer programs. 
EXPALS-Fortran code for exponential 
approximation by least squares /, 80- 
4471 


Lebanon — Foreign relations — United 
States — Addresses, essays, lectures. 
U.S. policy on Lebanon /, 80-5153 


Legal research — United States — 
Periodicals. 
Annual report - Federal Judicial Center., 
80-5031 


Legislation — United States — Indexes — 
Periodicals. 


Congressional record, 80-5267 


Congressional record; proceedings and 
debates of the Congress., 80-5267 


Legislation — United States — Periodicals. 
Congressional record, 80-5266, 80- 
5268, 80-5269 
Congressional 
debates of 
80-5269 


record; proceedings and 
the Congress., 80-5266, 
Daily digest of the Congress, 80-5268 
Liberty of the press — United States. 
Zurcher v. Stanford Daily hearings 
before the Subcommittee on Courts, 
Civil Liberties, and the Administration 
of Justice of the Committee on the Ju- 
diciary. House of Representatives, 
Ninety-sixth Congress, first session, on 
H.R. 3486 and H.R. 4181 ..... 80-5476 


Libraries, Depository — United States — 
Periodicals. 


Report to the Public Printer., 80-4609 


Library information networks. 
Problems in bibliographic access to non- 
print materials final report /. 80- 
5393 


Lightning — United States — States. 
General summary of lightning. 1978 
80-4026 


Lightning protection — Congresses. 

Federal Aviation Administration-Georgia 
Institute of Technology Workshop on 
Grounding and Lightning Protection., 
80-5251 


Lignite — Statistics. 
Bituminous coal and lignite mining serv- 
ices, SIC 1213... 80-3932 
Bituminous coal and lignite. SIC 1211... 
80-3931 


Census of mineral industries (1977), 80- 
3931. 80-3932 


Industry series. bituminous coal and lig- 


nite 


3932 


mining services, SIC 1213.. 80- 


Industry series, bituminous coal and lig- 
nite, SIC 1211... 80-393) 


Do not order from index; see indicated entry 


Local finance California. 


1977 census of mineral industries : indus- 
try series, bituminous coal and lignite 
mining services, SIC 1211., 80-3931, 
80-3932 


Limestone. 
Regeneration of sulfated limestone from 
FBCs and corrosive effects of sulfation 
accelerators in FBCs., 80-4215 


Limestone — Lake Mead National 

Recreation Area, Ariz. and Nev. 

Hualapai limestone member of the 
Muddy Creek formation : the youngest 
deposit predating the Grand Canyon, 
southeastern Nevada and northwestern 
Arizona /, 80-4895 


Limnology — Colorado — Twin Lakes. 
Ecology of Mysis relicta in Twin Lakes, 
Colorado /, 80-4921 


Liquid fuels. 
Enthalpy 
liquids /. 


measurement 
80-4288 


of coal-derived 


Liquid metal fast breeder reactors — 
Accidents. 
Summary of treat experiments on oxide 
core-disruptive accidents /, 80-4228 


Lithium — Statistics. 
Lithium /, 80-4931 


Lithium industry — United States. 
Lithium /, 80-4931 


Loaders (Machines) — Handbooks, manuals, 
etc. 
Lifting and loading equipment operator /, 
80-4127, 80-4128 


Loans — United States — Government 
guaranty. 

The National alcohol fuel 
and farm commodity production act of 
1979 : hearing before the Sucommittee 
on Economic Stabilization of the Com- 
mittee on Banking. Finance. and Urban 
Affairs. House of Representatives. 
Ninety-sixth Congress, first session. on 
H.R. 3905 October 22. 1979..  80- 
5436 


alcohols and 


Lobbying — Law and legislation — United 
States. 
Public disclosure of lobbying act of 1979 
: report together with additional views 
to accompany H.R. 4395... 80-5282 


Loblolly pine — Seed. 
Guidelines — for 
pine 


direct-seeding 
80-3756 


loblolly 


Local finance — California. 

Proposition 13 how California govern- 
ments coped with a S6 billion revenue 
loss : report to the Congress /,  80- 
4574 


Page 1-435 





Local government U.S. Statistics Periodicals. 


Local government — United States — 
Statistics — Periodicals. 
County government employment., 
3860 


80- 


Local transit. 

Joint development 

estate-transit 
summary /, 


making the real 
connection executive 
80-5255 


Stronger Federal direction needed to pro- 


mote better use of present urban trans- | 
report to the Con- 


portation systems : 
gress /, 80-4559 


Local transit — Finance. 
Analysis of the allocation formula for 
Federal mass transit subsidies : 
to the Congress /, 80-4599 


Local transit — Security measures. 
Policing urban mass transit systems /, 
80-5025 


Locust-borer. 
Preliminary test of booby-trapping for 
control of two cerambycids /, 80- 
3765 


Log cabins — Bibliography. 
Selected bibliography on log structures /, 
80-4996 


Loran — Tables. 
Loran-C table : 
4095, 80-4096 


North Atlantic /, 80- 


Lostwood National Wildlife Refuge, N.D. 
Lostwood National Wildlife Refuge., 
80-4952 


Lotteries — Law and legislation — United 

States. 

Lottery material, transportation or mail- 
ing to a foreign country : [an act to 
amend title 18 of the United States 
Code to allow the transportation or 
mailing to a foreign country of material 
concerning a lottery authorized by that 
foreign country, and for other pur- 
poses]., 80-5312 


Loud-speakers — Statistics — Periodicals. 
Radio and television receivers, phono- 
graphs, and related equipment., 80- 
3883 


Low-cholesterol diet. 
Diet 2 for dietary 
hypercholesterolemia., 80-4723 

For dietary management of 
hypercholesterolemia (Type Ila 
hyperlipoproteinemia) /, 80-4723 


management of 


Loyalty-security program, 1947- — United 
States. 
Costs of Federal personnel security inves- 
tigations could and should be cut 
report /, 80-4571 


Page I-436 





report | 


Lumbering — Washington (State) — 
Equipment and supplies. 
Operational test of the prototype peewee 
yarder /, 80-3782 


Lungs — Diseases — United States — 
Periodicals. 
Report of the Director of the National 
Heart, Lung, and Blood Institute., 80- 
4724 


M 


| Macrocystis pyrifera. 


Sensitivity of Macrocystis gametophytes 
to copper /, 80-4482 


Magnetism. 
Magnetic order in gold-iron alloys /, 
80-4511 


Magnetohydrodymamic generators. 


Development program for MDH power | 


generation : disk generator perform- 
ance., 80-4287 


Magnetohydrodynamic generators — Designs 
and plans. 
MHD ETF conceptual design., 


Magnetohyrodynamics. 
Evaluation of 
magnetohydrodynamic 
the U-02 phase III test /, 


candidate 
materials for 
80-4419 


Magnetometer. 
Total intensity magnetometer logging as 
a stratigraphic tool in Tertiary volcanic 
rock /, 80-4502 


Magnetrons. 
Superfish calculations of the resonant fre- 
quencies for some selected magnetron 
geometries /, 80-4463 


Mail sorting. 


Presort first-class mail., 80-5126 


Management — Posters. 
HEW management intern program 
class recruitment., 80-4669 


: 1979 


Manandic, Ceferino W., 1968- 
Jerry W. Manandic and Ceferino W. 
Manandic : report to accompany S. 
151., 80-5295 


Manandic, Jerry W., 1966- 
Jerry W. Manandic and Ceferino W. 
Manandic : report to accompany S. 
151., 80-5295 


Manpower — United States. 
Interim report to the President and the 
Congress : May 16, 1975., 80-5362 


Interim report to the President and the 
Congress : May 16, 1975 ferrata]., 80- 
$363 


Do not order from index; see indicated entry 





80-4297 


Subject Index 


Manpower policy — Europe. 
European labor market policies : a special 
report of the National Commission for 
Manpower Policy., 80-5394 


Manufacturing processes. 
Environmental considerations of selected 
energy-conserving manufacturing proc- 
ess options., 80-4533, 80-4534, 80- 
4535, 80-4536, 80-4537 
Nitrogen oxides summary report., 
4534 


Particulates summary report., 


80- 


80-4535 
80-4536 
80-4533 


Solid residues summary report., 
Sulfur oxides summary report., 


Toxics/organics., 80-4537 


Manufacturing processes — Automation. 
Array automated assembly task, phase 2 : 
low cost silicon solar array project., 
80-4245, 80-4246 


Marihuana. 
Parents, peers, and pot /, 80-4811 


| Marine accidents. 


Marine accident report : Spanish motor 
tankship Ribaforada ramming of barge 
MB-5, three wharves, and cargo ship 
M/V Tiaret, New Orleans, Louisiana, 
December 4, 1977., 80-5231 


Spanish motor tankship Ribaforada ram- 
ming of barge MB-5, three wharves, 
and cargo ship M/V Tiaret, New Or- 
leans, Louisiana, December 4, 1977., 
80-5231 


Marine biology. 

Trace metals and marine production 
processes : proceedings of a workshop 
held at the Pacific Marine Environ- 
mental Laboratory, February 28 - 
March 2, 1978 /, 80-4062 


Marine biology — Research — United 
States — Directories. 
Marine advisory service directory., 
4017 


80- 


Marine fauna. 

Trace metals and marine production 
processes : proceedings of a workshop 
held at the Pacific Marine Environ- 
mental Laboratory, February 28 
March 2, 1978 /, 80-4062 


Marine mammals — Periodicals. 
Administration of the Marine mammal 
protection act of 1972., 80-4955 


Maritime law. 

Law of the sea : hearings before the Sub- 
committee on Oceanography of the 
Committee on Merchant Marine and 
Fisheries, House of Representatives. 
Ninety-sixth Congress, first session, on 
Law of the Sea Conference oversight. 
February 27, 1979, Deep seabed 





February 1980 


mining, H.R. 2759, H.R. 3268, May 22, 
23, June 7, 1979., 80-5486 


Maritime law — Canada. 
The U.S.-Canada maritime boundary and 
resource agreements /, 80-5149 


Maritime law — United States. 

An act to revitalize the pleasure cruise 
industry by clarifying and waiving cer- 
tain restrictions in the Merchant marine 
act, 1936, and the Merchant marine act, 
1920, to permit the entry of the steam- 
ship vessel United States, steamship 
vessel Oceanic Independence, steam- 
ship vessel Santa Rosa, and the steam- 
ship vessels Mariposa and Monterey 
into the trade., 80-5328 


Revitalizing the passenger ship industry 
report to accompany H.R. 5472., 80- 
5276 

The U.S.-Canada maritime boundary and 
resource agreements /, 80-5149 


Maritime law — United States — Cases. 
Decisions of the Federal Maritime Com- 
mission., 80-4546 
Federal Maritime 
80-4546 


Commission reports, 


Maritime law — United States — 
Periodicals. 
Code of Federal regulations.. 
80-4652 
Navigation 
4651, 


80-4651. 


and 
80-4652 


navigable waters, 80- 


Market surveys — United States — 
Bibliography. 
Statistics and maps for national market 
analysis., 80-5183 


Market surveys — United States — 
Statistics — Bibliography. 
Statistics and maps for national market 
analysis., 80-5183 


Marketing. 
Worldwide 
System.. 


Information & 
80-4067 


Trade 


Marketing — Law and legislation — United 

States. 

Compilation of statutes relating to the 
Agricultural Marketing Service. and 
closely related activities. as of October 
1, 1979 /, 80-3748 


Marketing research — United States. 
Learning about your market /, 80-5197 
Martensitic transformations. 
Determination of the stresses 
developed by shape memory alloys 
80-4341 


recovery 


Massachusetts — Manufactures — 
Statistics. 


Census of manufactures (1977), 80-3834 


Geographic area series, Massachusetts, 
80-3834 

1977 census of manufactures : geographic 
area series, Massachusetts., 80-3834 


Materials — Abstracts — Periodicals. 
Materials science and metallurgy., 80- 
5391 
USSR and Eastern Europe scientific ab- 
stracts., 80-5391 


Materials, Effects of radiation on. 
An analysis of particle-temperature mod- 
ulations induced by 
sources /, 80-4449 


pulsed-laser 


Materials at high temperatures. 
Filament winding epoxy resins for elevat- 
ed temperature service /, 80-4489 


Materials handling. 


Storage and materials handling., 80-4094 


Maternal health services — Law and 
legislation — United States. 
Child health 
report / 


assurance act of 1979 


80-5277 


Mathematical optimization. 
Advances in optimal 
computer networks /. 


routing 
80-5109 


through 


Design optimization in underground coal 
systems /, 80-4278, 80-4279 


Mathematics —- Computer programs. 
Development of mathematical software 
and mathematical software libraries 

80-4178 


McDonnell Douglas DC-10 (Jet transport) 
DC-10 certification and inspection proc- 
ess : hearings before the Subcommittee 
on Aviation of the Committee on Com- 
Science, and Transportation, 
United States Senate. Ninety-sixth Con- 
first July 11 
80-5449 


merce, 


2ress. 
1979., 


session and 12. 


Meat industry and trade — Law and 
legislation — United States. 
Proposed amendments to the 

Import quota act 
Subcommittee on 


Meat 
hearing before the 
International Trade 
of the Committee on Finance. United 
States Senate. Ninety-sixth Congress. 
first session, on S. 55 
1979.. 80-5457 


September 26. 


Meat inspection — United States — 
Directories. 
Meat and poultry 
80-3805 


Inspection directory 


Mechanical wear. 
Wear of aluminum and hypocutectic alu 
minum-silicon alloys in boundary-lubri 


cated pin-on-disk sliding 80-5116 


Do not order from index; see indicated entry 


Medical care, Cost of U.S. 


Medals — Law and legislation — United 

States. 

Hearing on H.R. 3407 ... before the Mili- 
tary Personnel Subcommittee of the 
Committee on Armed Services, House 
of Representatives, Ninety-sixth Con- 
gress, first session, July 11, 1979., 80- 
5431 


Waiver of time limitation on the award of 
certain military decorations to members 
of the Intelligence and Reconnaissance 
Platoon of the 394th Infantry Regi- 
ment, 99th Infantry Division : report to 
accompany H.R. 3407., 80-5353 


Mediation and conciliation, Industrial — 
United States. 
Securing labor-management 
through mediation /, 80-4544 


peace 


Mediation and conciliation, Industrial — 
United States — Periodicals. 
Annual report - Federal Mediation 
Conciliation Service., 80-4543 


and 


Medicaid. 

Simplifying the Medicare/Medicaid buy- 
in program would reduce improper 
state claims of Federal funds : report to 
the Congress /. 80-4582 


Medicaid — Law and legislation — United 
States. 
Child health 
report 


assurance act of 
80-5277 


1979 


Medicare and medicaid amendments of 
1979 report of the Committee on 
Ways and Means. U.S. House of Rep- 
resentatives, to accompany H.R. 4000 

80-5281 


Medicaid — Statistics — Periodicals. 
Medicaid recipient and 
units of selected medical services.. 80- 
4692 


characteristics 


Medical care — United States. 
Health care in rural America 80-3744 


National 
80-4758 


Meeting a critical need the 
Health Service Corps.. 

The treatment practices of black physi- 
clans 80-4761 


Medical care — United States — Statistics 
— Periodicals. 
Health manpower 

80-4772 


and health facilities 


Health resources statistics... 80-4772 
Medical care — United States — Utilization 
— Statistics — Periodicals. 
Medicaid and 
units of selected medical services 80 
469? 


recipient characteristics 


Medical care, Cost of — United States. 
Simplifying the Medicare/Medicaid buy 
m program would reduce improper 
of Federal funds 


the Congress 80-458) 


state Claims 


report to 





Medical education U.S. Data processing. 


Medical education — United States — Data 
processing. 
Computer technology in medical educa- 
tion and assessment background 
report., 80-5413 


Medical fees — United States — States — 
Statistics — Periodicals. 
Medicare’ directory of 

charges., 80-4821 


prevailing 


Medical genetics — Catalogs and collections. 


The human genetic mutant cell reposi- | 


tory., 80-4734 
Medical instruments and apparatus — Safety 
regulations. 


quality audit program for industry., 
80-4755 


Medical personnel — United States — 
Supply and demand. 
Report on health personnel in the United 
States.. 80-4762 


Medical research — International 
cooperation — Periodicals. 
National Institutes of Health annual 
report of international activities., 80- 
4742 


Medical research — United States. 
Normal volunteer program : handbook : 
Clinical Center., 80-4711 


Medical research — United States — 
Periodicals. 
Annual report - National 
General Medical Sciences., 80-4733 
CSU-FDA Collaborative Radiological 


Health Laboratory annual report., 80- 
4752 


Institute of 


Medical statistics — Bibliography — 
Periodicals. 
Publication note - National Center for 
Health Statistics., 80-4773 


Medicare. 

Cutbacks in the medicare nursing homes 
program : denial of benefits, overutili- 
zation of hospitals : hearing before the 
Subcommittee on Health and Long- 
Term Care of the Select Committee on 
Aging. House of Representatives, 
Ninety-sixth Congress, first session. 
August 7. 1979, Longview, Wash... 
80-5421 

Introduction to medicare : a basic orien- 
tation, hospital insurance part A. medi- 
cal insurance part B., 80-4822 

Payment under Medicare medical insur- 
ance., 80-4676 

Simplifying the Medicare/Medicaid buy- 
in program would reduce improper 
state claims of Federal funds : report to 
the Congress /. 80-4582 


Page 1-438 





Medicare — Law and legislation — United 

States. 

Medicare amendments of 1979 : report of 
the Committee on Ways and Means, 
U.S. House of Representatives, to ac- 
company H.R. 3990... /, 80-5280 


Medicare and medicaid amendments of 
1979 : report of the Committee on 
Ways and Means, U.S. House of Rep- 
resentatives, to accompany H.R. 4000 / 

80-5281 


Medicare — Periodicals. 
Medicare’ directory of 


prevailing 
charges., 80-4821 


Medicare — Posters. 
Device good manufacturing practices : a | 


Need help with Medicare, part B?, 
4688 


80- 


Medicine — Bibliography — Periodicals. 


NIH publications list., 80-4712 


Medicine — History — Indexes — 
Periodicals. 


Bibliography of the history of medicine., | 


80-4740 


Medicine — International cooperation — 
Periodicals. 
National Institutes of Health annual 
report of international activities., 80- 
4742 


*Medicine — periodicals. 
Annual report - National 
General Medical Sciences., 


Institute of 
80-4733 

National Institutes of Health annual 
report of international activities., 80- 
4742 


Medicine — Scholarships, fellowships, etc. 

— United States. 

It’s a two-way street : National Health 
Service Corps Scholarship Program for 
students of medicine, osteopathy, and 
dentistry., 80-4774 


Medicine — United States — Practice. 
The treatment practices of black physi- 
cians /, 80-4761 


Medicine, Rural — United States. 


Health care in rural America /, 80-3744 


*Mental Health Services — United States — 
Statistics. 


Mental health statistical note., 80-4809 


Provisional patient movement and selec- 
tive administrative data. state and 
county mental hospitals, inpatient serv- 
ices by state: United States 1976, 80- 
4809 


Mental illness — Diagnosis. 
Objective assessment of degree of psychi- 
atric impairment - is it possible? /,  80- 
4681 


Mentally handicapped — United States. 
SSI for retarded people... 80-4682 


Do not order from index; see indicated entry 





Subject Index 


Merchant marine — Finance — Periodicals. 
Maritime subsidies., 80-4002 


Merchant marine — United States — 
Mathematical models. 
Economic impact of the U.S. merchant 
marine and shipbuilding industries : an 
input-output analysis /, 80-4000 


Merchant marine — United States — 
Statistics — Periodicals. 
United States oceanborne foreign trade 
routes., 80-4004 


Mercury. 
Antimony, arsenic, and mercury in the 
combustible fraction of municipal solid 
waste [errata] /, 80-4923 


| Meridian, Miss. — Climate. 


Airport 
4043 


climatological summary., 80- 


| Metal — Statistics. 


Census of mineral industries (1977), 
3930 


Industry series, metal mining services, 
SIC 1081., 80-3930 

Metal mining services, SIC 1081., 
3930 


1977 census of mineral industries : indus- 
try series, metal mining services, SIC 
1081., 80-3930 


80- 


80- 


Metal castings — Statistics — Periodicals. 
Nonferrous castings., 80-3868 


Metallurgical plants — Heating and 
ventilation. 
Validation of a recommended approach 
to recirculation of industrial exhaust 
air., 80-4800 


Metallurgy — Abstracts — Periodicals. 
Materials science and metallurgy., 
5391 


USSR and Eastern Europe scientific ab- 
stracts., 80-5391 


80- 


Metals. 
Hazards control progress report no. 55 : 
July through December 1977.. 80- 
4472 


Meteorological services — Atlantic States — 
Periodicals. 
National winter storms operations plan.. 
80-4018 


Meteorological services — Gulf States — 
Periodicals. 
National winter storms operations plan.. 
80-4018 


Meteorological services — United States. 
The Federal weather program must have 
stronger central direction 
the Congress /. 80-4596 


> report to 





February 1980 


Meteorological stations — United States. 
Index of original surface weather records 
(hourly, synoptic, autographic) for sta- 
tions in New Mexico., 80-4056 


Meteorology — California, Southern — 

Observations. 

Comprehensive monitoring of meteorol- 
ogy, hydraulics, and thermal regime of 
the San Diego Aqueduct, California /, 
80-4896 


Meteorology — New Mexico. 
Index of original surface weather records 
(hourly, synoptic, autographic) for sta- 
tions in New Mexico., 80-4056 


Meteorology — Observers’ manuals. 
Surface observations., 80-3823 


Meteorology — United States — 
Observations — Indexes. 
Index of original surface weather records 
(hourly, synoptic, autographic) for sta- 
tions in New Mexico., 80-4056 


Meteorology in aeronautics. 
Airport climatological 
4028, 80-4029, 
80-4032, 
80-4036, 
80-4040, 
80-4044, 


summary., 80- 
80-4030, 80-4031, 

80-4033, 80-4034, 80-4035, 
80-4037, 80-4038, 80-4039, 
80-4041, 80-4042, 80-4043, 
80-4045, 80-4046, 80-4047, 
80-4048. 80-4049, 80-4050, 80-4051, 
80-4052. 80-4053, 80-4054, 80-4055 


Surface observations., 80-3823 


Meterology — United States — Statistics. 
Normals, means and extremes., 80-4027 


Methanation. 
Liquid phase methanation., pilot plant op- 
eration and laboratory support work /, 

80-4289 


Methane. 
Grouting horizontal 
coalbeds /, 


drainage holes in 
80-4926 


Metric system — Bibliography — Catalogs. 
Some references on metric information, 
including a chart on all you need to 
know about metric., 80-3995 


Metropolitan areas — Maps. 
Review and correction procedures for 
the metropolitan map 
3953 


series /, 80- 


Mexicans in the United States. 
The problem of the 
worker /, 80-4088 


undocumented 


Microwave communication systems — 
Handbooks, manuals, etc. 
Tactical satellite/microwave systems op- 
erator /. 80-4143 


Microwave communication systems — 
Maintenance and repair — Handbooks, 
manuals, etc. 

Strategic microwave systems repairer /, 
80-4144, 80-4145, 80-4146 


Microwave heating. 
Electron cyclotron resonance heating of 
tandem mirrors /, 80-4509 


Microwave ovens. 


An FDA consumer memo., 80-4746 


Microwave oven radiation., 80-4746 


Microwaves. 


An FDA consumer memo., 80-4746 


Microwave oven radiation., 80-4746 
Microwaves — Environmental aspects. 
Compilation and assessment of micro- 

wave bioeffects, AO-02-01/EA81028 : 
final report : a selective review of the 
literature on biological effects of mi- 
crowaves in relation to the Satellite 
Power System /, 80-4412 


Migrant agricultural laborers — Law and 
legislation — United States. 
Farm labor contractor registration act of 
1963 as amended /, 80-5078 


Miles City National Fish Hatchery. 
Miles City National Fish Hatchery. 80- 
4941 


Military assistance, American. 

An act to amend the Foreign assistance 
act of 1961 and the Arms export con- 
trol act to authorize international secu- 
rity assistance programs for fiscal year 
1980, and for other purposes., 80-5313 

Hearings on H.R. 5163 ... before the Sea- 
power and Strategic and Critical Mate- 
rials Subcommittee of the Committee 
on Armed Services, House of Repre- 
sentatives, Ninety-sixth Congress, first 
session, September 5 and 11. 1979., 
80-5432 


Military bases — United States. 

Base closures and realignments proposed 
by Department of Defense. fiscal year 
1979 : hearings before a subcommittee 
of the Committee on Appropriations. 
House of Representatives, Ninety-sixth 
Congress, first session /. 80-5427 


Military dependents — Housing — United 

States. 

Lower graded military personnel with 
families are not suitably housed but 
should be : report to the Congress 
80-4555 


Military helicopters — Hlandbooks, manuals, 
etc. 
Helicopter missile system repairer /.  80- 
4157 


Helicopter weapon systems 
80-4158 


repairet 


Do not order from index; see indicated entry 


Mineral industries U.S. Statistics. 


Military policy — Addresses, essays, 
lectures. 


The future of conflict /, 80-4100 


Military reconnaissance — Handbooks, 
manuals, etc. 
FA target acquisition specialist /, 80- 
4136 
Field artillery target acquisition special- 
ist., 80-4136 


Military service, Voluntary. 
Difficulties in selected Army reserves re- 
cruiting under the all-volunteer force : 
report to the Congress /, 80-4570 


Military supplies — Storage. 


Storage and materials handling., 80-4094 


Military topography — Handbooks, manuals, 
ete. 
Field artillery surveyor /, 80-4138 
Milk — Prices — United States. 
Milk price support : report to accompany 
S.6.. 80-5344 


Mills and mill-work. 
A description of radiological problems at 
inactive uranium mill sites and former- 
ly utilized MED/AEC sites /, 80- 
4363 


Mine gases. 

Directional drilling for coalbed degasifi- 
cation : program goals and progress in 
1978 /. 80-4928 

Grouting horizontal 
coalbeds /, 80-4926 


drainage holes in 


Mine illumination. 
Mine illumination.. 80-4986 
Mine maps. 
Coal mine maps / J. | 
4983 


Shumate.. 80- 


Mine safety. 
First aid.. 80-4985 

Mine illumination... 80-4986 

80-4988 


80-4987 


Noise control... 

Surface mining.. 
Mine ventilation, 

Directional drilling for coalbed degasifi- 


cation : 
1978 / 


program goals and progress in 
80-4928 


Mineral industries — United States — 
Statistics. 
Bituminous coal and lignite mining serv- 
ices. SIC 1213., 80-3932 
Bituminous coal 
80-393] 


and lignite, SIC 1211. 


Census of mineral industries (1977), 80- 
3929. 80-3930 80-3931, 80-3932. 
80-3933, 80-3934. 80-3935, 80-3936 

Clay related NEC 


miscellaneous mines 


and minerals, 


clay 


and 


assochited 


Page 1 439 





Mineral industries U.S. Statistics. 


with manufacturing, SIC 1459., 80- 


3934 
Copper ores, SIC 1021., 80-3929 


Crude petroleum and natural gas, SIC 
1311., 80-3933 


Industry series, bituminous coal and lig- 
nite mining services, SIC 1213., 80- 
3932 


Industry series, bituminous coal and lig- 
nite, SIC 1211., 80-3931 


Industry series, clay and related minerals, 


N.E.C., and miscellaneous clay mines | 


associated with manufacturing, SIC 
1459., 80-3934 


80-3929 


Industry series, crude petroleum and nat- 
| Minorities — Employment — United States 


ural gas, SIC 1311., 80-3933 


Industry series, metal mining services, | 


SIC 1081., 80-3930 


Industry series, nonmetallic 
(except fuels) services, SIC 1481., 
3936 


Industry series, potash, soda, and borate 
minerals, SIC 1474., 80-3935 


Metal mining services, SIC 1081., 
3930 


Nonmetallic minerals (except fuels) serv- 
ices, SIC 1481., 80-3936 


Potash, soda, and borate minerals, SIC 
1474., 80-3935 


1977 census of mineral industries : indus- 
try series, bituminous coal and lignite 
mining services, SIC 1211., 80-3931, 
80-3932 


1977 census of mineral industries : indus- 
try series, clay and related minerals, 
N.E.C.. and miscellaneous clay mines 
associated with manufacturing, SIC 
1459.. 80-3934 


1977 census of mineral industries : indus- 


try series, copper ores, SIC 1021., 80- 
3929 


80- 


80- 


1977 census of mineral industries : indus- 
try series, crude petroleum and natural 
gas, SIC 1311., 80-3933 

1977 census of mineral industries : indus- 
try series, metal mining services, SIC 
1081., 80-3930 


1977 census of mineral industries : indus- 
try series, nonmetallic minerals (except 
fuels) services, SIC 1481., 80-3936 

1977 census of mineral industries : indus- 


try series, potash, soda. and borate min- 
erals, SIC 1474., 80-3935 


Mines and mineral resources — United 
States — Bibliography. 
Mineral yearbooks., 80-4620 


Page 1-440 





minerals | 


Mines and mineral resources — United 
States — Information services. 
A guide to obtaining information from 
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sentatives, 94th Congress, April 9, 
1975., 80-4542 


| Mother and child. 


Selected readings on mother-infant bond- 
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gress, first session, June 16, 1979, Phila- 
delphia, Pa.., 80-5441 


Municipal finance — United States. 
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N 


Narcotics, Control of. 
Gains made in controlling illegal drugs, 
yet the drug trade fluorishes : report to 
the Congress /, 80-4576 
« 


Narcotics, Control of — Puerto Rico. 
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Museum of History and Technology /, 
80-5204 


National parks and reserves — Alaska. 

How should Alaska’s Federal recreational 
lands be developed? — views of Alaska 
residents and visitors : report /, 80- 
4558 


National parks and reserves — United States 
— Directories. 
Index, National Park System and related 
areas., 80-4934 


Index of the National Park System and 
related areas, 80-4934 


| National parks and reserves — United States 


— Periodicals. 


Code of Federal regulations., 80-4653 


Parks, forests, and public property, 
4653 


80- 


National security — Addresses, essays, 
lectures. 


The future of conflict /, 80-4100 


Natural history — Alaska — Periodicals. 
Environmental assessment of the Alaskan 
continental shelf., 80-4063 


Natural resources — Information services — 
United States. 
Information sources and services directo- 
ry /, 80-4863 


Natural resources — Mississippi. 
Procedures for gathering ground truth in- 
formation for a supervised approach to 
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tives, Ninety-sixth Congress, first ses- 
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mined by chemical and nondestructive 
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fuel refabrication, task 500 /, 80-4373 


Nuclear fuel claddings, Effect of Radiation 
on, 
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Bureau of Standards, Gaithersburg, 
MD, October 19-20, 1977 /, 80-3979 


Pacific salmon. 

Northwest salmon and steelhead : hear- 
ings before the Committee on Com- 
merce, Science, and Transportation, 
United States Senate, Ninety-sixth Con- 
gress, first session ... August 17, 18, and 
September 4, 1979., 80-5446 


Salmon and steelhead stocks : hearings 
before the Committee on Commerce. 
Science, and Transportation, United 
States Senate, Ninety-sixth Congress, 
first session ... May 16 and 17. 1979., 
80-5443 


Paleontology — New Mexico. 
Paleontological resource management in 
New Mexico /, 80-4965 


Pan-Americanism — Addresses, essays, 
lectures. 
Inter-American challenges for the 1980's 
/, 80-5158 


Paper products — Standards. 
Cups. paper and cups and lids. paper.. 
80-4635 


Parallel processing (Electronic computers) 
NASF transposition network : a comput- 
ing network for 

dered vectors / 


unscrambling 
80-5114 


p-or- 





February 1980 


Parasites — Fishes. 
The parasitic copepods of Indo-West Pa- 
cific lizardfishes (Synodontidae) /, 80- 
5203 


Part-time employment — United States. 
The effect of alternative partial benefits 
formulas on beneficiary part-time work 
behavior /, 80-5087 


Particle accelerators — Congresses. 
Proceedings of a Conference on Neutrons 
from Electron Medical Accelerators : 
proceedings of a conference held at the 
National Bureau of Standards, Gaith- 


ersburg, Maryland, April 9-10, 1979 /, | 


80-3992 


Particles (Nuclear physics) 


port effects in 
tandem mirrors /, 80-4461 


Passenger ships — United States. 


An act to revitalize the pleasure cruise | 


industry by clarifying and waiving cer- 


tain restrictions in the Merchant marine | 


act, 1936, and the Merchant marine act, 
1920, to permit the entry of the steam- 


ship vessel United States, steamship | 


vessel Oceanic Independence, steam- 
ship vessel Santa Rosa, and the steam- 
ship vessels Mariposa and Monterey 
into the trade., 80-5328 


Revitalizing the passenger ship industry : 
report to accompany H.R. 5472., 80- 
5276 


Patent laws and legislation — United states 
— Periodicals. 


Code of Federal regulations., 80-4654 


Patents, trademarks, and copyrights, 80- 
4654 


Patents — United States. 


Introduction to patents /, 80-5189 


Patents — United States — Classification. 
Concordance : United States patent clas- 
sification to international patent classifi- 
cation., 80-3998 


United States patent classification to in- 
ternational patent classification., 80- 
3998 


Paternity. 

The project to determine the legal and 
social benefits, rights and remedies ac- 
curing to illegitimate children upon the 
establishment of paternity., 80-4825 


Peace treaties — Addresses, essays, lectures. 
U.S. support for the Egyptian-Israeli 
Peace Treaty /, 80-5162 


Pennsylvania — Manufactures — Statistics. 
Census of manufactures (1977), 80-3837 


Geographic area series, Pennsylvania., 


80-3837 





Petroleum industry and trade U.S. Statistics. 


1977 census of manufactures : geographic 
area series, Pennsylvania., 80-3837 


Pension trusts — United States — States. 
Funding of State and local government 
pension plans — a national problem : 
report to the Congress /, 80-4577 


Pensions, Military — United States. 
Alternatives for achieving greater equities 


in Federal land payment programs : | 


report to the Congress /, 80-4600 


Permeability — Measurement. 
Measuring the permeability of Eleana ar- 
gillite area 17, Nevada Test Site, using 
the transient method /, 80-4498 


| Personnel management. 
Preliminary summary of particle trans- | 


non-axisymmetric | 
| Personnel management — United States. 


Personnel management /, 80-5185 


Personnel management /, 80-5024 


Personnel management — United States — 
Periodicals. 


Administrative personnel, 80-4639 


Code of Federal regulations., 80-4639 


Personnel records — Data processing. 
What is TOPPS?, 80-4840 


Pest control — United States. 


Pest management strategies in crop pro- 
tection., 80-5415 


Pesticides — Environmental aspects. 
Decision and emergency order suspend- 
ing registrations for certain uses of 2- 
(2, 4, 5-trichlorophenoxy) propionic 
acid (silvex)., 80-4538 


Petroleum. 
Lessening oil dependency through great- 
er coal use., 80-5132 


Special public hearings : lessening oil de- 
pendency through greater coal use /, 
80-5132 


Petroleum — Pipe lines — Safety measures. 
Safe service life for liquid petroleum 
pipelines., 80-5235 


Special study : safe service life for liquid 
petroleum pipelines., 80-5235 


Petroleum — Underground storage — 
Environmental aspects — Louisiana — 
Calcasieu Parish. 

Strategic petroleum reserve, Texoma 
group salt domes : West Hackberry 
Expansion, Black Bayou, Vinton, Big 
Hill : Cameron and Calcasieu Parishes, 
Louisiana and Jefferson County, Texas 
: final environmental impact statement 
/, 80-4213 


Texoma group salt domes, West Hack- 


berry Expansion, Black Bayou, Vinton, 
Big Hill., 80-4213 


Do not order from index; see indicated entry 





Petroleum — Underground storage — 
Environmental aspects — Louisiana — 
Cameron Parish. 

Strategic petroleum reserve, Texoma 
group salt domes : West Hackberry 
Expansion, Black Bayou, Vinton, Big 
Hill : Cameron and Calcasieu Parishes, 
Louisiana and Jefferson County, Texas 
: final environmental impact statement 
/, 80-4213 


Texoma group salt domes, West Hack- 
berry Expansion, Black Bayou, Vinton, 
Big Hill., 80-4213 


Petroleum — Underground storage — 
Environmental aspects — Texas — 
Jefferson County. 

Strategic petroleum reserve, Texoma 
group salt domes : West Hackberry 
Expansion, Black Bayou, Vinton, Big 
Hill : Cameron and Calcasieu Parishes, 
Louisiana and Jefferson County, Texas 
: final environmental impact statement 
/, 80-4213 


Texoma group salt domes, West Hack- 
berry Expansion, Black Bayou, Vinton, 
Big Hill., 80-4213 


Petroleum — United States — Pipe lines — 
Safety measures. 
Key crude oil and products pipelines are 
vulnerable to disruptions : report to the 
Congress /, 80-4565 


Petroleum industry and trade — United 

States. 

Middle distillate fuels joint hearing 
before the Subcommittee on Antitrust 
and Restraint of Trade Activities Af- 
fecting Small Business and the Sub- 
committee on Energy, Environment, 
Safety, and Research of the Committee 
on Small Business, House of Repre- 
sentatives, Ninety-sixth Congress, first 
session 80-5497 


Progress of the Federal Trade Commis- 
sion’s investigation into the gasoline 
supply situation : hearings before a sub- 
committee of the Committee on Gov- 
ernment Operations, House of Repre- 
sentatives, Ninety-sixth Congress, first 
session 80-5465 


Resolution of inquiry regarding certain 
energy information : report to accom- 
pany H. Res. 291., 80-5271 


Windfall profits tax and energy trust fund 
hearings before the Committee on 
Ways and Means, House of Repre- 
sentatives, Ninety-sixth Congress, first 
session 


Petroleum industry and trade — United 
States — Statistics. 
Census of mineral industries (1977), 80- 
3933 
Crude petroleum and natural gas. SIC 
1311., 80-3933 


Page 1-445 





Petroleum industry and trade U.S. 


Industry series, crude petroleum and nat- 
ural gas, SIC 1311., 80-3933 


1977 census of mineral industries : indus- 
try series, crude petroleum and natural 
gas, SIC 1311., 80-3933 


Petroleum law and legislation — United 

States. 

Crude oil windfall profit tax act of 1979 : 
report of the Committee on Finance, 
United States Senate, together with ad- 
ditional and supplemental views on 
H.R. 3919., 80-5340 


Naval petroleum and oil shale reserves 
authorization act, 1980 : 
report to accompany H.R. 3354., 
5349 


80- 


Pharmaceutical research — United States — 
Periodicals. 
Pharmacology 

gram of the National Institute of Gen- 


conference | 


Statistics. 





| 


| 
| 
| 
| 
| 
| 
| 
| 
| 


research associate pro- | 


eral Medical Sciences, National Insti- 


tutes of Health., 80-4735 


Selected technical publications., 80-4748 


Phoenix, Ariz. — Climate. 
Airport climatological 
4046 


summary., 80- 


Phonograph — Statistics — Periodicals. 
Radio and television receivers, phono- 
graphs, and related equipment., 80- 
3883 


Phosphates — Liberia. 
The Bambuta phosphate deposit, Liber- 
ia—a reconnaissance report /, 80-4879 


Photoconductivity. 

An automated photovoltaic system for 
the measurement of resistivity vari- 
ations in high-resistivity circular silicon 
slices /, 80-3980 


Photographers. 
The US Army Signal School apprentice- 
ship program for the trade of photog- 
rapher, still., 80-4165 


Photography — Handbooks, manuals, etc. 
Still photographic specialist /, 80-4151. 
80-4152 


Photosynthesis. 
The photosynthesis energy factory : anal- 
ysis, synthesis, and demonstration 
final report /, 80-4329 


Photovoltaic power generation. 

Assessing the “output” of Federal com- 
mercially directed R&D : report /, 
80-4601 

EFG solar modules., 80-4251 

Improved semiconductors for photovol- 
taic solar cells.. 80-4452 

Mission analysis of photovoltaic solar 
energy conversion /, 80-4436 


Page 1-446 


Photovoltaic power systems market iden- 
tification and analysis : final report for 
period January 1977-February 1978 /, 
80-4330 


System tests and applications photovol- 
taic program /, 80-4331 


Physical education and training — United 
States. 
Application booklet for physical activity 
personnel., 80-4705 
Implementing Title IX and attaining sex 
equity., 80-4705 


Implementing Title IX for postsecondary 
physical education and athletics per- 
sonnel : application booklet for physi- 
cal activity personel /, 80-4705 


Physical education teachers — United 
States. 


Application booklet for physical activity | 


80-4705 


Implementing Title IX and attaining sex 
equity., 80-4705 


personnel., 


Implementing Title IX for postsecondary 


physical education and athletics per- 
sonnel : application booklet for physi- 
cal activity personel /, 80-4705 


Physical measurements — Data processing. 
Methods and means for control of error 
in precision instruments and systems /, 
80-4220 


Physical metallurgy. 
Determination of the recovery stresses 
developed by shape memory alloys /, 
80-4341 


Physically handicapped — Education — 
California. 
Vocational education for handicapped in- 
dividuals in California /, 80-4697 


Physicians — Arizona — Statistics. 
Characteristics of physicians — Arizona : 
December 31, 1975 /, 80-4776 


Physicians — California — Statistics. 
Characteristics of physicians — California 
: December 31, 1975 /, 80-4777 


Physicians — Colorado — Statistics. 
Characteristics of physicians — Colorado 
: December 31, 1975 /, 80-4778 


Physicians — Florida — Statistics. 
Characteristics of physicians — Florida : 
December 31, 1975 /, 80-4779 


Physicians — Maryland — Statistics. 
Characteristics of physicians — Maryland 
: December 31, 1975 /, 80-4780 


Physicians — Massachusetts — Statistics. 
Characteristics of physicians — Massa- 
chusetts : December 31. 1975 /,  80- 
4781 


Do not order from index; see indicated entry 





Subject Index 


Physicians — Michigan — Statistics. 
Characteristics of physicians — Michigan 
: December 31, 1975 /, 80-4782 


Physicians — Minnesota — Statistics. 
Characteristics of physicians — Minneso- 
ta: December 31, 1975 /, 80-4783 


Physicians — Montana — Statistics. 
Characteristics of physicians — Montana 
: December 31, 1975 /, 80-4784 


Physicians — New Mexico — Statistics. 
Characteristics of physicians — 
Mexico : December 31, 1975 /, 
4785 


New 
80- 


| Physicians — New York (State) — 


Statistics. 
Characteristics of physicians 
York : December 31, 1975 /, 


New 
80-4786 


Physicians — North Carolina — Statistics. 
Characteristics of physicians — North 
Carolina : December 31, 1975 /, 80- 
4787 


Physicians — North Dakota — Statistics. 
Characteristics of physicians — North 
Dakota : December 31, 1975 /, 80- 
4788 


Physicians — Oklahoma — Statistics. 
Characteristics of physicians — Oklaho- 
ma : December 31, 1975 /, 80-4789 


Physicians — Tennessee — Statistics. 
Characteristics of physicians — Tennes- 
see : December 31, 1975 /, 80-4790 


Physicians — Texas — Statistics. 
Characteristics of physicians — Texas : 
December 31, 1975 /, 80-4791 


Physicians — United States — Supply and 
demand. 
Report on health personnel in the United 
States., 80-4762 


Physicians — Wisconsin — Statistics. 
Characteristics of physicians — Wiscon- 
sin : December 31, 1975 /, 80-4792 


Physicians’ assistants. 
Substance abuse services in primary care 
: Nurse practitioners and physician as- 
sistants /, 80-4805 


Physicians’ assistants — United States. 
Nurse practitioners and physician assis- 
tants in substance abuse programs /. 
80-4819 


Pillaring (Mining) 
Design optimization in underground coal 
systems /, 80-4278, 80-4279 


Pillowcases — Statistics. 
Sheets. pillowcases, 
3886 


and towels... 80- 





February 1980 


Pine — Diseases and pests — Southern 
States. 
Fomes annosus : root rot in the South : 
guidelines for prevention /, 80-3755 


Pine, Robert Edge, 17302-1788 — 
Exhibitions. 


| 
| 


Robert Edge Pine, a British portrait | 


painter in America, 1784-1788 /, 
5208 


80- 


Pipe, Steel. 


Plumbing — Equipment and supplies — 
Statistics — Periodicals. 
Plumbing fixtures., 80-3888 


Plumes (Fluid dynamics) — Data processing. 

MESODIF-II, a_ variable trajectory 

plume segment model to assess ground- 

level air concentrations and deposition 

of effluent releases from nuclear power 
facilties /, 80-5403 


| Plutonium. 


Technical report on material selection 
and processing guidelines for BWR | 
coolant pressure boundary piping : res- | 


olution of generic technical activity A- | Plywood industry — United States — 


42 /, 80-5396 


Pipe, Steel — Prices. 
Certain welded stainless steel pipe and 
tube., 80-5228 


A review of behavior of plutonium in 
soils and other geologic materials /, 
80-5411 


Statistics — Periodicals. 
Softwood plywood., 80-3873 


| Pocatello, Idaho — Climate. 


In the matter of : certain welded stainless | 


steel pipe and tube., 80-5228 


Pipe joints — Testing. 
Blending of hydrogen in natural gas dis- 
tribution systems /, 80-4231 


Plankton. 
Simulating the effects of increased tem- 


perature in a plankton ecosystem /, 
80-5409 


Plant propagation. 
Vegetative propagation of 11 common 
Alaska woody plants /, 80-3768 


Plant shutdowns — New Jersey. 

Plant closings and relocations : hearing 
before the Committee on Labor and 
Human Resources, United States 
Senate, Ninety-sixth Congress, first ses- 
sion January 22, 1979, Newark, 
N.J.., 80-5484 


Plasma (Ionized gases) 
Minimum streaming current requirements 
for MFTF : revised by recent (rp/ai) 
scaling in 2XIIB /, 80-4469 


Plasma (Ionized gases) — Measurement. 
Electrostatic probe diagnostics on the 
LBL 10 ampere neutral beam ion 
source /, 80-4343 


Plasma instabilities. 
Minimum streaming current requirements 
for MFTF : revised by recent (rp/ai) 
scaling in 2XIIB /, 80-4469 


Plastic films. 
Optimization of thin-film transparent plas- 
tic honeycomb covered flat-plate solar 
collectors /, 80-4442 


Plastic films — Permeability. 
Polyester film for oxygen gas transmis- 
sion measurements., 80-3977 


SRM 1470 : polyester film for oxygen gas | 


transmission measurements /, 


80-3977 | 


Airport 
4047 


climatological summary., 80- 


Poisons. 


Population forecasting U.S. Statistics. 


| 
| 
| 
| 
| 
| 
| 
| 


Environmental considerations of selected 
energy conserving manufacturing proc- | 


80-4537 


Structural and leaching aspects of testing 
fixated solid wastes via the toxicant ex- 
traction procedure /, 80-4350 


80-4537 


ess options., 


Toxics/organics., 


Poisons — Tables — Periodicals. 
NIOSH registry of toxic effects of chemi- 
cal substances, 80-4803 


Registry of toxic effects of chemical sub- 
stances., 80-4803 


Pole-star. 


Ephemeris, 80-4967 


Ephemeris of the sun, Polaris and other 
selected stars with companion data and 
tables., 80-4967 


Police — Pennsylvania — Philadelphia. 
Hearing before the United States Com- 
mission on Civil Rights : police prac- 
tices and civil rights : hearing held in 
Philadelphia, Pennsylvania, February 6, 
1979; April 16-17, 1979., 80-4086 
Police practices and civil rights; hearing 
held in Philadelphia, 
80-4086 


Police — United States — Personnel 
management, 
The impact of affirmative action and civil 
service on American police personnel 
systems /, 80-5015 


Pollution — Periodicals. 


Pennsylvania., | 


Translations on environmental quality., | 


80-5375 


Pollution — United States — Measurement. 

Environmental considerations of selected 

energy conserving manufacturing proc- 

ess options., 80-4535, 80-4536, 
4537 


80- | 


Do not order from index; see indicated entry 


Particulates summary report., 80-4535 


Solid residues summary report., 80-4536 


Toxics/organics., 80-4537 


Polyethylene — Testing. 
Polyester film for oxygen gas transmis- 
sion measurements., 80-3977 


SRM 1470 : polyester film for oxygen gas 
transmission measurements /, 80-3977 


Polygons — Problems, exercises, etc. 
Computation of the bivariate normal dis- 
tribution over convex polygons /, 80- 
4189 


Polylepis. 
A revision of the genus Polylepis (Rosa- 
ceae: Sanguisorbeae) /, 80-5205 


Polymers and polymerization — Congresses. 
Polymers and Energy Conservation 
Workshop, summary, Washington, D. 

C., November 3-4, 1977., 80-4451 


Ponderosa pine. 
Response of thinned ponderosa pine to 
fertilization /, 80-3771 


Poor — United States — Statistics. 
Consumer income., 80-3921 


Money income and poverty status of fam- 
ilies and persons in the United States, 
1978 (advance report), 80-3921 


Population forecasting — United States — 

Statistics. 

Estimados de poblacion para municipios 
y areas metropolitanas de Puerto Rico, 
lero. de Julio de 1976 (revisado) y 
1977 (preliminar), 80-3911 


Estimates of the population of Alabama 
counties and metropolitan areas, July 1, 
1977 (revised) and 1978 (provisional), 
80-3912 


Estimates of the population of California 
counties and metropolitan areas, July 1, 
1977 (revised) and 1978 (provisicnal), 
80-3913 


Estimates of the population of Georgia 
counties and metropolitan areas, July 1, 
1977 (revised) and 1978 (provisional), 
80-3914 


Estimates of the population of Illinois 
counties and metropolitan areas, July 1, 
1977 (revised) and 1978 (provisional), 
80-3915 


Estimates of the population of Indiana 
counties and metropolitan areas, July 1, 
1977 (revised) and 1978 (provisional), 
80-3916 


Estimates of the population of Iowa 
counties and metropolitan areas, July 1, 
1977 (revised) and 1978 (provisional), 
80-3917 


Estimates of the population of New 
Jersey counties and metropolitan areas, 


Page 1-447 





Population forecasting U.S. Statistics. 


July 1, 1977 (revised) and 1978 (provi- 
sional), 80-3918 


Estimates of the population of Puerto 
Rico municipios and metropolitan 
areas, July 1, 1976 (revised) and 1977 
(provisional), 80-3911 


Estimates of the population of South 
Carolina counties and metropolitan 
areas, July 1, 1977 (revised) and 1978 
(provisional), 80-3919 


Estimates of the population of the United 
States to September 1, 1979, 80-3910 


Estimates of the population of Wisconsin 
counties and metropolitan areas, July 1, 
1977 (revised) and 1978 (provisional), 
80-3920 


Federal-State cooperative program for 
population estimates., 80-3911, 80- 
3912, 80-3913, 80-3914, 80-3915, 
80-3916, 80-3917, 80-3918, 80-3919, 
80-3920 


Population 
80-3896, 
80-3900, 


estimates 
80-3897, 
80-3901, 


and projections., 
80-3898, 80-3899, 
80-3902, 80-3903, 
80-3904, 80-3905, 80-3906, 80-3907, 
80-3908, 80-3909, 80-3910 


1977 population estimates for counties 
and incorporated places in Alabama, 
80-3896 


1977 population estimates for counties 
and incorporated places in Arizona, 
80-3897 


1977 population estimates for counties 
and incorporated places in Arkansas, 
80-3898 


1977 population estimates for counties 
and incorporated places in California, 
80-3899 


1977 population estimates for counties 
and incorporated places in Colorado, 
80-3900 


1977 population estimates for counties 
and incorporated places in Delaware, 
80-3901 


1977 population estimates for counties 








and incorporated places in Florida, | 


80-3902 


1977 population estimates for counties 
and incorporated places in Georgia, 
80-3903 


1977 population estimates for counties 
and incorporated places in Hawaii, 
80-3904 


1977 population estimates for counties 
and incorporated places in Idaho, 
3905 


1977 population estimates for counties 
and incorporated places in Iowa, 80- 
3907 


1977 population estimates for counties 
and incorporated places in Wyoming, 
80-3909 


Page I-448 


80- | 


| 





1977 population estimates for counties, in- 
corporated places, and minor civil divi- 
sions in Illinois, 80-3906, 80-3908 


Porous materials. 
Numerical methods for a porous medium 
equation /, 80-4227 


Portraits, American — Exhibitions. 
Robert Edge Pine, a British portrait 
painter in America, 1784-1788 /, 80- 
5208 


Portugal. 
Background notes., 


Portugal, 80-5167 


80-5167 


Portugal — Maps. 
Portugal., 80-5136 


Postal service — International cooperation. 

Soviet Union nondelivery of international 
mail : hearings before the Subcommit- 
tee on Investigations of the Committee 
on Post Office and Civil Service, 
House of Representatives, Ninety-sixth 
Congress, first session, on H. Con. Res. 
58, July 2, 1979., 80-5490 


Postal service — Law and legislation — 
United States — Periodicals. 
Code of Federal regulations., 


80-4656 


80-4656 
Postal service, 


Postal service — Russia — Foreign mail. 

Soviet Union nondelivery of international 
mail : hearings before the Subcommit- 
tee on Investigations of the Committee 
on Post Office and Civil Service, 
House of Representatives, Ninety-sixth 
Congress, first session, on H. Con. Res. 
58, July 2, 1979., 80-5490 


Postal service — United States. 
A consumer’s directory to postal services 
and products., 80-5125 


Soviet Union nondelivery of international 
mail : hearings before the Subcommit- 
tee on Investigations of the Committee 
on Post Office and Civil Service, 
House of Representatives, Ninety-sixth 
Congress, first session, on H. Con. Res. 
58, July 2, 1979., 80-5490 


Postal service — United States — 
Addresses, essays, lectures. 
Postal speech guides., 80-5127 


Postal service — United States — Job 
descriptions. 
Personnel handbook, series P-4 : position 
descriptions., 80-5128 


Position descriptions., 80-5128 


Potash industry and trade — United States 
— Statistics. 
Census of mineral industries (1977), 
3935 


Industry series, potash, soda, and borate 
minerals, SIC 1474., 80-3935 


80- 


Do not order from index; see indicated entry 





Subject Index 


Potash, soda, and borate minerals, SIC. 
1474., 80-3935 


1977 census of mineral industries : indus- 
try series, potash, soda, and borate min- 
erals, SIC 1474., 80-3935 


Potassium compounds — Industrial 
applications — Statistics. 
Census of mineral industries (1977), 
3935 


Industry series, potash, soda, and borate 
minerals, SIC 1474., 80-3935 

Potash, soda, and borate minerals, SIC 
1474., 80-3935 

1977 census of mineral industries : indus- 


try series, potash, soda, and borate min- 
erals, SIC 1474., 80-3935 


80- 


Potting compounds (Electronics) 
Development of alternate silicone potting 
compounds /, 80-4481 


Poultry as food — Composition — Tables. 
Composition of foods : poultry products : 
raw, processed, prepared /, 80-3745 


Poultry inspection — United States — 
Directories. 
Meat and poultry inspection directory., 
80-3805 


Powell, John Wesley, 1834-1902 — 
Ethnological collections. 
Material culture of the Numa : the John 
Wesley Powell collection, 1867-1880 /, 
80-5206 


Power-plants — Environmental aspects — 

United States. 

Potential institutional conflicts in the im- 
plementation of the Resource conserva- 
tion and recovery act and their impacts; 
on the Department of Energy : a case 
study /, 80-4366 


Power resources. 
Department of Navy energy fact book / 
Tetra Tech, inc., 80-4199 


80-4199 


Formulation of market strategies for inte- 
grated community energy systems 
(ICES) /, 80-4217 


Panel concerning the long-range energy 
needs of this and other nations : hear- 
ing before the Committee on Science 
and Technology, U.S. House of Repre- 
sentatives, Ninety-sixth Congress, first 
session, May 7, 1979., 80-5495 


Energy fact book., 


Power resources — Bibliography. 


EIA publications directory., 80-4529 


Energy research and energy information 
services available from the National 
Technical Information Service., 80- 
4016 





February 1980 


Power resources — California. 
Water requirements for future energy 
production in California /, 80-4340 


Power resources — Information services. 
Energy research and energy information 
services available from the National 
Technical Information Service., 80- 
4016 


Power resources — Nevada. 
Water requirements for future energy 
production in California /, 80-4340 


Power resources — United States. 

Panel concerning the long-range energy 
needs of this and other nations : hear- 
ing before the Committee on Science 
and Technology, U.S. House of Repre- 
sentatives, Ninety-sixth Congress, first 
session, May 7, 1979., 80-5495 


Power resources — United States — 

Finance. 

An act making appropriations for energy 
and water development for the fiscal 
year ending September 30, 1980, and 
for other purposes., 80-5305 


Prescribed burning. 
A guide for prescribed fire in southern 
forests /, 80-3754 
Preliminary results of experimental fires 
in the black spruce type of interior 
Alaska /, 80-3767 


Pressure vessels. 
Thermophysical properties 
structural alloys /, 80-4333 


of ferrous 


Pressure vessels — Design and construction. 
High-performance fiber/epoxy composite 
pressure vessels /, 80-4485 


Pressurized water reactors. 
Steam generator tube integrity program., 
80-5404 


Prestressed concrete. 


PCRV structural response verification /, 
80-4319 


Preventive health services — United States 
— Periodicals. 
Report of the Director of the National 
Heart, Lung, and Blood Institute., 80- 
4724 


Prices — United States — Statistics — 
Periodicals. 
Producer prices and price indexes., 
5059 


80- 


Prisons — United States — Periodicals. 
Federal prison system., 80-5011 


Privacy, Right of — United States. 

Zurcher v. Stanford Daily : hearings 
before the Subcommittee on Courts, 
Civil Liberties, and the Administration 
of Justice of the Committee on the Ju- 


Public health advisory groups Directories Periodicals. 


diciary, House of Representatives, 
Ninety-sixth Congress, first session, on 
H.R. 3486 and H.R. 4181 80-5476 


Privacy, Right of — United States — 
Periodicals, 
Federal personal data systems subject to 
the Privacy act of 1974; annual report 
of the President., 80-5133 


Probes (Electronic instruments) 
Electrostatic probe diagnostics on 
LBL 10 ampere neutral beam 
source /, 80-4343 


Product safety. 


Product safety checklist /, 80-5192 


Production management. 


Fixing production mistakes /, 80-5190 


Products liability — United States — States. 
Uniform product liability act : a model 
for the States., 80-3821 


Professional standards review organizations 
(Medicine) 

The evolution of 

review system /, 


the PSRO hospital 
80-4668 


Programmable calculators. 
EASI program improvements for HP-67 
and TI-59 calculators /, 80-5401 


Programming (Electronic computers) 

The design and testing for a system to 
monitor temperature in 
electric power 
final report /, 


underground 
transmission cables 
80-4328 


Programming languages (Electronic 
computers) 
Configuration description language pro- 
cessor design disclosure /, 80-4187 
REBEL/BASIC, real time language ex- 
tensions : a user’s guide /, 80-4513 


Projectiles. 
Ballistics tables for spheres 7.5 to 25 mm 
(0.3 to 1 in.) in diameter /, 80-4515 


Projectiles, Aerial. 
Experimental and computer-simulation 
study of high-velocity impact deforma- 
tion in preheated materials /, 80-4505 


Pronghorn antelope. 
Activities and habitat use of pronghorns 
on Montana-Wyoming coal 
80-4943 


lands /, 


Proceedings of the Eighth Biennial 
Pronghorn Antelope Workshop., 80- 
4943 


Property tax — United States — Statistics 
— Periodicals. 
Property values subject to local general 
property taxation in the United States., 
80-3861 
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Protective coverings. 
Optimization of thin-film transparent plas- 
tic honeycomb covered flat-plate solar 
collectors /, 80-4442 


Psychiatric hospitals — United States — 
States — Admission and discharge — 
Periodicals. 


Mental health statistical note., 80-4809 


Provisional patient movement and selec- 
tive administrative data, state and 
county mental hospitals, inpatient serv- 
ices by state: United States 1976, 80- 
4809 


Public administration — Data processing — 
Statistics. 
Computers in the Federal Government : 
a compilation of statistics, 1978 /, 80- 
3983 


Public contracts. 

Civil agencies can do a better job of ne- 
gotiating noncompetitive 
priced over $100,000 : 
Congress /, 80-4605 


contracts 
report to the 


Public contracts — United States. 

International procurement code : hearings 
before the Subcommittee on Govern- 
ment Procurement of the Select Com- 
mittee on Small Business, United States 
Senate, Ninety-sixth Congress, first ses- 
sion ... April 3 and 12, 1979., 80-5501 

Selling to the military : Army, Navy, Air 
Force, Defense Logistics Agency 
general information, items purchased, 
location of military purchasing offices., 
80-4091 


Two contracts for nuclear attack subma- 
rines modified by Public law 85-804 — 
status as of December 23, 1978 
to the Congress /, 80-4608 


report 


Public contracts — United States — 
Periodicals. 
Code of Federal regulations., 
80-4660, 80-4661, 80-4662, 
80-4664, 80-4665 


Public contracts and property manage- 
ment, 80-4659, 80-4660, 80-4661, 
80-4662, 80-4663, 80-4664, 80-4665 


80-4659, 
80-4663, 


Public health — Information services — 
United States. 
National Library of Medicine grant pro- 
grams., 80-4736 


Public health — International cooperation. 
Health planning methods : an internation- 
al perspective : report of the 1978 In- 
ternational Workshop /, 80-4765 


Public health advisory groups — Directories 
— Periodicals. 
NIH public advisory groups; authority, 
structure, members., 80- 
4713 


functions, 
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Public institutions — Law and legislation — 
United States — Periodicals. 


Code of Federal regulations., 80-4653 


Parks, forests, and public property, 
4653 


80- 


Public lands — Alaska — Recreational use. 
How should Alaska’s Federal recreational 
lands be developed? — views of Alaska 
80- | 


residents and visitors : 
4558 


report /, 


Public lands — The West. 
Alternatives for achieving greater equities 


in Federal land payment programs : 


report to the Congress /, 80-4600 


Public records — United States. 


Availability of Census records about indi- 

| Quality control. 
Setting up a quality control system /, | 
My ¢ , 4 Radio — Law and legislation — Canada. 


80-3955 


Factfinder for the Nation : availability of 
Census records about individuals., 
3955 


viduals., 


Public records — United States — Access 
control — Periodicals. 


Federal personal data systems subject to | 
the Privacy act of 1974; annual report | 


of the President., 80-5133 


Pueblo Indians — Education. 
Department of the Interior and related 


agencies appropriations for 1980 : hear- | 


ing before a subcommittee of the Com- 


mittee on Appropriations, House of | 


Representatives, Ninety-sixth Congress, 
first session : Institute of American 
Indian Arts /, 80-5429 


Pueblo Indians — Legal status, laws, etc. 
Amending the act of October 21, 1978 
(92 STAT. 1675), to correct an errone- 
ous land description : report to accom- 
pany H.J. Res. 199., 80-5341 


Puerto Rico — Description and travel — 
Guide-books. 
Puerto Rico and the Virgin Islands : 
[port guide]., 80-4205 


Puerto Rico — Population — Statistics. 

Estimados de poblacion para municipios 
y areas metropolitanas de Puerto Rico, 
lero. de Julio de 1976 (revisado) y 
1977 (preliminar), 80-3911 

Estimates of the population of Puerto 
Rico municipios and _ metropolitan 
areas, July 1, 1976 (revised) and 1977 
(provisional), 80-3911 

Federal-State cooperative program for 
population estimates., 80-3911 


Pulse techniques (Electronics) 
Evaluations of the generalized area and 


the V7I/{nu] methods of interpreting | 


pulsed neutron measurements for subcri- 
tical reactivity /, 80-4274 
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Pumping machinery. 

New concepts for converting the energy 
in low- to medium-temperature liquids, 
with emphasis on geothermal applica- 
tions /, 80-4490 


Pyrolysis. 


Low cost silicon array project : feasibility | 


of low-cost, high-volume production of 
silane and pyrolysis of silane to semi- 
conductor-grade silicon., 80-4242 


Q 


Quality assurance. 


GSA needs to strengthen its inspection | 
and testing to make sure the govern- | 


ment gets the quality it pays for : 
report /, 80-4607 


80-5191 


Accidents — Statistics — Periodicals. 
Injury experience in quarrying., 
5091, 80-5092 


R 


| Race discrimination — United States — 


Periodicals. 
Annual report - Community Relations 
Service., 80-5013 


Radar meteorology. 


GATE radar rainfall atlas /, 80-4024 


Radiation — Congresses. 


Industrial Workshop on LASL Semicon- | 
Research | 


ductor Radiation-Detector 
and Development /, 80-4337 


Radiation — Physiological effect — 
Periodicals. 
CSU-FDA Collaborative Radiological 
Health Laboratory annual report., 80- 
4752 


Radiation dosimetry. 
Fast reactor fluence dosimetry for period 
April-September 1978., 80-4277 
Fifteenth nuclear accident dosimetry in- 
tercomparison study, August 14-22, 
1978 /, 80-4374 


Technical progress report, fast reactor 


fluence dosimetry for period April-Sep- | 


tember 1978., 80-4277 


Radiation dosimetry — Congresses. 
Proceedings of a Conference on Neutrons 
from Electron Medical Accelerators : 
proceedings of a conference held at the 
National Bureau of Standards, Gaith- 
ersburg, Maryland, April 9-10, 1979 /, 
80-3992 


Radiation dosimetry — Tables. 
Doses for various pathways to man based 
on unit concentrations of radionuclides 


Do not order from index; see indicated entry 


80- | 


Subject Index 


pertinent to decontamination and de- 
commissioning of properties /, 80- 
4364 


Radiation immunology. 

A survey of compounds from the antira- 
diation drug development program of 
the U.S. Army Medical Research and 
Development Command /, 80-4175 


Radiation-protective agents. 

A survey of compounds from the antira- 
diation drug development program of 
the U.S. Army Medical Research and 
Development Command /, 80-4175 


Radio — Interference. 
Laser and electro-optical interference 
consideration at radio frequencies /, 
80-3825 


Promotion of safety on the Great Lakes 
by means of radio., 80-5176 


Telecommunications promotion of 
safety on the Great Lakes by means of 
radio : agreement between the United 
States of America and Canada, amend- 
ing the agreement of Feb. 26, 1973, 
effected by exchange of notes, signed 
at Ottawa, Dec. 29, 1978., 80-5176 


Radio — Law and legislation — United 
States. 
Promotion of safety on the Great Lakes 
by means of radio., 80-5176 


Telecommunications promotion of 
safety on the Great Lakes by means of 
radio : agreement between the United 
States of America and Canada, amend- 
ing the agreement of Feb. 26, 1973, 
effected by exchange of notes, signed 
at Ottawa, Dec. 29, 1978., 80-5176 


Radio — Receivers and reception — 
Statistics — Periodicals. 
Radio and television receivers, phono- 
graphs, and related equipment., 80- 
3883 


Radioactivation analysis. 

Chemical correlation of some late Ceno- 
zoic tuffs of northern and central Cali- 
fornia by neutron activation analysis of 
glass and comparison with x-ray flu- 
orescence analysis /, 80-4897 


Radioactive decontamination — Congresses. 
Proceedings of the Sandia Laboratories 
Workshop on the Use of Titanate Ion 
Exchangers for Defense Waste Man- 
agement /, 80-4447 


Radioactive pollution. 


A description of radiological problems at 
inactive uranium mill sites and former- 
ly utilized MED/AEC sites /, 80- 
4363 
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A review of behavior of plutonium in 
soils and other geologic materials /, 
80-5411 


Radioactive pollution — United States. 
Doses for various pathways to man based 
on unit concentrations of radionuclides 
pertinent to decontamination and de- 


commissioning of properties /, 80- | 


4364 


Radioactive pollution of the atmosphere. 
MESODIF-II, a_ variable 


level air concentrations and deposition 
of effluent releases from nuclear power 
facilties /, 80-5403 


Radioactive substances. 
Hazards control progress report no. 56 : 
January through September 1978 /, 
80-4473 


Mathematical description of adsorption 
and transport of reactive solutes in soil 
: a review of selected literature /, 80- 
4384 


Use of process monitoring data for the 
enhancement of nuclear material con- 
trol and accounting /, 80-5410 


Radioactive substances in rivers, lakes, etc. 
Distribution coefficients for radionuclides 
in aquatic environments., 80-5405 


Radioactive waste disposal. 

Nuclear waste management., 80-4405 

Radioactive waste disposal — New York 

(State) — West Valley. 

Remedial action at West Valley, New 
York : oversight hearing before the 
Subcommittee on Energy and the En- 
vironment of the Committee on Interi- 
or and Insular Affairs, House of Repre- 
sentatives, Ninety-sixth Congress, first 
session ... May 31, 1979., 80-5474 


Radioactive waste disposal — United States. 
Regulation of Federal radioactive waste 
activities : report to Congress on ex- 
tending the Nuclear Regulatory Com- 
mission’s licensing or regulatory au- 
thority to Federal radioactive waste 
storage and disposal activities /, 80- 
5397 


Regulation of Federal radioactive waste 
activities : summary of report to Con- 
gress on extending the Nuclear Regula- 
tory Commission’s licensing or regula- 
tory authority to Federal radioactive 
waste storage and disposal activites /, 
80-5398 


Volume reduction system for solid and 


liquid TRU waste from the nuclear fuel | 


cycle., 80-4345 
Radioactive waste disposal — United States 
— Periodicals. 
Nuclear waste management technology 
development activitites., 80-4339 


trajectory | 
plume segment model to assess ground- | 


Radioactive waste disposal in the ground. 
Basalt waste isolation program : annual 
report, fiscal year 1978 /, 80-4432 


History of waste tank 16, 1959 through 
1974 /, 80-4276 


Radioactive wastes. 

Development of radiological performance 
objectives, interim results : trade-offs in 
attitudes toward radioactive waste /, 
80-4460 


Hydrothermal reactions of nuclear waste 
solids : a preliminary study /, 80-4423 


The migration of long-lived radioactive 
processing wastes in selected rocks : 
annual report to the Office of Waste 
Handling, Project ANOII5A, FY 1977 
/, 80-4222 


Quarterly progress report research and | 


| 


| 
| 
| 


Range mgt Oregon. 


Radium. 
Absorption of radium and thorium from 
Wyoming and Utah uranium mill tail- 
ings solutions /, 80-4929 


Railroad law — United States. 

Milwaukee Railroad restructuring act : 
[an act to provide for the orderly re- 
structuring of the Milwaukee Railroad, 
and for the protection of the employees 
of such railroad]., 80-5320 


Milwaukee Railroad restructuring act : 


conference report to accompany S. 
y 1905., 80-5278 
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| 
| 


development activites, waste fixation | 


program., 80-4402, 80-4403, 80- 


Quarterly report on the strontium heat 
source development 
vanced Systems and Materials Produc- 


program, Ad- | 


tion Division for October-December | 


1978 /, 80-4399, 80-4400 


Strontium heat source development pro- 
gram., 80-4399, 80-4400 


Waste fixation program., 
4403, 80-4404 


80-4402, 80- 


Radioactivity. 
On some statistical problems inherent in 
radioactive-source detection /, 80- 
4493 


Radiography. 

Analysis of retakes : und¢rstanding, man- 
aging, and using an analysis of retakes 
program for quality a$surance /, 80- 
4749 


Radioisotopes. 
List of ERDA radioisotope customers 
with summary of radioisotope ship- 
ments., 80-4410 


Radioisotopes — Environmental aspects. 
Distribution coefficients for radionuclides 
in aquatic environments., 80-5405 


Radiology, Medical — Audio-visual aids — 
Catalogs. 


Northeast corridor improvement project : 
hearing before a subcommittee of the 
Committee on Appropriations, United 
States Senate, Ninety-sixth Congress, 
first session : special hearing, Depart- 
ment of Transportation., 80-5430 


Railroads — Northeastern States — Train 
discontinuance. 

The impact of the proposed elimination 
of the “Montrealer” : hearing before 
the Select Committee on Small Busi- 
ness, United States Senate, Ninety-sixth 
Congress, first session ... South Bur- 
lington, Vt., May 11, 1979., 80-5500 


Railroads — United States — Abandonment. 

Rail abandonments : this booklet could 

help preserve service on your line /, 
80-5006 


Railroads — United States — Cost of 
operation — Periodicals. 


Rail carload cost scales., 80-5007 


Railroads — United States — Freight — 
Periodicals. 


Rail carload cost scales., 80-5007 


Railroads — United States — Freight — 
Statistics — Periodicals. 
Private car lines, 80-5002 


Transport statistics in the United States., 
80-5002 


| Railroads — United States — Statistics — 


Radiological health training resources., | 


80-4750 


Radiology, Medical — Study and teaching — 
United States — Periodicals. 


80-4750 


Radiology, Medical — United States — 
Indexes — Periodicals. 


Bureau of Radiological Health publica- | 
| Range management — Oregon. 


tions index., 80-4753 


Bureau of Radiological Health publica- 
tions index [erratum]., 80-4754 
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Periodicals. 
Annual report, transport statistics in the 
United States., 80-4999 


Transport statistics in the United States., 
80-4999 


Radiological health training resources., | Range Sainng ~~ Saeed cools. 


Automatic target designation /, 80-4192 


A computer model for determing weapon 
release parameters for a helicopter in 
non-accelerated flight /, 80-4184 


Edges., 
Native trout., 


80-3780 
80-3779 
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Wildlife habitats in managed rangelands : 
the Great Basin of southeastern Oregon 
: edges /, 80-3780 


Wildlife habitats in managed rangelands : 
the Great Basin of southeastern Oregon 
: native trout /, 80-3779 


Range management — United States. 
Managing the public rangelands., 80- 
4966 


Rangeland policies for the future : pro- 


ceedings of a symposium, January 28- 
31, 1979, Tucson, Arizona., 80-3785 


Rape — Bibliography. 
Printout of literature search on rape : 
sexual assault., 80-4808 


Sexual assault., 80-4808 


Rape — Prevention. 
Rape : what every women should know., 
80-4115 


Rapid City, S.D. — Climate. 
Airport climatological 
4048 


summary., 80- 


Rare animals — Congresses. 

Convention on international trade in en- 
dangered species of wild fauna and 
flora; annual report by the United 
States of America., 80-4956 


Rare plants — Congresses. 

Convention on international trade in en- 
dangered species of wild fauna and 
flora; annual report by the United 
States of America., 80-4956 


Rare plants — Sheldon National Wildlife 

Refuge, Nev. and Or, 

Vascular plants of the Sheldon National 
Wildlife Refuge : with special reference 
to possible threatened and endangered 
species /, 80-4946 


Rationing, Consumer — United States. 
Disapproving contingency plan no. 1 
(conservation plan relating to weekend 
gasoline sales restrictions) submitted to 
Congress on March 1, 1979 : report to 

accompany S. Res. 139., 80-5333 


Reactor fuel reprocessing. 
Process development report : 0.40-m pri- 
mary burner system /, 80-4311 


Reactor moderators — Computer programs. 
ROMOD, a code for control rod _ posi- 
tioning /, 80-4386 


Reading — Bibliography. 
Reading., 80-4626 


Real estate development. 
Joint development 
estate-transit 
summary /, 


making the real 
connection executive 
80-5255 
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Real property and taxation — United States. 

Federal tax provisions to encourage reha- 

bilitation of historic buildings : an as- 
sessment of their effect., 80-4990 


Real property tax — California. 

Proposition 13 — how California govern- 
ments coped with a $6 billion revenue 
loss : report to the Congress /, 80- 
4574 


Real-time data processing. 
REBEL/BASIC, real time language ex- 
tensions : a user’s guide /, 80-4513 


Reclamation of land. 
Enhancing germination of Indian rice- 
grass seed used in stabilizing mineral 
wastes /, 80-4927 


Reclamation of land — Environmental 
aspects — United States. 
Issues surrounding the Surface mining 
control and reclamation act : report /, 
80-4554 


Recreation areas — Alaska. 

How should Alaska’s Federal recreational 
lands be developed? — views of Alaska 
residents and visitors : 
4558 


Recreation areas — United States. 
National forest vacations., 80-3741 


The urban park and recreation recovery 
program., 80-4991 


Recycling (Waste, etc.) — United States. 
Potential institutional conflicts in the im- 
plementation of the Resource conserva- 
tion and recovery act and their impacts 
on the Department of Energy : a case 
study /, 80-4366 


Potential institutional conflicts in the im- 


plementation of the Resource conserva- 
tion and recovery act and their impacts 


on the Department of Energy : back- 


ground information /, 80-4365 


Red oak — Diseases and pests — United 
States. 
Preliminary test of booby-trapping for 
control of two cerambycids /, 80- 
3765 


Redwood National Park — Maps. 
Redwood National Park, California /, 
80-4935 


Refactory materials. 
Chemical and physical stability of refrac- 
tories for use in coal gasification /, 
80-4235 


Reference books — Business — 
Bibliography. 


Basic library reference sources /, 80- | 


5184 


Do not order from index; see indicated entry 





report /, 80- | 








Subject Index 


Reforestation — United States. 
Guidelines for direct-seeding 
pine /, 80-3756 


loblolly 


Refractory materials — Design and 
construction. 

Improvement of the mechanical reliabil- 
ity of monolithic refractory linings for 
coal gasification process vessels., 80- 
4291 


Refrigeration and refrigerating machinery. 
Industrial refrigeration, potential for 
energy conservation /, 80-4456 


Refugees — Legal status, laws, etc. — 

United States. 

An act to authorize additional appropri- 
ations for migration and refugee assist- 
ance for the fiscal years 1980 and 1981 
and to authorize humanitarian assist- 
ance for the victims of the famine in 
Cambodia., 80-5327 


Refugees, Political — Legal status, laws, etc. 

— United States. 

The Refugee act of 1979 : report together 
with additional, separate, and minority 
views to accompany H.R. 2816., 80- 
5287 


Refuse and refuse disposal. 
Structural and leaching aspects of testing 
fixated solid wastes via the toxicant ex- 
traction procedure /, 80-4350 


Refuse and refuse disposal — Law and 
legislation — United States. 
Resource conservation and recovery act 
amendments of 1979 : report to accom- 
pany H.R. 3994., 80-5270 


Refuse and refuse disposal — United States. 

Potential institutional conflicts in the im- 

plementation of the Resource conserva- 

tion and recovery act and their impacts 

on the Department of Energy : back- 
ground information /, 80-4365 


Refuse as fuel. 
Antimony, arsenic, and mercury in the 
combustible fraction of municipal solid 
waste [errata] /, 80-4923 


Regionalism — United States. 
The need for regional ecology /, 80- 
4376 


Rehabilitation centers — United States — 

Finance. 

A single Federal authority is needed for 
establishing or constructing rehabilita- 
tion facilities : report to the Congress / 

80-4580 


Reinforced concrete — Testing. 

Strvctural model testing for prestressed 
concrete pressure vessels : a study of 
grouted vs nongrouted posttensioned 
prestressing tendon systems /, 80-4372 
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Renewable natural resources — United 

States — Congresses. 

Future challenges in renewable natural 
resources : proceedings of a national 
workshop, January 22-25, 1979, Ross- 
lyn, Virginia., 80-3739 


Rent charges — United States — Statistics 
— Periodicals. 
Utilities and heating fuel included in new 
apartment rents., 80-3925 


Rent subsidies — United States. 

Lower Income Housing Assistance Pro- 
gram (Section 8) : nationwide evalua- 
tion of the existing housing program /, 
80-4835 


Rent subsidies — United States — Statistics. 
Lower Income Housing Assistance Pro- 
gram (Section 8) 
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tion of existing housing program : tech- | 


nical supplement /, 80-4836 


Repairing — Amateur’s manuals — 
Bibliography — Catalogs. 


Home repairs and improvements : do it 
| Retail trade — United States. 


yourself., 80-4612 


Reptiles — Anatomy. 
Scalation of the American alligator /, 
80-4948 


*Research — directories. 
Membership roster, cancer clinical trials 
groups and projects., 80-4717 


*Research — periodicals. 
National Institutes of Health annual 
report of international activities., 80- 
4742 


*Research — U. S. — periodicals. 
Annual report - National Institute of 
General Medical Sciences., 80-4733 


Research grants — United States — 
Collected works. 
National Science Foundation grants and 
awards., 80-5124 


*Research Support — directories. 
NIA annual report., 80-4744 


*Research Support — periodicals. 
Annual report - National Eye Institute., 
80-4743 


National cancer program, report of the 


Major retail centers in standard metro- 
politan statistical areas, Montana., 80- 
3960 

1977 census of retail trade : major retail 
centers in standard metropolitan statis- 
tical areas, Montana., 80-3960 


Retail trade — Nevada — Statistics. 
Census of retail trade (1977), 80-3961 
Major retail centers in standard metro- 
politan statistical areas, Nevada., 80- 
3961 


1977 census of retail trade : 


tical areas, Nevada., 80-3961 


Retail trade — Rhode Island — Statistics. 
Census of retail trade (1977), 80-3962 
Major retail centers in standard metro- 
politan statistical areas, Rhode Island., 
80-3962 

1977 census of retail trade : 
centers in standard metropolitan statis- 
tical areas, Rhode Island., 80-3962 


Census of retail trade (1977), 80-3958 
Geographic area series, United States., 
80-3958 


1977 census of retail trade : geographic 
area series, United States., 80-3958 


Retail trade — United States — 
Bibliography. 
Retailing /, 80-5182 


| Retail trade — United States — Statistics — 


Director; submitted to the President of | 
the United States for transmittal to the 


80-4721 
NIA annual report., 


Congress., 
80-4744 


Retail trade — Georgia — Statistics. 


Periodicals. 
Revised monthly retail sales and inven- 
tories., 80-3859 


Retired Senior Volunteer Program. 


Older Americans Volunteer Programs., 
80-3818 

RSVP, FGP, SCP : Older Americans 
Volunteer Programs., 80-3818 


Retirement — United States — Miscellanea. 

Your retirement system : questions and 

answers concerning the Federal Civil 
Service Retirement Law., 80-5130 


Revegetation — Pennsylvania. 
Results of tree and shrub plantings on 
low pH strip-mine banks /, 80-3766 


Reveles y Rivera, Jesus. 


Jesus Reveles y Rivera : report to accom- | 


pany H.R. 2477., 80-5298 


| Revenue — California. 


Census Bureau reports sales in Georgia’s | 
retail stores up 53.3 percent in 5-year | 


period., 80-3959 


Census of retail trade (1977), 80-3959 


Retail trade — Montana — Statistics. 
Census of retail trade (1977), 80-3960 


Proposition 13 — how California govern- | 
ments coped with a $6 billion revenue | 
80- | 


loss : 
4574 


report to the Congress /, 


| Rheumatism — Periodicals. 


| 
' 


Arthritis, rheumatic diseases, and related | 


disorders., 80-4726 
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Rice situation., 80-3809 
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Rice situation., 80-3809 


Rice trade — United States — Statistics — 
Periodicals. 


Rice situation., 80-3809 


Risk — United States. 

Investment risk evaluation techniques : 
use in energy-intensive industries and 
implications for ERDA'’s industrial 
conservation program /, 80-4441 


| Rivers — Arctic regions — Bibliography. 


Arctic stream processes : an annotated 
bibliography /, 80-4885 


Rock mechanics. 


High energy gas frac /, 80-4448 


Rock-salt. 
Thermal conductivity of rock salt from 
Louisiana salt domes /, 80-4377 


Rocks — Analysis. 

The migration of long-lived radioactive 
processing wastes in selected rocks : 
annual report to the Office of Waste 
Handling, Project ANOILISA, FY 1977 
/, 80-4222 


Rocks, Igneous —- Measurement. 
Total intensity magnetometer logging as 
a stratigraphic tool in Tertiary volcanic 
rock /, 80-4502 


Roller bearings. 
Operating characteristics of a large-bore 
roller bearing to speeds of 3 x 10°DN / 

80-5113 


Root-rot. 
Fomes annosus : root rot in the South : 
guidelines for prevention /, 80-3755 


Roots (Botany) — Diseases and pests — 
Southern States. 
Fomes annosus : root rot in the South : 
guidelines for prevention /, 80-3755 


| Rug and carpet industry — United States — 


Statistics — Periodicals. 
Carpet and rugs., 80-3885 


| Rural development. 


Computer program user's manual., 
5236 

Rural highway planning system : comput- 
er program user's manual., 80-5236 


80- 


Rural development — United States. 
Technical and management support for 
the development of wind systems for 
farm, remote and rural use., 80-4429 
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Rural electrification — Law and legislation 
— Indonesia. 
Rural electrification : agreement between 
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Timekeeping — United States. 
Timekeeper’s handbook., 80-4842 


Tobacco — United States — Statistics — 
Periodicals. 
Annual report on tobacco statistics., 
3737 


Tobacco manufacture and trade — United 
States — Statistics — Periodicals. 
Annual report on tobacco statistics., 

3737 


80- 


Tokamaks. 


GA TNS project., 80-4318 


Orbit-averged kinetic equations for an | 


axisymmetric mirror machine /, 
4459 


80- 


Tourist trade. 

Creating economic growth & 
through travel & tourism : a manual 
for community and business developers 
: a preliminary report /, 80-4009 


Tourist trade — Law and legislation — 
United States. 


An act to amend the International travel 


act of 1961 to authorize additional ap- 





80-4373 | 


of | 


80- | 
| Trace elements in water — Bibliography. 


jobs | 


Transportation South Dakota Statistics. 


propriations, and for other purposes., 
80-5309 


Tourist trade — United States. 

Highlights, Canadian vacation travel to 
the United States, 1975 : highlights of a 
study of Canadian vacation patterns, 
characteristics of travelers and trips to 
each of nine regions of the U.S. as well 
as to the U.S. as a whole., 80-4007 


Highlights of vacation travel by Canadi- 
ans in 1975 in the United States., 80- 
4007 


Tourist trade — United States — 
Bibliography — Catalogs. 
A bibliography of USTS research publi- 
cations., 80-4011 


Tourist trade — West Virginia. 
Creating economic growth & 


through travel & tourism : a manual 





Patents, trademarks, and copyrights, 
4654 


80- 


Trade-unions — Police — United States. 
Police unions in the civil service setting / 
, 80-5021 


Traffic accidents — United States — 
Periodicals. 
Highway accident reports, brief format., 
80-5232 


Traffic safety — United States — 
Periodicals. 


Highway safety, 80-5260 


Report on activities under the Highway 


safety act of 1966 as amended., 80- 
5260 


| Traffic violations — United States — States 


jobs 


for community and business developers | 


: a preliminary report /, 80-4009 


Towels — Statistics. 
Sheets, pillowcases, 
3886 


and _ towels., 


| Toys — Safety measures. 


For kids’ sake., 80-5358 


| Trace elements — Analysis — Congresses. 
a new frontier in | 
: proceedings of | 


Trace organic analysis : 
analytical chemistry 
the 9th Materials Research Symposium 
held at the National Bureau of Stand- 
ards, Gaithersburg, Maryland, April 
10-13, 1978 /, 80-3987 


Trace elements in water. 
Trace metals 


processes : proceedings of a workshop 


80- 


— Periodicals 
Penalties for traffic offenses, 80-5258 


Traffic laws commentary., 80-5258 


Transport theory. 
Preliminary summary of particle trans- 
port effects in non-axisymmetric 
tandem mirrors /, 80-4461 


Transportation — District of Columbia — 


and marine production | 


held at the Pacific Marine Environ- | 


mental Laboratory, 


March 2, 1978 /, 80-4062 


February 28 - | 


A bibliography on cycling of trace metals | 


in freshwater ecosystems /, 80-4417 


Tractor industry — United States — 
Statistics — Periodicals. 
Tractors, except garden 

3869 


tractors., 80- 


Trade adjustment assistance. 

Trade and employment : a conference 
report : a special report of the National 
Commission for Manpower Policy., 
80-5395 


Trade adjustment assistance — Law and 
legislation — United States. 
Improvements to the Trade adjustment 

assistance program : report to accom- 
pany H.R. 1543., 80-5338 


Trade-marks — United States — Periodicals. 
Code of Federal regulations., 80-4654 
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Census of transportation (1977), 80-3938 


Truck inventory and use survey, District 
of Columbia., 80-3938 


1977 census of transportation : truck in- 
ventory and use survey, District of Co- 
lumbia., 80-3938 


Transportation — Energy consumption. 
Passenger car fuel economy in short trip 
operation /, 80-4240 


Transportation — Florida — Statistics. 
Census of transportation (1977), 80-3939 
Truck inventory and use survey, Florida., 

80-3939 
1977 census of transportation : truck in- 


ventory and use survey, Florida., 80- 
3939 


| Transportation — Northeastern States. 


| 
| 
| 
| 


Northeast corridor improvement project : 
hearing before a subcommittee of the 
Committee on Appropriations, United 
States Senate, Ninety-sixth Congress, 
first session : special hearing, Depart- 
ment of Transportation., 80-5430 


Transportation — Ohio — Statistics. 


Census of transportation (1977), 80-3940 


Truck inventory and use survey, Ohio., 
80-3940 


1977 census of transportation : truck in- 
ventory and use survey, Ohio., 80- 
3940 


Transportation — South Dakota — 
Statistics. 


Census of transportation (1977), 80-3941 
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Transportation South Dakota Statistics. 


Truck inventory and use survey, South 
Dakota., 80-3941 


1977 census of transportation : 


ventory and use survey, 
Dakota., 80-3941 


truck in- 
South 


Transportation — United States — Energy 
conservation, 

Motor vehicle fuel efficiency : hearings 
before the Subcommittee on Energy 
and Power of the Committee on Inter- 
state and Foreign Commerce, House of 
Representatives, Ninety-sixth Congress, 
first session ... March 13 and 14, 1979., 
80-5472 


Transportation — United States — Energy 
consumption @ — Statistics — 
Periodicals. 

National transportation 
5265 


Statistics., 80- 


Transportation — United States — Finance. 
Surface transportation assistance act of 
1978, amendment : [an act to amend 
title 23 of the United States Code, the 
Surface transportation assistance act of 
1978, and for other purposes]., 80- 
5324 


Transportation — United States — Statistics 
— Periodicals. 
Freight forwarders, 80-5001 

80-5000 


transportation 


Motor carriers, 


National 
5265 


Private car lines, 


Statistics., 80- 


80-5002 


Transport statistics in the United States., 
80-5000, 80-5001, 80-5002 


Transportation — Virginia — Statistics. 
Census of transportation (1977), 80-3942 


Truck inventory and use survey, Virgin- 
ia., 80-3942 


1977 census of transportation : truck in- 
ventory and use survey, Virginia., 80- 
3942 


Transportation — West Virginia — 
Statistics. 
Census of transportation (1977), 80-3943 


Truck inventory and use survey, West 
Virginia., 80-3943 

1977 census of transportation : truck in- 
ventory and use survey, West Virgin- 
ia., 80-3943 


Transportation, Automotive — United States 
— Freight. 
Entering the trucking business : 
questions and answers /, 80-5005 


Small shipments : rights, remedies and al- 
ternatives /, 80-5003 


some 


Transportation, Automotive — United States 
— Statistics — Periodicals. 
Motor carriers, 80-5000 
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Transport statistics in the United States., 
80-5000 


Transportation, Military. 

Defense transportation organization 
strategic mobility in changing times /, 
80-4102 

Military standard transportation 
movement procedures., 80-4092 

MILSTAMP : military standard transpor- 
tation and movement procedures., 80- 
4092 

MILSTAMP 
codes : TACs., 


and 


transportation account 
80-4093 


Transportation, Military — Handbooks, 
manuals, etc. 
Movement of units in Air Force aircraft 
/, 80-4155 


Transportation planning — Handbooks, 
manuals, etc. 
Characteristics of urban transportation 
systems : a handbook for transportation 
planners /, 80-5256 


Transportation planning — United States — 

Congresses. 

The use of economic and land use models 
in transportation planning : proceedings 
of a panel discussion held at the 1977 
Federally Coordinated Program of 
Highway Research and Development 
Conference held in Columbus, Ohio /, 
80-5237 


Travel — Hygienic aspects — Periodicals. 
Health information for international 
travel., 80-4795 


Travelers — Canada. 

Highlights, Canadian vacation travel to 
the United States, 1975 : highlights of a 
study of Canadian vacation patterns, 
characteristics of travelers and trips to 
each of nine regions of the U.S. as well 
as to the U.S. as a whole., 80-4007 

Highlights of vacation travel by Canadi- 


ans in 1975 in the United States., 80- 
4007 


Travelers — Europe. 
1976 patterns of foreign travel in the U.S. 
: Europe., 80-4012 


Travelers — Statistics. 
1976 patterns of foreign travel in the U.S. 
: US. flag air carriers., 80-4014 
1976 patterns of foreign travel in the U.S. 
: The Islands., 80-4013 


Trees — United States. 
Preliminary crown weight estimates for 
tanoak, black oak, and Pacific madrone 
/, 80-3772 


Trident (Weapons systems) 
Alternatives to consider in planning inte- 
grated logistics support for the Trident 
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submarine : 
80-4592 


report to the Congress /, 


Tritium — Environmental aspects. 
Tritium-containment systems : 
study /, 80-4507 


a tradeoff 


Troposphere — Congresses. 
Chemical kinetic data needs for modeling 
the lower troposphere : proceedings of 
a workshop held at Reston, Virginia, 
May 15-17, 1978 /, 80-3993 


Trout. 


Native trout., 80-3779 


Wildlife habitats in managed rangelands : 
the Great Basin of southeastern Oregon 
: native trout /, 80-3779 


Tsakanikas, William James. 

Hearing on H.R. 3407 ... before the Mili- 
tary Personnel Subcommittee of the 
Committee on Armed Services, House 
of Representatives, Ninety-sixth Con- 
gress, first session, July 11, 1979., 80- 
5431 


Tubes, Steel — Prices. 
Certain welded stainless steel pipe and 
tube., 80-5228 


In the matter of : certain welded stainless 
steel pipe and tube., 80-5228 


Turbomachines — Fluid dynamics. 

New concepts for converting the energy 
in low- to medium-temperature liquids, 
with emphasis on geothermal applica- 
tions /, 80-4490 


U 


Ultrasonic testing. 
Eddy current testing and ultrasonic refer- 
ence standards for depleted uranium 
barstock /, 80-4177 


Umpqua Indians — Claims. 

Waiver of Indian Claims Commission act 
statute of limitations for Cow Creek 
Band of Umpqua Indians : report to 
accompany S. 668., 80-5342 


Umpqua Indians — Legal status, laws, etc. 
Waiver of Indian Claims Commission act 
statute of limitations for Cow Creek 
Band of Umpqua Indians : report to 
accompany S. 668., 80-5342 


Underdeveloped areas — Finance, Public. 
Training and related efforts needed to im- 
prove financial management in the 
Third World : report to the Congress / 
, 80-4587 


Underground nuclear explosions — 
Measurement. 
Equations of state of Si0zand H,0 mix- 
tures /, 80-4499 
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Underwater exploration — Periodicals. 
Manned undersea science and technol- 
ogy; report., 80-4020 


Underwear industry — United States — 
Statistics — Periodicals. 
Brassieres, girdles, and allied garments., 
80-3872 


Unemployed — New Jersey. 

Plant closings and relocations : hearing 
before the Committee on Labor and 
Human Resources, United States 
Senate, Ninety-sixth Congress, first ses- 
sion January 22, 1979, Newark, 
N.J.., 80-5484 


Unemployed — United States — Statistics. 
Unemployment rates for states and inden- 
tifiable local governments under Title I 


of the Public works employment act of | 


1976 (PL 94-369) /, 80-4006 


Unemployed — United States — Statistics 
— Periodicals. 
Geographic profile of employment and 
unemployment., 80-5060 


Work experience of the population., 
5063 


80- 


United Nations. 


Foreign relations of the United States 


[errata]., 80-5140 


United Nations — Accounting. 

Improving financial management in the 
United Nations by strengthening audits 
and inspections : report to the Con- 
gress /, 80-4589 


United Nations — Finance. 

Improving financial management in the 
United Nations by strengthening audits 
and inspections : report to the Con- 
gress /, 80-4589 


United Nations — Periodicals. 
Foreign relations of the United States., 
80-5139 


United Nations affairs, 80-5139 


United Nations Conference on the Law of 
the Sea, 3d, New York, N.Y., etc., 1973- 
Law of the sea : hearings before the Sub- 

committee on Oceanography of the 
Committee on Merchant Marine and 
Fisheries, House of Representatives, 
Ninety-sixth Congress, first session, on 
Law of the Sea Conference oversight, 
February 27, 1979, Deep _ seabed 
mining, H.R. 2759, H.R. 3268, May 22, 
23, June 7, 1979., 80-5486 


United States. Administrative Office of the 
United States Courts — Periodicals. 
Annual report of the Director - Adminis- 

trative Office of the United States 
Courts., 80-5028 








U.S. Armed Forces Personnel management. 


United States. Agency for International 
Development — Rules and practice — 
Periodicals. 


Code of Federal regulations., 80-4661 


Public contracts and property manage- 
ment, 80-4661 


United States. Air Force — Handbooks, 
manuals, etc. 
Air Force cadet handbook, 80-4211 


Contrails, the Air Force cadet handbook., 
80-4211 


United States. Air Force — Supplies and 
stores — Management. 
DOD can save millions of dollars by im- 
proving the management of Air Force 
inventories : report /, 80-4595 


United States. Air Force Academy — 
Handbooks, manuals, etc. 
Air Force cadet handbook, 80-4211 


Contrails, the Air Force cadet handbook., 
80-4211 


United States — Antiquities — Collection 
and preservation. 

An act to protect archaeological re- 
sources on public lands and Indian 
lands, and for other purposes., 
5315 


United States — Antiquities — Periodicals. 
Year-end report - Heritage Conservation 
and Recreation Service., 80-4997 


United States. Applied Statistics Training 
Institute — Curricula. 
Bulletin of courses - Applied Statistics 
Training Institute., 80-4766 


United States — Appropriations and 
expenditures — Periodicals. 
Decisions of the comptroller general of 
the United States., 80-4553 


United States — Appropriations and 

expenditures, 1980. 

An act making appropriations for Agri- 
culture, rural development and related 
agencies programs for the fiscal year 
ending September 30, 1980, and for 
other purposes., 80-5326 


An act making appropriations for energy 
and water development for the fiscal 
year ending September 30, 1980, and 
for other purposes., 80-5305 


An act making appropriations for the De- 
partment of Housing and Urban Devel- 
opment, and for sundry independent 
agencies, boards, commissions, corpo- 
rations, and offices for the fiscal year 
ending September 30, 1980, and for 
other purposes., 80-5322 


An act making appropriations for the 
Treasury Department, the United 


States Postal Service, the Executive | 


Office of the President, and certain in- 
dependent agencies, for the fiscal year 
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80- 





ending September 30, 1980, and for 
other purposes., 80-5306 


An act to authorize appropriations for 
fiscal year 1980 for intelligence and in- 
telligence-related activities of the 
United States Government, for the In- 
telligence Community Staff, and for 
the Central Intelligence Agency Retire- 
ment and Disability System, to author- 
ize supplemental appropriations for 
fiscal year 1979 for the intelligence and 
intelligence-related activities of the 
United States Government, and for 
other purposes., 80-5319 


Continuing appropriations, 1980 : [joint 
resolution making continuing appropri- 
ations for the fiscal year 1980, and for 
other purposes]., 80-5310 


Continuing appropriations, 1980 : report 
to accompany H.J. Res. 440., 80-5288 


Joint resolution making further continu- 
ing appropriations for the fiscal year 
1980, and for other purposes., 80-5332 


Making appropriations for the Depart- 
ment of the Interior and related agen- 
cies : conference report to accompany 
H.R. 4930., 80-5285 


Making appropriations for the Depart- 
ment of Transportation and related 
agencies : conference report to accom- 
pany H.R. 4440., 80-5289 


Making further continuing appropriations 
for fiscal year 1980, and for other pur- 
poses : conference report to accompa- 
ny H.J. Res. 440., 80-5300 


United States — Armed Forces — Barracks 
and quarters. 

Lower graded military personnel with 
families are not suitably housed but 
should be : report to the Congress /, 
80-4555 


United States — Armed Forces — Military 
construction operations. 

Making appropriations for military con- 
struction, Department of Defense 
conference report to accompany H.R. 
4391., 80-5293 


Military construction appropriation bill, 
1980 : report to accompany H.R. 4391., 
80-5346 

Military construction authorization act, 
1980 : conference report to accompany 
S. 1319., 80-5284, 80-5348 


United States — Armed Forces — Personnel 
management, 

Extension of expiring provisions of law 
relating to personnel management of 
the Armed Forces, and for other pur- 
poses report to accompany H.R. 
5168., 80-5354 


Interim report to the President and the 
Congress : May 16, 1975., 80-5362 
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U.S. Armed Forces Personnel management. 


Interim report to the President and the 
Congress : May 16, 1975 [errata]., 80- 
5363 


United States — Armed Forces — 

Procurement. 

An act to authorize appropriations for 
fiscal year 1980 for procurement of air- 
craft, missiles, naval vessels, tracked 
combat vehicles, torpedoes, and other 
weapons and for research, develop- 
ment, test, and evaluation for the 
Armed Forces ...., 80-5325 


The effectiveness of the Defense Con- 
tract Audit Agency can be improved : 
report to the Congress /, 80-4567 


Military standard requisitioning and issue 
procedures., 80-4111 


MILSTRIP., 80-4111 


MILSTRIP routing identifier codes., 
80-4113 


Selling to the military : Army, Navy, Air 
Force, Defense Logistics Agency 
general information, items purchased, 
location of military purchasing offices., 
80-4091 


United States — Armed Forces — 
Procurement — Handbooks, manuals, etc. 
Data bank interrogations/search, 80- 

4104 


Data element dictionary and glossary of 
terms/acronyms., 80-4108 


Defense integrated data system : DIDS 
procedures manual : materiel manage- 
ment decision rule tables /, 80-4109 


Defense integrated data system : DIDS 
procedures manual : multiple applica- 
tion references/instructions/tables and 
grids /, 80-4107 


Defense integrated data system (DIDS) 
procedures manual., 80-4103, 80- 
4104, 80-4105, 80-4106, 80-4108, 
80-4110 


Department of Defense provisioning and | 


other preprocurement screening 
manual /, 80-4112 


DIDS procedures manual., 80-4107, 
80-4109 

Document identifier code (DIC) input/ 
output (I/O) formats (fixed length), 
80-4105 

Document identifier code (DIC) input/ 
output (I/O) formats (variable length), 
80-4106 


Materiel management decision rule 
tables., 80-4109 


Multiple application procedures., 80- 
4103 


Multiple application references/instruc- 
tions/tables and grids., 80-4107 


Publications., 80-4110 
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United States — Armed Forces — Supplies 
and stores. 

DOD's materiel readiness report to the 
Congress — improvements needed to 
better show the link between funding 
and readiness : report /, 80-4594 


Military standard requisitioning and issue 
procedures., 80-4111 


MILSTRIP., 80-4111 


United States — Armed Forces — Supplies 
and stores — Storage. 
Storage and materials handling., 80-4094 


United States — Armed Forces — 
Transportation. 
Defense transportation organization 
strategic mobility in changing times /, 
80-4102 


United States — Armed Forces — 
Transportation — Handbooks, manuals, 
etc. 

Movement of units in Air Force aircraft 
/, 80-4155 


United States. Army — Air controlmen. 
Flight operations coordinator /, 80- 
4116, 80-4117 


United States. Army — Apprentices. 

The US Army Missile and Munitions 
Center and School apprenticeship pro- 
gram for the trade of electronic techni- 
cian (radio/tv)., 80-4169 


The US Army Signal School apprentice- 
ship program for the trade of cable 
splicer., 80-4164 


The US Army Signal School apprentice- 
ship program for the trade of electrical 
repairer /, 80-4168 


The US Army Signal School apprentice- 
ship program for the trade of line in- 
staller-repairer., 80-4166 


The US Army Signal School apprentice- 
ship program for the trade of photog- 
rapher, still., 80-4165 


The US Army Signal School apprentice- 
ship program for the trade of televi- 
sion-cable installer., 80-4167 


United States. Army — Bibliography — 
Catalogs. 
Index of administrative publications., 
80-4159 


Index of supply catalogs and supply man- 
uals (excluding types 7, 8, and 9), 80- 
4160 

Military publications, 80-4159 


Military publications : index of supply 
catalogs and supply manuals (excluding 
types 7, 8, and 9) /, 80-4160 


United States. Army. Corps of Engineers. 
Hydropower : the role of the U.S. Army 
Corps of Engineers., 80-4173 
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United States. Army. Corps of Engineers — 
Rules and practice — Periodicals. 
Code of Federal regulations., 80-4652 
Navigation and navigable waters, 80- 
4652 


United States. Army — Equipment — 
Indexes. 
Index of modification work orders, 80- 
4162 


Military publications, 80-4162 
US Army equipment index of modifica- 
tion work orders., 80-4162 


United States. Army — Handbooks, 
manuals, etc. 
Concrete and asphalt equipment operator 
/, 80-4129, 80-4130, 80-4131 


Construction engineering supervisor /, 
80-4121, 80-4122 


Construction equipment supervisor /, 
80-4134, 80-4135 


Direct support supply and field services., 
80-4153 


Diver /, 80-4118, 80-4119, 80-4120 


FA target acquisition specialist /, 80- 
4136 


Field artillery cannon battalion /, 80- 
4137 


Field artillery surveyor /, 80-4138 


Field artillery target acquisition special- 
ist., 80-4136 


Flight operations coordinator /, 80- 
4116, 80-4117 


General construction equipment operator 
/, 80-4132, 80-4133 


Heavy antiarmor weapons crewman /, 
80-4139, 80-4140 


Helicopter missile system repairer /, 80- 
4157 


Helicopter weapon systems repairer /, 
80-4158 


Lifting and loading equipment operator /, 
80-4127, 80-4128 


Movement of units in Air Force aircraft 
/, 80-4155 


Operations and training, Chaparral /, 
80-4154 


Optical laboratory specialist, /, 80-4141 


Prime power production specialist /, 80- 
4125, 80-4126 


Station technical controller /, 80-4148, 
80-4149, 80-4150 


Still photographic specialist /, 80-4151, 
80-4152 


Strategic microwave systems repairer /, 
80-4144, 80-4145, 80-4146 


Tactical circuit cantroller /, 80-4147 
Tactical circuit controller /, 80-4142 


Tactical satellite/microwave systems op- 
erator /, 80-4143 
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Terminal operations coordinator’s hand- 
book /, 80-4156 


Utilities equipment repairer /, 80-4123, 
80-4124 


United States. Army — Military 
construction operations. 
Construction engineering supervisor /, 
80-4121, 80-4122 


United States. Army — Organization. 
Direct support supply and field services., 
80-4153 


Field artillery cannon battalion /, 80- 
4137 


United States. Army — Recruiting, 
enlistment, etc. 
Difficulties in selected Army reserves re- 


cruiting under the all-volunteer force : | 


report to the Congress /, 80-4570 


United States. Army — Supplies and stores. 

Direct support supply and field services., 
80-4153 

Military standard transportation 
movement procedures., 80-4092 

MILSTAMP : military standard transpor- 
tation and movement procedures., 80- 
4092 

MILSTAMP 
codes : TACs., 


and 


80-4093 


United States. Army — Supplies and stores 
— Catalogs. 
Index of supply catalogs and supply man- 
uals, excluding types 7, 8, and 9., 80- 
4161 


Military publications, 80-4161 


United States. Army — Supplies and stores 
— Indexes. 
Index of modification work orders, 80- 
4162 


Military publications, 80-4162 


US Army equipment index of modifica- | 


tion work orders., 80-4162 


United States. Army — Weapons systems — 
Maintenance and repair — Handbooks, 
manuals, etc. 


Helicopter missile system repairer /, 80- 


4157 


Helicopter weapon systems repairer /, 
80-4158 


United States. Army. 394th Infantry 
Regiment. Intelligence and Reconnaissance 
Platoon. 

Waiver of time limitation on the award of 
certain military decorations to members 
of the Intelligence and Reconnaissance 
Platoon of the 394th Infantry Regi- 
ment, 99th Infantry Division : report to 
accompany H.R. 3407., 80-5353 








transportation account | 
| United States. Board of Tax Appeals — 


United States. Army Missile and Munitions 
Center and School, Redstone Arsenal, Ala. 
— Curricula. 

The US Army Missile and Munitions 
Center and School apprenticeship pro- 
gram for the trade of electronic techni- 
cian (radio/tv)., 80-4169 


United States. Army Reserve. 
Difficulties in selected Army reserves re- 
cruiting under the all-volunteer force : 
report to the Congress /, 80-4570 


United States. Army Signal School — 

Curricula. 

The US Army Signal School apprentice- 
ship program for the trade of cable 
splicer., 80-4164 

The US Army Signal School apprentice- 
ship program for the trade of electrical 
repairer /, 80-4168 

The US Army Signal School apprentice- 
ship program for the trade of line in- 
staller-repairer., 80-4166 


The US Army Signal School apprentice- 
ship program for the trade of photog- 
rapher, still., 80-4165 


The US Army Signal School apprentice- 
ship program for the trade of televi- 
sion-cable installer., 80-4167 


Bibliography. 
Board of Tax Appeals and Tax Court 
reports., 80-4618 


United States. Bureau of Health Facilities 
Financing, Compliance, and Conversion — 
Periodicals. 

Annual report - Bureau of Health Facili- 
ties Financing, Compliance, and Con- 
version., 80-4793 


1978, new year for new bureau, 80-4793 


| United States. Bureau of Labor Statistics — 
Bibliography — Periodicals. 
Publications of the Bureau of Labor Sta- 


tistics., 80-5061 


United States. Bureau of Land Management. 
Paleontological resource management in 
New Mexico /, 80-4965 


United States. Bureau of Land Management 
— Directories. 
Colorado state and district 
80-4964 


directory., 


United States. Bureau of Prisons — 
Periodicals. 


Federal prison system., 80-5011 


United States. Bureau of Prisons — Rules 
and practice — Periodicals. 


Code of Federal regulations., 80-4641 


Judicial administration, 80-4641 
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U.S. Coast Guard. 


United States. Bureau of Radiological Health 
— Periodicals. 
Bureau of Radiological Health publica- 
tions index., 80-4753 


United States. Bureau of the Census. 

Census Bureau programs and products., 
80-3957 

Factfinder for the Nation Census 
Bureau programs and products., 80- 
3957 

Measuring America 
80-3827 


census surveys., 


United States — Census. 
Measuring America 
80-3827 


Twenty censuses : population and hous- 
ing questions, 1790-1980 /, 80-3830 


What’s the big deal about the 1980 
census?, 80-3828 


census surveys., 


United States — Census — History. 
Census USA : a thumbnail history of the 
Nation’s factfinder., 80-3829 


Factfinder for the nation : history and 
organization., 80-3956 


History and organization., 80-3956 
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